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FOR SALE BY THE SUPERINTENDENT OF DOCUMENTS. 

U.S. GOVERNMENT PRINTING OFFICE. WASHINGTON, D.C. 20402. 
SUBSCRIPTON PRICE $55.00 PER YEAR INCLUDES 12 ISSUES OF 
MONTHLY CATALOG, SERIALS SUPPLEMENT, SEMIANNUAL INDEX, AND 
CUMULATIVE INDEX. 
$13.75 ADDITIONAL FOR FOREIGN MAILING. 


Domestic Foreign 
MONTHLY CATALOG SINGLE COPIES $3.50 $4.40 
SERIALS SUPPLEMENT $2.50 $3.15 
SEMIANNUAL INDEX $4.50 $5.65 
CUMULATIVE INDEX $8.75 $11.00 





Facts you can put to work—for you—may be 
found in government publications .. . 


For Sale by the Superintendent of Documents 


1979 National ZIP Code and 
Post Office Directory 


This year’s newly combined ZIP and 
Post Office Directory offers much infor- 
mation not previously included in past 
editions of the ZIP Code Directory. It 
combines ZIP code and post office infor- 
mation previously published separately. 
All information from the two previous 
directories is retained and updated, 
along with new and additional informa- 
tion formerly not found in either. Com- 
plete information is given for using the 
ZIP code system, including the proper 
ZIP code for any known address. Infor- 
mation is also included on U.S. Postal 
Service facilities and organization, basic 
procedures, and postal abbreviations. 
Official lists show all named U.S. postal 
branches and post offices, and commu- 
nity post offices. This volume contains a 
wealth of information for all who use the 
Postal Service. 1979. 1876 p. 

P 1.10/8:979 

S/N 039-000-00261-2 

$7.50 


Living on a Few Acres, Year- 
book of Agriculture, 1978 


America's history has seen population 
shifts from country to city, and then back 
to the country again. Today, Americans 
are once again populating rural areas at 
a faster rate than the nation’s cities. 
There are satisfactions, and some pit- 
falls, too, for those who seek out a life 
on the land; and this hardnosed, practi- 
cal guide discusses both in a realistic 
manner. The book’s 48 illustrated chap- 
ters are authored primarily by specialists 
from the Department of Agriculture, its 
extension service, or state land grant 
universities. This book, intended for 
those who live in the country, but derive 
their principal income from sources oth- 
er than the land, includes chapters on 
part-time farming, improvements, acquir- 
ing and disposing of rural property, rais- 
ing animals, and more. Don’t make your 
move to the country without “Living on a 
Few Acres.” 1978. 472 p. il. 

A 1.10:978 

S/N 001-000-03809-5 

$7.00 


The Back-Yard Mechanic, 
Volume One 


This magazine-style booklet is one of an 
auto maintenance series published by 
the Air Force. !t is designed as an aid to 
the novice, but also provides useful tips 
and reminders for the more experienced 
mechanic. Each article includes safety 
tips, tools you will need, the proper way 
to use them, maintenance inspections, 
repairs, and more. Articles are written in 
an informal, easy-to-understand style, 
and each is fully illustrated. Volume One 
includes articles on oil and lubrication, 
transmissions, disc brakes, radiators, 
emission control devices, vacuum 
gauges, batteries, automatic chokes, 
and more. This booklet is one that can 
pay for itself while it teaches you how to 
repair your own car—and keep it out of 
the shop. 1976. 57 p. il. 

D 301.72/a:M 46/v.2 

S/N 008-070-00374-1 

$1.25 


The Back-Yard Mechanic, 
Volume Two 


Volume Two of the Back-Yard Mechanic 
is slightly more involved than its popular 
predecessor, Volume One. It also covers 
different repair items, including basic 
tune-up, final tuning, drum brakes, power 
brakes, brake hydraulic systems, air con- 
ditioning, ignition systems, spark plugs, 
and carburetor. Each article is well- 
illustrated, includes safety tips, tool us- 
age, and more. An hour under the hood 
with this booklet could be the best thing 
that ever happened to your car. 1978. 
75 p. il. 

D 301.72/a:M 46/v. 2 

S/N 008-070-00406-2 

$1.60 


U.S. Industrial Outlook, 1979 


This latest edition of the Commerce De- 
partment’s annual Industrial Outlook 
presents fundamental facts about busi- 
ness, distilled from research and analy- 
ses by more than 100 business experts. 
This edition features detailed analyses 
of 200 individual manufacturing and non- 
manufacturing industries or closely relat- 
ed industry groups, and includes an 
overview of U.S. business that shows 
where the action is expected to be and 
where the opportunities lie. Most of the 
book is devoted to industry-by-industry 
analyses, both narrative and statistical. 
Also included are discussions of imports 
and exports; current and predicted in- 
dustry and product shipments; changes 
in supply and demand; developments in 
domestic and overseas markets; tech- 
nological advances; employment trends 
since 1967; and capital investment to 
improve efficiency, increase output, and 
reduce pollution. 1979. 560 p. il. 

C 57.18:979 

S/N 003-008-00180-7 

$6.75 








General information 


There is no free distributicn by this Office. Regulations These symbols will be used to explain how your 
require remittance in advance of shipment of order or inquiry was handled. 
publications, either by check or money order payable CIRCLE Publication(s) enclosed. 


to the Superintendent of Documents. Do not send 
currency (bills or coins) or postage stamps. 


With the exception of specially priced 
publications, a discount of 25 percent is allowed on 
quantity purchases (100 or more copies of a single 
publication). The same discount applies to orders 
from a bookdealer (any quantity) when the 
publications are mailed to the dealer’s normal place 
of business. No discount will be allowed when 
publications are mailed to a third party (unless in 
quantities of 100 or more per title). 


NON U.S. CUSTOMERS—International 
mailing regulations require special handling for 
which we charge an additional 25 percent of the 
total cost of your order. Remittance is required in 
advance of shipping by draft on a United States or 
Canadian Bank, by UNESCO coupons or by 
International Postal Money Order made payable to 


Publication is not sold by this Office. A copy 
may be available from the issuing Agency 
indicated on your order. 

We are unable to identify the publication from 
the information furnished. 

Publications are being printed and will be 
mailed as soon as we receive stock. Cost has 
been included in charges on this order. 

Our stock of this publication is exhausted and 
it is no longer available. Consult your local 
library. 

New publication, we cannot accept your order 
at this time. Please reorder in 30 to 60 days. 
Publication is no longer available. We have 
indicated on your order another publication 
which supersedes it or contains similar 
information. 


the Superintendent of Documents. These orders are 
mailed via surface mail unless funds are sent to cover 
airmail postage. Foreign currency or checks will not 
be accepted. All orders must be in English. 


Do not order on this form after November 30, 1979. 
Instead, write for information as to price and 
availability of these publications since they may go 
out of print or be superseded by a later edition. 





Ord rin . Detach entire page, indicate quantity beside each publication desired, enclose remittance (check or money order payable 
ering: 


to the Superintendent of Documents—please do not send cash or stamps). 
1. ___. 1979 National ZIP Code and Post Office 3. _... The Back-Yard Mechanic, Volume One 
Directory $1.25 S/N 008-070-—00374-1 
$7.50 S/N 039-000-00261—2 4 The Back-Yard Mechanic, Volume Two 


2. _. Living on a Few Acres, Yearbook of $1.60 S/N 008-070-00406—2 
Agriculture, 1978 5. ____._ U.S. Industrial Outlook, 1979 
$7.00 S/N 001-—000-—03809-—5 $6.75 S/N 003—008—00180-7 


( Check here if you would like your name added to the free list which announces Selected U.S. Government Publications on a regular basis. 





MAIL ORDER FORM TO: NOTICE: 
Superintendent of Documents, Dept. 30 
Government Printing Office, 
Washington, D.C. 20402. 





Prices of Government publications are subject to change FOR OFFICE USE ONLY 


without notice. Prices charged on your order may differ 
from prices printed in the publications. 
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INFORMATION CONCERNING YOUR ORDER OR INQUIRY 


Thank you for your interest in U.S. Government publications. If you have made a written inquiry, it is returned herewith for your 
reference. We have indicated the prices of publications currently available, or have provided the information requested to the best 
of our ability. Unless otherwise noted, prices are for single copies. 


There is no free distribution by this Office. Regulations require remittance in advance of shipment of publications, either by check 
or money order payable to the Superintendent of Documents. Do not send currency (bills or coins) or postage stamps. 


With the exception of specially priced publications, a discount of 25 percent is allowed on quantity purchases (100 or more copies 
of a single publication). The same discount applies to orders from a bookdealer (any quantity) when the publications are mailed to 
the dealer's normal place of business. No discount will be allowed when publications are mailed to a third party (unless in quantities 
of 100 or more per title). 


NON U.S. CUSTOMERS - International mailing regulations require special handling for which we charge an additional 25 percent 
of the total cost of your order. Remittance is required in advance of shipping by draft on a United States or Canadian Bank, by UNESCO 
coupons or by International Postal Money Order made payable to the Superintendent of Documents. These orders are mailed via surface 
mail unless funds are sent to cover airmail postage. Foreign currency or checks will not be accepted. All orders must be in English. 


TO ORDER, USE FORM ON REVERSE SIDE. FOLLOW INSTRUCTIONS BELOW 


Enter your complete name and address, your order number (if any) and date in the proper places at the top of this form. Enter 
stock number, unit of issue*, quantity, title and price of desired publication(s) and total enclosed. There is a $1.00 minimum for 
mail orders; this is not a surcharge. Enter destination name and address and your order number on mailing label at bottom of form. 


Mail copies with carbon attached to Superintendent of Documents, U.S. Government Printing Office, Washington, D.C. 20402. 
Retain customer's copy (green) for your records. 


If a shipment is incorrect, return the shipping document with your request for adjustment. DO NOT RETURN PUBLICATIONS UNTIL 
NOTIFIED TO DO SO. All claims must be submitted within one year from date of your order. 


THESE SYMBOLS WILL BE USED TO EXPLAIN HOW YOUR ORDER OR INQUIRY WAS HANDLED 


CIRCLE _ _ _ _Publication(s) enclosed. 
Publication is not sold by this Office. A copy may be available from the issuing agency indicated on your order. 
We are unable to identify the publication from the information furnished. 


Publications are being printed and will be mailed as soon as we receive stock. Cost has been included in charges on 
this order. 


Our stock of this publication is exhausted and it is no longer available. Consult your local library. 
New publication, we cannot accept your order at this time. Please reorder in 30 to 60 days. 


Publication is no longer available. We have indicated on your order another publication which supersedes it or contains 
similar information. 


* Unit of Issue Explanation 


PK Package containing multiple copies 

EA Each - single copy 

PD Pad containing multiple sheets 

SE Set of multiple items 

KT Kit of multiple items in a special container 
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Preface 


In response to requests by the library community and the Depository Library Council to 
the Public Printer, the Assistant Public Printer (Superintendent of Documents) in the summer of 
1974 directed the Library Division to join the Ohio College Library Center’s on-line cataloging 
network, convert to the MARC format, and catalog according to Anglo-American cataloging 
rules (AACR). 

The Monthly Catalog utilizes AACR and Library of Congress main entries. Subjects are 
derived from Library of Congress Subject Headings 8th edition and its supplements. The catalog 
consists of text and four indexes—author, title, subject, and series/report number. 


The Government Printing Office considers the Monthly Catalog to be an evolving publica- 
tion. Its scope and timeliness will continue to be of prime importance. 
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General Information 
How To Order Publications 
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Monthly Catalog 
Indexes 
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Amdt.. amdts _ . 


Users’ Guide 


ABBREVIATIONS 


addition. addendum, addenda. 
amendment. amendments. 
appendix. appendixes. 

book. books. 

chapter. chapters. 


. Congress. 

. Department. 

. document. 

. facsimile. facsimiles. 


fiscal year. 


. Greenwich hour angle. 
. House. 


House concurrent resolution. 
House document 


. House executive document. 
. House joint resolution. 


House of Representatives. 
House bill. 


. House resolution. 


number. numbers. 
Page. pages. 

plate. plates. 
Portrait, portraits. 
part. parts. 


.. Feport. 
. Senate. Senate bill. 
. Senate concurrent resolution. 
. Senate document. 
. Senate executive document. 
. Senate executive report. 


Senate joint resolution. 


... Senate resolution. 
. Senate report. 


section, sections. 
SESSION. sessions. 


. supplement. 


volume. volumes. 


. versus. 


... House report. 
. illustration, illustrations. 
inch, inches. 





Common abbreviations for the names of States. months. etc.. are also used. 


LIST OF GOVERNMENT AUTHORS 


The alphabetical list in the preliminary pages locates the catalog sequence of documents issued by a 
specific agency. This list is compiled each month and includes only Government authors of documents 
received and cataloged during that time span. 


INDEXES 


Entries in the Monthly Catalog are indexed for access by author, title, subject, and series/report: 


Author index: An alphabetical list of personal authors, editors, co-authors, corporate authors, and 
conferences. 


Title index: An alphabetical list of titles, series titles, and sub- or alternate titles. 
Subject index: An alphabetical list of subjects derived from Library of Congress Subject Headings. 
Series/report index: An alphabetical list of report numbers and series statements. 


A margin index on the back cover locates the four listings. Cumulative indexes are published semi- 


annually and annually. Titles in all indexes are followed by the text entry number where more detailed 
information is available. 
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General Information 


The Superintendent of Documents, U.S. Government Printing Office, Washington, D.C., 20402, is 
authorized by law to sell copies of Government publications. A 25 percent discount is allowed to purcha- 
sers of 100 or more copies of a single publication mailed to one address. Bookdealers, buying for the purpose 
of resale. may receive the same discount regardless of quantity if the publications are mailed to their place 
of business. No discount is allowed when the publications are mailed to a third party unless in quantities 
of 100 or more, or on several periodicals or groups of publications which fall into a special pricing category. 


PRICES 


The prices of all U.S. Government publications sold by the Superintendent of Documents are estab- 
lished by the Public Printer in accordance with Title 44 of the United States Code. 

Prices are subject to change and the prices charged on your order will be those in effect at the time 
your order is processed. As it is not feasible to manually correct the prices in the publications affected by 
price changes, the prices charged on your order may differ from those printed in the publications. 

Although the issuing agencies generally know about price changes, some agencies inadvertently con- 
tinue to publish announcements, order forms, and catalogs which contain erroneous prices. Frequently, the 
news media publish articles with erroneous or outdated prices. 


PRICE LIST 


There is no general price list of public documents. but numerous bibliographies have been prepared on 


special subjects and these will be furnished. on application. by subject or subjects concerning which infor- 
mation is desired. It will also be noted that current publications which are for sale are listed in this catalog. 


LIST OF SELECTED PUBLICATIONS 


In addition to the subject bibliographies, the Office of the Superintendent of Documents issues a 
monthly list of Selected United States Government Publications for sale by the Superintendent of Docu- 
ments. Each list contains annotations and prices, and may be obtained free upon application to the Super- 
intendent of Documents. 


CONGRESSIONAL PUBLICATIONS 


Subscription service has been implemented for the following groups of Congressional publications: 
House and Senate Documents; House and Senate Hearings; House and Senate Reports on Public Bills; 
House and Senate Reports on Private Bills; Public Bills; Private Bills; Public Laws; and Private Laws. 
In most cases, single copies of publications in these groups of Congressional publications are not sold. 
Sales copies of a few of the more important ones are printed, and you will find the sales prices listed in the 
individual entries. The current subscription prices may be obtained from the Superintendent of Documents. 





How To Order Publications 


Publications entered in this catalog that are for sale by the Superintendent of Documents are indicated 
by a “for sale’ statement in the text entries. Those Congressional publications which are not for sale may 
be obtained from the responsible Committee. or from the House or Senate Documents Room. Entries for 
publications sold by National Technical Information Services include a statement to that effect. Unless 
otherwise indicated, publications are distributed by the issuing office which appears immediately. before the 
publication date in each entry. Additional information necessary for procuring documents appears above 
or within text entries. Requests to issuing offices should contain titles and dates of publications. 

Do not use the L.C. card number in ordering publications. 


HOW TO REMIT 


Remittances for Government Printing Office sales documents should be made to the Superintendent of 
Documents, U.S. Government Printing Office. Washington, DC 20402, by check or money order. Publica- 
tions cannot be mailed in advance or receipt of remittance. Foreign remittances should be made by 
International Postal Money Order, by draft on a United States or Canadian bank, or by UNESCO Coupons. 
All remittances should be made payable to the Superintendent of Documents. 

Orders received with postage stamps, International Response Coupons, or foreign money will be 
returned. 

Persons who make frequent purchases from the Superintendent of Documents may find a deposit 
account convenient. Deposits of $50.00 or more are accepted against which orders may be placed without 
making individual remittances or first obtaining quotations. Order blanks are furnished for this purpose. 
After the handling of the order has been completed, it will be returned showing the publications supplied, 
explanations regarding those not sent, and the amount of charge. 

No charge is made for postage on documents forwarded to points in United States and its possessions. 
There is a special handling charge on all orders mailed to other countries. The charge is one-fourth of the 
current selling price of publications and subscription services ordered. This is to cover the special handling 
required to comply with the customs and international mailing regulations. 


USE STOCK NUMBERS FOR BETTER SERVICE 


Because we now warehouse, store, and pick publications by their stock numbers (S/N), we can process 
your orders more quickly and accurately if you order by stock number and title. If you don’t know the stock 
number, then order by title and the classification number which appears above each entry. Congressional 
documents and reports should be ordered by title together with the document or report number and the 
Congress, e.g., 94-—1:H.doc.!. 


LIBRARY CLASSIFICATION OF GOVERNMENT DOCUMENTS 


The classification given above entries for departmental publication is that used in the Library Division 
of the Office of the Superintendent of Documents. The shilling mark (/) separates what ordinarily would 
be superior or inferior numbers or letters. It is not practicable to print these numbers or letters as superiors 
or inferiors in the Monthly Catalog. 








A 103.14:nos 


A 103.15:CT 


A 105.10/3:nos 


A 105.19/3:nos 


A 105.40/2:date 


A 105.41/2:date 


A 106.14/2:date 


C 1.24/2:date 


C 3.233/S:letters&nos 
C. 3.253/2:nos 

C 3.255:CT 

C 3.255/2:letters&nos 
C 3.255/2-2:letters&nos 
C 3.255/3:letters&nos 
C 3.255/4:letters&nos 


C 3.255/5:letters&nos 


C 3.255/6:letters&nos 
C 3.256:CT 

C 3.256/2:letters&nos 
C 3.256/2-2:letters&nos 
C 3.256/3:letters&nos 
C 3.256/4:date 


C 3.256/5:letters&nos 
C 3.257:CT 


C 3.257/2:letters&nos 


New Classification Numbers 


Food Safety and Quality Service. 
FSQS (series). @lItem 21-T-2 
Institutional meat purchase specifications. @lItem 24-N 
Note.—See, for earlier class, A 88.17/4:(CT) 
Economics, Statistics, & Cooperatives Service. 
World agricultural situation (irregular). @Item 78-A 
Note.—See, for earlier class, A 93.29/2:(nos.) 
Agricultural finance outlook, AFO series. @lItem 42-D 
Note.—See, for earlier class, A 93.9/8:(nos.) 
Rural development perspectives (irregular). @lItem 21-N-6 
Commercial fertilizers, consumption for year ended. @lItem 122-A-2 
Note.—See, for earlier class, A 92.37:(date). 
Science and Education Administration. 
Soil, water, air sciences directory (annual). @lItem 22-A-6 
NoTe.—See, for earlier publications, A 77.2: 
Commerce Department. 
Recent Commerce publications (bi-weekly). @lItem 127 
Note.—Replaces Business service checklist classed C 1.24:(date) 
Census Bureau. 
Census of transportation: Final reports. 
Norte.—See, for earlier classes, C 56.246/2:(nos.), C 3.233/2: and C 3.233/3:(nos.) 
Economic censuses of outlying areas, OAC (series). @lItem 147-A-1. 
Nore.—See, for earlier class, C 56.259:(nos.) 
Census of retail trade: General publications. @lItem 133 
Nore.—See, for earlier class, C 56.251:(CT) 
Census of retail trade: Geographic area statistics. @lItem 132-A-1 to @Item 132-A-54 
Note.—See, for earlier class, C 56.251/2:(date/nos.) 
Census of retail trade: Geographic area statistics, advance reports. @lItem 132-A-1 to 
@ltem 132-A-54 
Census of retail trade: Subject reports. @lItem 133 
Nore.—See, for earlier class, C 56.251/3:(date/nos.) 
Census of retail trade: Retail merchandise lines service. @ltem 133 
Note.—See, for earlier class, C 56.251/4:(date/letters) 
Census of retail trade: Major retail centers statistics. @lItem 132-A-1 to @lItem 
132-A-54 
Nore.—See, for earlier class, C 56.251/5:(date/nos.) 
Census of retail trade: Final volumes. @lItem 132 
Nore.—See, for earlier class, C 56.251/6:(date/v.nos.) 
Census of wholesale trade: General publications. @lItem 133 
Note.—See, for earlier class, C 56.252(CT) 
Census of wholesale trade: Geographic area series. @lItem 132-A-1 to @Item 132-A-54 
Note.—See, for earlier class, C 56.252/3:(date/nos.) 
Census of wholesale trade: Geographic area series, advance reports. @lItem 132-A-1 to 
@ltem 132-A-54 
Census of wholesale trade: Subject series. @lItem 133 
Note.—See, for earlier class, C 56.252/4:(date/nos.) 
Census of wholesale trade: Final reports (clothbound). @lItem 132 
Norte.—See, for earlier class, C 56.252/5:(date/v.nos.) 
Census of wholesale trade: Wholesale commodity line sales. @lItem 133 
Census of service industries: General publications. @Item 133 
Note.—See, for earlier class, C 56.253:(CT) 
Census of service industries: Geographic area series. @Item 132-A-1 to @Item 
132-A-54 


Note.—See, for earlier class, C 56.253/3:(date/nos.) 





C 3.257/2-2:letters&nos Census of service industries: Geographic area series. @Item 132-A-1 to @Item 
132-A-54 
C 3.257/3:letters&nos Census of service industries: Subject series. @lItem 133 
Note.—See, for earlier class, C 56.253/4:(date/nos.). 
C 3.257/4:date Census of service industries: Final reports (clothbound). @lItem 132 
Note.—See, for earlier class, C 56.253/5:(date/v.nos.). 
C 3.258:nos Survey of minority-owned business enterprises, MB (series). @lItem 160-E 
Note.—See, for earlier class, C 56.250:(nos.). 
Defense Logistics Agency. 
D 7.6/16:date MILSTRIP: Routing identifier codes. @lItem 314-A 
NoTE.—Designated DoD 4140.17-M, Supplement No. 1. See, for earlier class, D 7.6/4:M 59/supp.1. 
Environmental Protection Agency. 
EP 1.21/10:date . Online literature searching and databases (annual). @lItem 731-I-9 
National Institutes of Health. 
HE 20.3029:CT National Diabetes Advisory Board publications. @lItem 507-A-33 
National Center for Health Services Research. 
HE 20.6512/4:CT NCHSR research management series. 
National Institute for Occupational Safety and Health. 
HE 20.7112/4:date Registry of toxic effects of chemical substances, permuted molecular formula [index] 
(annual). 
National Institute of Mental Health. 
HE 20.8131/2:CT Science monographs. @Item 507-B-32 
President’s Committee on Mental Retardation. 
HE 23.109:v.nos.&nos P.C.M.R. newsbreak (quarterly). 
Children’s Bureau. 
HE 23.1210/3:date Annual review of child abuse and neglect research. 
National Clearinghouse on Aging. 
HE 23.3111:nos AoA occasional papers in gerontology. 
Note.—See, for earlier publication, HE 1.202:HY 5/2. 
Heritage Conservation and Recreation Service. 
I 70.5:CT Laws. 
Law Enforcement Assistance Administration. 
J 26.17:v.nos National Criminal Justice Reference Service: International summaries. 
J 26.18:CT Criminal justice research solicitation. 
Note.—See, for earlier class, J 1.37/5: 
Merit Systems Protection Board. 
MS 1.1:date Annual report. 
MS 1.2:CT General publications. 
Note.—Established by the Civil Service Reform Act of 1978. 
National Science Foundation. 
Science and technology: Annual report to the Congress (annual). 
Nuclear Regulatory Commission. 
[Contractor reports] (lettered & numbered). 
Note.—This class does not include NUREG-CR reports. 




















Corrections for Previous Monthly Catalogs 


June 1975. Entry 09268, 73-3. Municipal government wage survey, Cleveland, Ohio. . . Change class to L 2.105:C 59. 

——Entry 09269, 73-4. Municipal government wage survey, Chicago, Ill. . . . Change class to L 2.105:C 43. 

Mar. 1976. Entry 06007, Municipal government wage surveys, Chicago, Ill. . . . Change class to L 2.105:C 43/974. 

——Entry 06008, Municipal government wage surveys, Cleveland, Ohio . . . Change class to L 2.105:C 59/975. 

Aug. 1976. Entry 76-3667, Role of the Internal Revenue Service in law enforcement . . . Add Stock number S/N 052-070-03271-5. 

June 1976. Entry 12149, Petroleum market shares . . . Change class to FE 1.12/2:G 21 and @Item 434-A-1 to @Item 434-A-19. 

Nov. 1977. Entry 77-14696, Lens, lighting / Dec. 20, 1968 . . . Change class to D 7.6/4:L 54/975/rep. 

——Entry 77-15730, Public participation in Federal agency proceedings act . . . Change class to Y 4.J 89/2:P 96/4/977/pt.1. 

Jan. 1978. Corrections for Previous Monthly Catalogs, p. xxi, Nov. 1976. Change entry 76-8313 to entry 76-8318, Proposed Prairie. . . 

——Corrections for Previous Monthly Catalogs, p. xxii, Sept. 1977. Change entry 77-19232 to entry 77-10232, Omega table: area 22. . . 

——Entry 78-101, The Animal welfare act. . . Change class to A 101.2:An 5/2/977-2 and delete heading: RURAL DEVELOPMENT 
SERVICE Agriculture Dept., Washington, DC 20250. 

——Entry 78-449, Symposium on Biological Effects and Measurements . . . Change class to HE 20.4102:R 11/14. 





——Entry 78-969, Hearing on shipbuilding programs before the Seapower . . . Following the collation, add the series note (H.A.S.C. ; 
no. 95-23). 

Mar. 1978. Corrections for Previous Monthly Catalogs, p. xxi, Oct. 1977, entry 77-14173, U.S. economic growth. . . Change class to Y 
4.Ec:G 91/6/v.10-12. The correct class for entry 77-14173 is Y 4.Ec 7:G 91/6/v.10-12. 

——Entry 78-5117, Appendix C : Geographic classification . . . Change class to L 2.3/a:G 29. 

——Entry 78-4301, Cartridges, weapon . . . Change class to D 7.6/4:C 24/rep./ch.3 and change Contents note to Change 3, Dec. 23, 
1977. 

Apr. 1978. Entry 78-8329, Change class to Y 4.J 89/2:P 96/4/977/pt.2, and change title to: Public participation in Federal agency 
proceedings act of 1977, S. 270 : hearings before the Subcommittee on Administrative Practice and Procedure of the Committee on the 
Judiciary, United States Senate, Ninety-fifth Congress, first session. . . U.S. Govt. Print. Office, 1977. Change OCLC no. to 3194724. 

June 1978. Entry 78-10466, Housing program statistics . . . Change class to A 84.2:H 81/2/950-75. 

July 1978. Entry 78-13994 through 78-14005 add @Item 856-A-4 (microfiche). 

——Entry 78-13480, Inventory and analysis of Federal population research . . . Change class to HE 20.3362/2:976. 

——Entry 78-12716, Calleguas Creek . . . Delete heading ADJUTANT GENERAL’S OFFICE (ARMY) Defense Dept. Washington, 
DC 20301 and change class to D 103.22:C 13/2. 

——Corrections for Previous Monthly Catalogs, p. xix, Mar. 1978—Delete entry nos. 78-5646 and 78-4647 . . . This should read Delete 
entry nos. 78-5646 and 78-5657. 

Aug. 1978. Entry 78-14767, design charts. . . Change class to A 57.2:D 46. 

——Entry 78-15517, Flood insurance study : city of West Lake Hills, Texas . . . Change class to HH 10.9:W 52 1/3. 

——Entry 78-15130, Histcrical task analysis of C-130E personnel . . . Change class to D 301.45/27-3:77-64 (2). 

Sept. 1978. Entry 78-19288, Study of the use of solar energy in House . . . Change class to 95-2:H.doc.332. 

——Entry 78-16826, A directory of computer software applications . . . Change @Item 271 to @Item 188-A-5. 

——Entry 78-16815, Consumer’s guide to travel information . . . Change class to C 47.12:T 64/2/977. 

Oct. 1978. Entry 78-20097, Lens, lighting . . . Change class to D 7.6/4:L 54/975/rep./ch.1. 

——Entry 78-19870, Facsimile products . . . Change class to C 55.108/3:1/rev.pages. 

——Entry 78-19527, Change title to read: Proceedings : second Symposium on Southeastern Hardwoods. . . 

——Delete duplicate entry 78-22057. 

Nov. 1978. Entry 78-22713, Timber resources of west-central Oregon . . . Change class to A 13.80:PNW-76. Change series note to 
(USDA Forest Service resource bulletin PNW ; 76) and also at end of entry. 

——Entry 78-23034; Industrial security manual for safeguarding classified information . . . Delete heading: OFFICE OF INFORMA- 
TION FOR THE ARMED FORCES Defense Dept., Washington, DC 20301. 

——Entry 78-23317, Development of high temperature turbine subsystem . . . Change class to E 1.28:FE-1806-9. 

Dec. 1978. Entry 78-25545, Determination of the effectiveness and feasibility . . . Change class to E 1.28: UCRL-52306/v.-2. 

——Corrections for Previous Monthly Catalogs, p. xix, Aug. 1978. Entry 78-15675, [Directory of judicial . . . Disregard this correction 
but change class to Ju 10.2:C 49. On second line of entry, before 19787] add : for sale by the Supt. of Docs., U.S. Govt. Print. Off.,. . . 
Change @Item 732 to 729 and add stock number S/N 028-004-0001 1-7 and price $3.25. 





List of Government Authors 


Beginning entry 
Administration for Children, Youth, and Families, Washington, DC 20201 HE 23.1011:C 43 
Agricultural Marketing Service, Washington, DC 20250 A 88.40:578 
Agriculture Department, Washington, DC 20250 A 1.35:555/4 
Air Force Department, Washington, DC 20330 D 301.45/27:75-70 
Airway Facilities Service, Washington, DC 20591 TD 4.709:74-2 
Alcohol, Drug Abuse, and Mental Health Administration, Rockville, MD 20852 HE 20.8002:M 31/v.2 
Alcohol, Tobacco and Firearms Bureau, Washington, DC 20224 T 70.5:G 95/975 
Army Department, Washington, DC 20310 D 101.2:C 49/4/978, 

D 106.21:75-85 FEL 








Assistant Public Printer (Superintendent of Documents) Government Printing Office, Washington, DC 
20402 GP 3.22/2:006/3 
C 3.2:D 26/5, 
C 56.210/3:D/974 
Children’s Bureau, Washington, DC 20201 HE 23.1202:L 61 
Civil Rights Commission, Washington, DC 20425 CR 1.2:C 86/4 
Civil Service Commission, Washington, DC 20415 CS 1.2:M 54/3 
Commerce Department, Washington, DC 20230 C 1.2:F 84/2 
Community Relations Service, Washington, DC 20530 J 23.8:V 67 
CONGRESS 
Congressional Serial Set 94:Cong. serial, 
95:Cong.serial 
95-2:Pub.Law 306 
Economic Joint Committee, Washington, DC 20510 Y 4.Ec 7:N 21/2/v.1 
House of Representatives, Washington, DC 20515 
House documents 95-2:H.doc.325 
95-1:H.rp.1236, 
95-2:H.rp. 1007 
Aging, Select Committee on, Washington, DC 20515 Y 4.Ag 4/2:P 38/3 
Agriculture, Committee on, Washington, DC 20515 Y 4.Ag 8/1:Ag 8/30 
Appropriations, Committee on, Washington, DC 20515 Y 4.Ap 6/1:D 63/979 
Armed Services, Committee on, Washington, DC 20515 Y 4.Ar 5/2 a:977-78/71 
Banking, Finance and Urban Affairs, Committee on, Washington, DC 20515 Y 4.B 22/1:C 49/13 
Budget, Committee on the, Washington, DC 20515 Y 4.B 85/3:Ec 7/9 
Education and Labor, Committee on, Washington, DC 20515 Y 4.Ed 8/1:Ag 3/5 
Government Operations, Committee on, Washington, DC 20515 Y 4.G 74/7:C 73/16 
Interior and Insular Affairs, Committee on, Washington, DC 20515 Y 4.In 8/14:95-29 
International Relations, Committee on, Washington, DC 20515 Y 4.In 8/16:C 73/2 
Interstate and Foreign Commerce, Committee on, Washington, DC 20515 Y 4.In 8/4:95-104 
Judiciary, Committee on the, Washington, DC 20515 Y 4.J 89/1:95-45 
Merchant Marine and Fisheries, Committee on, Washington, DC 20515 Y 4.M 53:95-27 
Public Works and Transportation, Committee on, Washington, DC 20515 Y 4.P 96/11:95-57 
Science and Technology, Committee on, Washington, DC 20515 Y 4.Sci 2:95/KK 
Small Business, Committee on, Washington, DC 20515 Y 4.Sm 1:H 81/2 
Veterans’ Affairs, Committee on, Washington, DC 20515 Y 4.V 64/3:Am 7 
Ways and Means, Committee on, Washington, DC 20515 Y 4.W 36:WMPC 95-53 
Senate, Washington, DC 20510 
Senate documents 95-2:S.doc.99 
Senate reports 95-2:S.rp.937 
Aging, Special Committee on, Washington, DC 20510 Y 4.Ag 4:R 88/3/pt.8-15 
Agriculture, Nutrition, and Forestry, Committee on, Washington, DC 20510 Y 4.Ag 8/3:C 76 
Appropriations, Committee on, Washington, DC 20510 Y 4.Ap 6/2:D 63/979/pt.1 
Armed Services, Committee on, Washington, DC 20510 Y 4.Ar 5/3:N 72/10 
Banking, Housing, and Urban Affairs, Committee on, Washington, DC 20510 Y 4.B 22/3:An 8/2 
Commerce, Science, and Transportation, Committee on, Washington, DC 20510 Y 4.C 73/7:C 73/2 











CONGRESS—Continued 
Senate —Continued Beginning entry 

Energy and Natural Resources, Committee on, Washington, DC 20510 Y 4.En 2:95-132 
Environment and Public Works, Washington, DC 20510 .. Y 4.P 96/10:95-H 49 
Finance, Committee on, Washington, DC 20510 Y 4.F 49:B 22/3 
Foreign Relations, Committee on, Washington, DC 20510 Y 4.F 76/2:P 22 
Governmental Affairs, Committee on, Washington, DC 20510 Ase ae Y 4.G 74/9:G 28/2 
Human Resources, Committee on, Washington, DC 20510 a - . Y 4.H 88:Ed 8/4/pt.3 
Indian Affairs, Select Committee on, Washington, DC 20510 st . Y 41m 2/11:N 22 
Judic’2ry, Committee on the, Washington, DC 20510 iy Y 4.J 89/2:Ap 6/3/979 
Nutrition and Human Needs, Select Committee on, Washington, DC 20510 Y 4.N 95:D 63/no.8 
Small Business, Select Committee on, Washington, DC 20510 . Y 4.8m 1/2:C 17/pt.2 
Veterans’ Affairs, Committee on, Washington, DC 20510 ates . Y4.V 64/4:V 64/18 

Copyright Office, Washington, DC 20559 Wnt LC 3.4/2:7 a/2 

Consumer Product Safety Commission, Washington, DC 20016 ; Y 3.C 76/3:8 M 87/4 

Defense Department, Washington, DC 20301 

Defense Logistics Agency, Cameron Station, Alexandria, VA 22314 

Defense Mapping Agency, Washington, DC 20305 D 5.317:80/ch.2 

Drugs Bureau, Rockville, MD 20857 HE 20.4208/2:An 8/9 

Economic Analysis Bureau, Washington, DC 20230 C 59.2:Ec 7/pt.1,2 

Economic Development Administration, Washington, DC 20230 C 46.29:W 28 

Education Office, Washington, DC 20202 ‘s HE 19.102:C 18/14 

Employment and Training Administration, Washington, DC 20210 L 37.2:L 11/2 

Energy Department, Washington, DC 20585 E 1.8Em 7 

Energy Information Administration, Washington, DC 20545 E 3.14:I1 6/978 

Energy Research and Development Administration, Washington, DC 20545 ER 1.11:ANL/AA-5v.1 

Engineers Corps ’ D 103/2:C 42/3/v.1-12 

Environmental Protection Agency, Washington, DC 20460 EP 1.2:P 25/6/v.7 

Export Development Bureau, Washington, DC 20230 C 57.102:C 44 

Federal Aviation Administration, Washington, DC 20553 TD 4.2:Ac 2/no.1 

Federal Communications Commission, Washington, DC 20554 CC 1.2:R 11/15 

Federal Energy Regulatory Commission, Washington, DC 20545 E 2.12:0017 

Federal Highway Administration, Washington, DC 20590 TD 2.2:C 12 

Federal Insurance Administration, Washington, DC 20410 HH 10.9:B 54 

Federal Power Commission, Washington, DC 20426 FP 1.2:G 21/13/975 

Federal Railroad Administration, Washington, DC 20590 TD 3.2:M 66 

Federal Reserve System Board of Governors, Washington, DC 20551 FR 1.2:F 96/7/946-75 

Federal Supply Service, Washington, DC 20405 GS 2.8/2:978 

Federal Trade Commission, Washington, DC 20580 FT 1.2:C 86/5 

Fish and Wildlife Service, Washington, DC 20240 I 49.2:M 66/2 

Food and Nutrition Service, Washington, DC 20250 A 98.9:7/3 

Forest Service, Washington, DC 20250 .....2...:0.s.ccccessecsosssossssseceocatsiccsoseserscessevoustdossreqeoceced pbsonescamtoencammeetdatbssks A 13.78:ITF-20 

General Accounting Office, Washington, DC 20548 GA 1.13:CED-78-126 

Geological Survey, Reston, VA 22092 I 19.2:H 62 

Head Start Bureau, Washington, DC 20201 HE 23.1110:Em 6 

Health Care Financing Administration, Washington, DC 20201 HE 22.2:M 46/app. 

Health, Education, and Welfare Department, Washington, DC 20201 HE 1.2:H 19/4/978 

Health Manpower Bureau, Bethesda, MD 20014 HE 20.6602:Ed 8/6/summ. 

Health Planning and Resources Development, Bureau of, Hyattsville, MD 20782 HE 20.6102:M 56 

Health Resources Administration, Hyattsville, MD 20782 HE 20.6002:T 72/970-76 

Health Services Administration, Rockville, MD 20852 HE 20.5008:C 61/v.2 

Health Standards and Quality Bureau, Rockville, MD 20857 HE 22.208:T 34 

Housing and Urban Development Department, Washington, DC 20410 HH 1.2:En 2/10 

Indian Affairs Bureau, Washington, DC 20245 I 20.2:H 19 

Industry and Trade Administration, Washington, DC 20230 C 57.2:0m 1 

Interior Department, Washington, DC 20240 I 1.84:R 29 

Internal Revenue Service, Washington, DC 20224 TF 22.19:P 93 

Interstate Commerce Commission, Washington, DC 20423 IC 1.32:Ea 7 c/draft 

Joint Publications Research Service, Arlington, VA 22201 Y 3.J 66:13/(nos.) 

Justice Department, Washington, DC 20530 J 1.2:G 14/sum. 

Labor Statistics Bureau, Washington, DC 20210 L 2.2:0c 1/20 

Land Management Bureau, Washington, DC 20240 I 53.2:F 89/sum. 



























































XXII 





Beginning entry 
Law Enforcement Assistance Administration, Washington, DC 20531 J 26.2:C 86 


Library of Congress, Washington, DC 20540 LC 1.12/2:Af 8/2/785-975 
Maritime Administration, Washington, DC 20230 C 39.202:Se 1/3 
Medical Devices Bureau, Rockville, MD 20857 HE 20.4309/2:978 
Medicine and Surgery Bureau (Navy), Washington, DC 20350 D 206.10:836 

Mines Bureau, Washington, DC 20241 I 28.23:8078 

Mining Enforcement and Safety Administration, Washington, DC 20240 I 69.12:003 

National Advisory Commission on Criminal Justice Standards and Goals Y 3.C 86:2 C 86/3 
National Aeronautics and Space Administration, Washington, DC 20546 NAS 1.15:1211 
National Bureau of Standards, Washington, DC 20234 C 13.10:480-16 
National Cancer Institute, Bethesda, MD 20014 HE 20.3152:B 74/4 
National Center for Education Statistics, Washington, DC 20202... HE 19.302:Ad 9/975 
National Center for Health Statistics, Rockville, MD 20852 HE 20.6208:D 64 
National Center for Productivity and Quality of Working Life, Washington, DC 20036 Y 3.P 94:2 F 49 
National Commission for Protection of Human Subjects of Biomedical and Behavioral Research, 

Bethesda, MD 20016 Y 3.H 88:2 C 43/app. 
National Commission of the Observance of International Women’s Year, Washington, DC 20011 Y 3.W 84:2 C 86 
National Fire Prevention and Control Administration, Washington, DC 20230 C 58.8:P 94 
National Heart, Lung, and Blood Institute, Bethesda, MD 20014 HE 20.3202:P 96/2/977 
National Highway Transportation Safety Administration, Washington, DC 20590 TD 8.2:B 41/2 
National Institute for Occupational Safety and Health, Rockville, MD 20857 HE 20.7102:C 83 
National Institute of Education, Washington, DC 20208 HE 19.202:C 86 
National Institute of Mental Health, Rockville, MD 20852 HE 20.8102:C 43/15 
National Institute of Neurological and Communicative Disorders and Stroke, Bethesda, MD 20014 HE 20.3502:Ep 4/4 
National Institute on Aging, Bethesda, MD 20014 HE 20.3852:N 21 
National Institute on Drug Abuse, Rockville, MD 20852 HE 20.8202:C 73 
National Institutes of Health, Bethesda, MD 20014 HE 20.3002:B 52/4/978 
National Library of Medicine, Bethesda, MD 20014 HE 20.3602:H 34/979 
National Ocean Survey, Washington, DC 20235 C 55.429:2 
National Oceanic and Atmospheric Administration, Rockville, MD 20852 C 55.2:M 66 
National Park Service, Washington, DC 20240 I 29.9/2:Am 3/975 
National Science Foundation, Washington, DC 20550 NS 1.2:Ed 8/16/v.2 
National Telecommunications and Information Administration, Washington, DC 20230 C 60.10:78-6 
National Weather Service, Washington, DC 20235 C 55.102:R 11/7 
Naval Facilities Engineering Command, Washington, DC 20360 D 209.14:Sh 7/v.2 
Naval Research Office, Arlington, VA 2221 D 210.2:B 52/2 
Navy Department, Washington, DC 20350 D 206.10:836 
Nuclear Regulatory Commission, Washington, DC 20555 Y 3.N 88:10/0190/supp. 1 
Packers and Stockyards Administration, Washington, DC 20250 A 96.2:R 26 
Postal Rate Commission, Washington, DC 20268 Y 3.P 84/4:9/MC 76-1/dom. 
President of the United States, Washington, DC 20500 Pr 38.13:976 
Radiological Health Bureau, Rockville, MD 20857 HE 20.4102:D 54/4/supp. 
Railroad Retirement Board, Chicago, Ill RR 1.2:Si 1/976 
Reclamation Bureau, Washington, DC 20240 I 27.2:C 16/6/974 
Rural Electrification Administration, Washington, DC 20250 A 68.3:65-1/2 
Ship Structure Committee, Washington, DC 20590 Y 3.Sh 6:ssc-260 
Small Business Administration, Washington, DC 20416 SBA 1.19:W 84 
Smithsonian Institution, Washington, DC 20560 SI 1.27:273 
Social Security Administration, Baltimore, MD 21235 HE 3.2:D 63/6/975-2 
Soil Conservation Service, Washington, DC 20250 A 57.38:Ea 8/2 
State Department, Washington, DC 20520 S 1.69:128/14 
State Services Bureau, Atlanta, GA 30333 HE 20.7302:L 46/2 
Systems Research and Development Service, Washington, DC 20553 TD 4.509:77-79/v.2 
Technology Assessment Office, Washington, DC 20510 Y 3.T 22/2:2 In 6 
Tennessee Valley Authority, Knoxville, TN 37902 Y 3.T 25:3-2/Y-70 
Transportation Department, Washington, DC 20590 TD 1.120/2:76-57 
Treasury Department, Washington, DC 20220 T 1.2:D 46 
United States International Trade Commission, Washington, DC 20436 TC 1.2:K 74 
United States Travel Service, Washington, DC 20230 C 47.2:M 58/2 
Urban Mass Transportation Administration, Washington, DC 20590 TD 7.2:C 49 
Women’s Bureau, Washington, DC 20210 L 36.102:Em 7/3 
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AGRICULTURE DEPARTMENT 
Washington, DC 20250 


79-1742 
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Service Commission, Intergovernmental Personnel Programs 
Division, Twin Cities Area Office, Chicago Region, 1975. 

60604 

ii, 9 leaves ; 27 cm. 

Issued May 1975. 

pbk. 

1. Civil service ethics. 2. Civil service reform — Min- 
nesota — Scott County. I. United States. Civil Service Com- 

mission. Chicago Region. Intergovernmental Personnel Pro- 
grams Division. II. Title. 
OCLC 4352815 


DEFENSE DEPARTMENT 
Washington, DC 20301 


79-1856 

D 1.2:R 29 
Department of Defense reorganization study project : Depart- 
mental headquarters study - a report to the Secretary of 
Defense [Washington] : Dept. of Defense, 1978. 
20301 
81 p., 10 leaves : ill. ; 28 cm 
Chairman of the study group : Paul R. Ignatius 
pbk 
1. United States. Dept. of Defense. 


United States. Dept. of Defense. 


I. Ignatius, Paul RH. 


OCLC 4101298 





Defense Mapping Agency — Defense Dept. 


DEFENSE MAPPING AGENCY 
Defense Dept. 
Washington, DC 20305 


79-1857 
D 5.317:80/ch.2 
Defense Mapping Agency. Hydrographic Center. 
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13, southern Africa, station B (Liberia). — Washington 
Dept. of Defense, [Office of the Under Secretary of Defense 
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sales agents of the Defense Mapping Agency, Hydro- 
graphic/Topographic Center, 1978. 
20315 
%, 97.p. > fl. ; 27 em. (Pub[lication] - Defense Mapping 
Agency, Hydrographic/Topographic Center ; 224 (313-C) F) 
DMA S/N OMPUB224313CF. 
@ltcm 378-G 
pbk. 


Page 20 


1. Omega Navigation System — Tables. 2. Navigation — 
Africa, Southern. I. Title. II. Title: Area 13, southern 
Africa, station F (Argentina) III. Series: Defense Mapping 
Agency. Hydrographic/Topographic Center. Publication ; 224 
(313-C) F. 
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D 7.2:Ad 6 


United States. Defense Logistics Agency. Contract Administra- 


tion Services. 
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Secretary of Defense (Manpower, Reserve Affairs and Lo- 
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Battle Creek, Mich. Dept. of Defense, [Office of the 
Assistant Secretary of Defense (Manpower, Reserve Affairs, 
and Logistics)], Defense Logistics Agency, Defense Logistics 
Services Center, 1971- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm.— (Federal item identification guide FIIG ; 
A176) 

Loose-leaf for updating. 

Contents: Change 5, Nov. 3, 1978. 

pbk. 

1. *United States — Armed Forces — Supplies and stores 
— Classification. I. Title. II. Series. 


OCLC 2084569 


Government Publications — January 1979 


79-1877 


D 7.6/4:C 11/2/rep./ch.1/errata 


United States. Defense Logistics Services Center. 


Cable assemblies, electrical and electronic. — Reprint, 
Aug. 5, 1977. — Battle Creek, Mich. : Dept. of Defense, 
[Office of the Assistant Secretary of Defense (Manpower, 
Reserve Affairs, and Logistics)], Defense Logistics Services 
Center, 1971- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm.— (Federal item identification guide FIIG ; 
T387) 

Loose-leaf for updating. 

INTERIM. 

Contents: Errata, corrects Change 1, dated July 7, 1978. 

pbk. 

1. *United States — Armed Forces — Supplies and stores 
I. Title. 


— Classification. II. Series. 


OCLC 2180245 


79-1878 
D 7.6/4:C 17/4/ch.5 
United States. Defense Logistics Services Center. 
Miscellaneous capacitors, resistors, and attenuators / Sept. 
11, 1970. — Battle Creek, Mich. : Dept. of Defense, [Office 
of the Assistant Secretary of Defense (Manpower, Reserve 
Affairs, and Logistics)], Defense Logistics Agency, Defense 
Logistics Services Center, 1970- 
(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 
v. ; 26 cm.— (Federal item identification guide FIIG ; 
T172) 
Loose-leaf for updating. 
INTERIM. 
Contents: Change 5, Aug. 18, 1978 
pbk. 
1. United States — Armed Forces — Supplies and stores — 
I. Title. 


Classification. Il. Series. 


OCLC 3260252 


79-1879 
D 7.6/4:C 17/8/rep./ch.4 
United States. Defense Logistics Services Center. 

Capacitor, variable. — Reprint, July 5, 1974. — Battle 
Creek, Mich. : Dept. of Defense, [Office of the Assistant 
Secretary of Defense (Manpower, Reserve Affairs, and Lo- 
gistics)], Defense Supply Agency, Defense Logistics Services 
Center, 1971- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm. — (Federal item identification guide FIIG ; A 
096) 

Loose-leaf for updating. 

Contents: Change 4, Oct, 27, 1978. 

pbk. 

1. *United States — Armed Forces — Supplies and stores 

I. Title. 


Classification. Il. Series. 


OCLC 2235076 





Defense Logistics Agency — Cameron Station 


79-1880 
D 7.6/4:C 17/973/ch.11 
United States. Defense Logistics Services Center 
Capacitors, fixed / June 22, 1973. — Battle Creek, Mich. : 
Dept. of Defense, [Office of the Assistant Secretary of 
Defense (Manpower, Reserve Affairs, and _ Logistics)], 
Defense Logistics Agency, Defense Logistics Services Center, 
1973- 
(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 
v. ; 26 cm.— (Federal item identification guide FIIG ; 
AOIO0A) 
Loose-leaf for updating. 
Contents: Change 11, Aug. 4, 1978. 
pbk. 
1. United States — Armed Forces — Supplics and stores — 
Classification. I. Title. II. Series. 


OCLC 2124127 


79-1881 
D 7.6/4:C 24/2/rep./ch.4 
United States. Defense Logistics Services Center. 
Cartridge and propellant actuated devices and components. 
— Reprint, Jul. 18, 1975. — Battle Creek, Mich. : Dept. of 
Defense, [Office of the Assistant Secretary of Defense 
(Manpower, Reserve Affairs, and Logistics)], Defense Lo- 
gistics Agency, Defense Logistics Services Center, 1970- 
(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 
v. ; 26 cm.— (Federal item identification guide FIIG ; 
T190) 
Loose-leaf for updating. 
INTERIM. 
Contents: Change 4, Aug. 18, 1978. 
pbk. 
1. *United States — Armed Forces — Supplies and stores 
— Classification. I. Title. II. Series. 


OCLC 2124181 


79-1882 
D 7.6/4:C 42/4/rep.978/ch.1 
United States. Defense Logistics Services Center. 
Chemicals. — Reprint, Jan. 6, 1978. — Battle Creek, Mich. 
: Dept. of Defense, [Office of the Assistant Secretary of 
Defense (Manpower, Reserve Affairs, and _ Logistics)], 
Defense Logistics Agency, Defense Logistics Services Center, 
1971- 
(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 
v. ; 26 cm.— (Federal item identification guide FIIG ; 
A108) 
Loose-leaf for updating. 
Contents: Change 1, Sept. 1, 1978. 
pbk. 
i. *United States — Armed Forces — Supplies and stores 
Classification. 1. Title. TI. Series. 


OCLC 3520390 


Page 24 


79-1883 


D 7.6/4:C 42/5/rep.977/ch.1 


United States. Defense Logistics Services Center. 


Chemical products. — Reprint, May 27, 1977. — Battle 
Creek, Mich. : Dept. of Defense, [Office of the Assistant 
Secretary of Defense (Manpower, Reserve Affairs, and Lo- 
gistics)], Defense Logistics Agency, Defense Logistics Ser- 
vices Center, 1971- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm.— (Federal item identification guide FIIG ; 
T093) 

Loose-leaf for updating. 

INTERIM. 

Contents: Change 1, Oct. 27, 1978. 

@ltem 314-A 

pbk. 

1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. II. Series. 


OCLC 2536631 


79-1884 


D 7.6/4:C 49/rep.978 


United States. Defense Logistics Services Center. 


Circuit breaker. — Reprint, Oct. 13, 1978. — Battle Creek, 
Mich. : Dept. of Defense, [Office of the Assistant Secretary 
of Defense (Manpower, Reserve Affairs, and Logistics)], 
Defense Logistics Agency, Defense Logistics Services Center, 
1971- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. : ill. ; 26 cm. — (Federal item identification guide FIIG 
; A030) 

Loose-leaf for updating. 

Oct. 13, 1978. 

This reprint replaces FIIG A030, dated June 18, 1971, in- 
corporates Changes 1-5, and includes current changes. 

pbk. 

1. *United States — Armed Forces — Supplies and stores 
— Classification. I. Title. II. Series. 


OCLC 2235010 


79-1885 


D 7.6/4:C 62/rep./ch.6 


United States. Defense Logistics Services Center. 


Cloth. — Reprint, June 25, 1976. — Battle Creek, Mich. : 
Dept. of Defense, [Office of the Assistant Secretary of 
Defense (Manpower, Reserve Affairs, and  Logistics)], 
Defense Logistics Agency, Defense Logistics Services Center, 
1970- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm.— (Federal item identification guide FIIG ; 
A216) 

Loose-leaf for updating. 

Contents: Change 6, Oct. 27, 1978. 

pbk. 

1. United States — Armed Forces — Supplics and stores — 
Classification. I. Title. II. Series. 


OCLC 2182786 





79-1886 
D 7.6/4:C 63/rep./ch.3 
United States. Defense Logistics Services Center. 

Coats and coat-like garments. — Reprint, Dec. 10, 1976. 
Battle Creek, Mich. Dept. of Defense, [Office of the 
Assistant Secretary of Defense (Manpower, Reserve Affairs, 
and Logistics)], Defense Logistics Agency, Defense Logistics 
Services Center, 1969- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm.— (Federal item identification guide FIIG 
A215) 

Loose-leaf for updating. 

Contents: Change 3, July 7, 1978. 

pbk. 

1. *United States — Armed Forces — Supplies and stores 
— Classification. I. Title. II. Series. 


OCLC 3212205 


79-1887 
D 7.6/4:C 66/rep./ch.3 
United States. Defense Logistics Services Center. 

Coils and transformers. — Reprint, July 18, 1975. — Battle 
Creek, Mich. : Dept. of Defense, [Office of the Assistant 
Secretary of Defense (Manpower, Reserve Affairs, and Lo- 
gistics)], Defense Logistics Agency, Defense Logistics Ser- 
vices Center, 1971- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

¥. ; 26 cm. - 
T143) 

Loose-leaf for updating. 

INTERIM. 

Contents: Change 3, Aug. 4, 1978. 

pbk. 

1. *United States — Armed Forces 

I. Title. 


(Federal item identification guide FIIG 


Supplies and stores 
— Classification. II. Series. 
OCLC 2183672 


79-1888 
D 7.6/4:C 73/3/rep.975/ch.3 
United States. Defense Logistics Services Center. 
Miscecllancous communication equipment. — Reprint, Oct 
10, 1975. — Battle Creek, Mich. : Dept. of Defense, [Office 
of the Assistant Secretary of Defense (Manpower, Reserve 
Affairs, and Logistics)], Defense Logistics Agency, Defense 
Logistics Services Center, 1970- 
(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 
¥. 3 20 oem. 
1213) 
Loose-leaf for updating 
INTERIM. 
Contents: Change 3, Nov. 3, 1978. 
pbk. 
1. *United States — Armed Forces 
I. Title 


(Federal item identification guide FIG 


Supplies and stores 


Classification. Il. Series 


OCLC 2125914 


Government Publications — January 1979 


79-1889 


D 7.6/4:C 73/5/rep./977 


United States. Defense Logistics Services Center 


Compounds and greases - cutting, lubricating, and hydrau- 
lic Reprint, Apr. 1, 1977 Battle Creek, Mich. : Dept 
of Defense, [Office of the Assistant Secretary of Defense 
(Manpower, Reserve Affairs, and Logistics)], Defense Lo- 
gistics Agency, Defense Logistics Services Center, 1971- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm 
1096) 


(Federal item identification guide FIIG 


Loose-leaf for updating 

INTERIM 

Apr. 1, 1977 

This reprint replaces REPRINT INTERIM FIIG T096, 
dated Apr. 30, 1976, and includes current changes 

pbk. 

1. United States 
Classification. I. Title 


Armed Forces — Supplics and stores 


Il. Series 
OCLC 2056669 


79-1890 
D 7.6/4:C 75/4/rep.977 /ch.1 
United States. Defense Logistics Services Center 
Conduit components. — Reprint, Jan. 7, 1977 Battle 
Creek, Mich Dept. of Defense, [Office of the Assistant 
Secretary of Defense (Mapower, Reserve Affairs, and Lo- 
gistics)], Defense Logistics Agency, Defense Supply Services 
Center, 1971- 
(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 
v. ; 26 cm 
T390) 


(Federal item identification guide FIIG 


Loose-leaf for updating. 

INTERIM 

Contents: Change 1, July 21, 1978 
pbk 

1. *United States 


Armed Forces — Supplies and stores 


Classification. I. Title. Il. Series 


OCLC 3269695 


79-1891 
D 7.6/4:C 76/3/978/ch.2 
United States. Defense Logistics Services Center 
Battle Creek, Mich 
Dept. of Defense, [Office of the Assistant Secretary of 


Connector, electrical / Jan. 6, 1978 


Defense (Manpower, Reserve Affairs, and  Logistics)]., 
Defense Logistics Agency, Defense Logistics Services Center, 
1978- 

(Price upon application) Federal Center, ATTN: DLSC 
AP, 49016 

v. : 26 cm 
A039A) 

Loose-leaf for updating 

Contents: Change 2, Aug. 4, 1978 

pbk 

1. *United States — Armed Forces 

Classification. |. Tithe. UL. Series 


(Federal item identification guide FIIG 


Supplies and stores 


OCLC 3801593 
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Defense Logistics Agency — Cameron Station 


79-1892 
D 7.6/4:C 76/6/rep./ch.5 
United States. Defense Logistics Services Center. 

Consoles, switchboards, and panels. — Reprint, Apr. 18, 
1975. — Battle Creek, Mich. : Dept. of Defense, [Office of 
the Assistant Secretary of Defense (Manpower, Reserve Af- 
fairs, and Logistics)], Defense Logistics Agency, Defense Lo- 
gistics Services Center, 1970- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm.— (Federal item identification guide FIIG ; 
T122) 

Loose-leaf for updating. 

INTERIM. 

Contents: Change 5, Aug. 4, 1978. 

pbk. 

1. *United States — Armed Forces — Supplies and stores 
— Classification. I. Title. II. Series. 


OCLC 2056717 


79-1893 
D 7.6/4:C 76/8/rep./ch.1 
United States. Defense Logistics Services Center. 

Connectors and couplers, electronic and electrical. — 
Reprint, May 13, 1977.— Battle Creek, Mich. : Dept. of 
Defense, [Office of the Assistant Secretary of Defense 
(Manpower, Reserve Affairs, and Logistics)], Defense Lo- 
gistics Agency, Defense Logistics Services Center, 1971- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm.— (Federal item identification guide FIIG ; 
T389) 

Loose-leaf for updating. 

INTERIM. 

Contents: Change 1, July 21, 1978. 

pbk. 

1. *United States — Armed Forces — Supplies and stores 
— Classification. I. Title. II. Series. 


OCLC 2125248 


79-1894 
D 7.6/4:C 76/11/ch.8 
United States. Defense Logistics Services Center. 

Converters, electrical, nonrotating / Apr. 9, 1971. — Battle 
Creck, Mich. : Dept. of Defense, [Office of the Assistant 
Secretary of Defense (Manpower, Reserve Affairs, and Lo- 
gistics)], Defense Logistics Agency, Defense Logistics Ser- 
vices Center, 1971- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm.— (Federal item identification guide FIIG ; 
T320) 

Loose-leaf for updating. 

INTERIM. 

Contents: Change 8, July 7, 1978. 

pbk. 

1. *United States — Armed Forces — Supplies and stores 

Classification. 1. Title. IL. Series. 


OCLC 3253076 
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79-1895 


D 7.6/4:C 83/2/rep./ch.3 


United States. Defense Logistics Services Center. 


Couplings. — Reprint, Aug. 9, 1974. — Battle Creek, Mich. 
: Dept. of Defense, [Office of the Assistant Secretary of 
Defense (Manpower, Reserve Affairs, and Lo- 
gistics)],Defense Supply Agency, Defense Logistics Services 
Center, 1970- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm.— (Federal item identification guide FIIG ; 
A254) 

Loose-leaf for updating. 

Contents: Change 3, July 21, 1978. 

pbk. 

1. *United States — Armed Forces — Supplies and stores 
— Classification. I. Title. II. Series. 


OCLC 2125176 


79-1896 


D 7.6/4:C 98/rep.977/ch.1 


United States. Defense Logistics Services Center. 


Cutting tools for machine tools. — Reprint, Aug. 18, 1977. 
— Battle Creek, Mich. : Dept. of Defense, [Office of the 
Assistant Secretary of Defense (Manpower, Reserve Affairs, 
and Logistics)], Defense Logistics Agency, Defense Logistics 
Services Center, 1971- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm.— (Federal item identification guide FIIG ; 
TI71) 

Loose-leaf for updating. 

INTERIM. 

Contents: Change 1, Aug. 18, 1978. 

pbk. 

1. *United States — Armed Forces — Supplies and stores 
— Classification. I. Title. II. Series. 


OCLC 2124978 


79-1897 


D 7.6/4:D 26/v.1/978/ch.3 


United States. Defense Logistics Services Center. 


Defense integrated data system (DIDS) procedures manual 
: general and administrative information. — 1978 ed. — Battle 
Creek, Mich. : Dept. of Defense, [Office of the Assistant 
Secretary of Defense (Manpower, Reserve Affairs, and Lo- 
gistics)], Defense Logistics Agency, Defense Logistics Ser- 
vices Center ; Washington : for sale by the Supt. of Docs., 
U.S. Govt. Print. Off., 1978- 

20402 

v.; 27 cm. — (DoD ; 4100.39-M) 

Volumes | of DIDS procedures manual. 

Change 3, Sept. 1, 1978. 

This quarterly change, in its entirety, supersedes DIDS Ad- 
vance Change Notices 78-10 and 78-11. 

@ltem 314-A 

S/N 008-007-03014-1 

pbk. : $2.40 

1. United States. Dept. of Defense — Procurement — 
Handbooks, manuals, etc. 2. United States — Armed Forces 
— Procurement — Handbooks, manuals, etc. I. Title. Il. 
Title: General and administrative information. 


OCLC 3569247 





79-1898 
D 7.6/4:D 26/v.2/978/ch.3 
United States. Defense Logistics Services Center. 

Defense integrated data system (DIDS) procedures manual 

multiple application procedures. — 1978 ed. — Battle 
Creek, Mich. : Dept. of Defense, [Office of the Assistant 
Secretary of Defense (Manpower, Reserve Affairs, and Lo- 
gistics)], Defense Logistics Agency, Defense Logistics Ser- 
vices Center ; Washington : for sale by the Supt. of Docs., 
U.S. Govt. Print. Off., 1978- 

20402 

v.; 27 cm. — (DoD ; 4100.39-M) 

Volumes 2 of DIDS procedures manual. 

Change 3, Sept. 1, 1978. 

@ltcm 314-A 

S/N 008-007-03004-3 

pbk. : $1.20 

1. United States. Dept. of Defense — Procurement — 
Handbooks, manuals, etc. 2. United States — Armed Forces 
— Procurement — Handbooks, manuals, etc. I. Title. IU. 
Title: Multiple application procedures. 


OCLC 3569247 


79-1899 
D 7.6/4:D 26/v.3/978/ch.3 
United States. Defense Logistics Services Center. 

Defense integrated data system (DIDS) procedures manual 
: development and maintenance of item logistics data tools. 
— 1978 ed.— Battle Creek, Mich. : Dept. of Defense, 
[Office of the Assistant Secretary of Defense (Manpower, 
Reserve Affairs, and Logistics)], Defense Logistics Agency, 
Defense Logistics Services Center ; Washington : for sale by 
the Supt. of Docs., U.S. Govt. Print. Off., 1978- 

20402 

v.; 27cm. — (DoD ; 4100.39-M) 

Volumes 3 of DIDS procedures manual. 

Change 3, Scpt. 1, 1978. 

This quarterly change, in its entirety, supersedes DIDS Ad- 
vance Change Notices 78-10 and 78-11. 

@ltcm 314-A 

S/N 008-007-03015-9 

pbk. : $0.80 

1. United States. Dept. of Defense — Procurement 
Handbooks, manuals, etc. 2. United States — Armed Forces 
— Procurement — Handbooks, manuals, etc. I. Title. II 
Title: Development and maintenance of item logistics data 
tools. 


OCLC 3569247 


79-1900 
D 7.6/4:D 26/v.4/978 
United States. Defense Logistics Services Center. 
Defense integrated data system (DIDS) procedures manual 
item identification. — 1978 ed.— Battle Creek, Mich. 


Dept. of Defense, [Office of the Assistant Seceretary of 


Defense (Manpower, Reserve Affairs, and  Logistics)], 
Defense Logistics Agency, Defense Logistics Services Center 
; Washington : for sale by the Supt. of Does., U.S. Govt 
Print. Off., 1978- 

20402 

v.:27 cm. — (DoD ; 4100.39-M) 

Volumes 4 of DIDS procedures manual. 

April 1, 1978. 

Former name of agency appears on the cover. 

@item 314-A 

S/N 008-007-02863-4 

pbk. : $3.50 


Government Publications — January 1979 


1. United States. Dept. of Defense — Procurement — 
Handbooks, manuals, etc. 2. United States — Armed Forces 
— Procurement —- Handbooks, manuals, etc. [. Title. IL 
Title: Item identification. 


OCLC 4352873 


79-1901 
D 7.6/4:D 26/v.4/978/ch.3 
United States. Defense Logistics Services Center. 

Defense integrated data system (DIDS) procedures manual 
item identification. — 1978 ed. — Battle Creck, Mich. 
Dept. of Defense, [Office of the Assistant Secretary of 
Defense (Manpower, Reserve Affairs, and  Logistics)], 
Defense Logistics Agency, Defense Logistics Services Center 
; Washington : for sale by the Supt. of Docs., U.S. Govt. 

Print. Off., 1978- 

20402 

v.; 27 cm. — (DoD ; 4100.39-M) 

Volumes 4 of DIDS procedures manual. 

Change 3, Sept. 1, 1978. 

This quarterly change, in its entircty, supersedes DIDS Ad- 
vance Change Notices 78-10 and 78-11. 

@liem 314-A 

S/N 008-007-03008-6 

pbk. : $1.30 

1. United States. Dept. of Defense — Procurement — 
Handbooks, manuals, etc. 2. United States — Armed Forces 
— Procurement — Handbooks, manuals, etc. |. Title. IL. 
Title: Item identification. 


OCLC 3569247 


79-1902 
D 7.6/4:D 26/v.5/978/ch.3 
United States. Defense Logistics Services Center. 

Defense integrated data system (DIDS) procedures manual 

data bank interrogations / search. — 1978 ed. — Battle 
Creck, Mich. : Dept. of Defense, [Office of the Assistant 
Secretary of Defense (Manpower, Reserve Affairs, and Lo- 
gistics)], Defense Logistics Agency, Defense Logistics Ser- 
vices Center ; Washington : for sale by the Supt. of Docs., 
U.S. Govt. Print. Off., 1978- 

20402 

v.; 27 cm. (DoD ; 4100.39-M) 

Volumes 5 of DIDS procedures manual 

Change 3, Sept. 1, 1978. 

This quarterly change, in its entircty, supersedes DIDS Ad- 
ance Change Notices 78-10 and 78-11 

@ltcm 314-A 

S/N 008-007-03005- 1 

pbk. : $1.30 

1. United States. Dept. of Defense — Procurement 
Handbooks, manuals, ete. 2. United States — Armed Forces 

Procurement — Handbooks, manuals, ete. |. Title. Il 
Title: Data bank interrogations/search 


OCLC 3569247 





Defense Logistics Agency — Cameron Station 


79-1903 
D 7.6/4:D 26/v.6/978/ch.3 
United States. Defense Logistics Services Center. 

Defense integrated data system (DIDS) procedures manual 
: supply management. — 1978 ed. — Battle Creek, Mich. 
Dept. of Defense, [Office of the Assistant Secretary of 
Defense (Manpower, Reserve Affairs, and Logistics) ], 
Defense Logistics Agency, Defense Logistics Services Center 
; Washington : for sale by the Supt. of Docs., U.S. Govt. 
Print. Off., 1978- 

20402 

v.; 27 cm. — (DoD ; 4100.39-M) 

Volumes 6 of DIDS procedures manual. 

Change 3, Sept. 1, 1978. 

This quarterly change, in its entirety, supersedes DIDS Ad- 
vance Change Notices 78-10 and 78-11. 

@ltcm 314-A 

S/N 008-007-03010-8 

pbk. : $2.40 

1. United States. Dept. of Defense — Procurement — 
Handbooks, manuals, etc. 2. United States — Armed Forces 
— Procurement — Handbooks, manuals, etc. I. Title. II. 
Title: Supply management. 


OCLC 3569247 


79-1904 
D 7.6/4:D 26/v.8/978/ch.3 
United States. Defense Logistics Services Center. 

Defense integrated data system (DIDS) procedures manual 
: document identifier code (DIC) input/output (1/0) formats 
(fixed length). — 1978 ed. — Battle Creek, Mich. : Dept. of 
Defense, [Office of the Assistant Secretary of Defense 
(Manpower, Reserve Affairs, and Logistics)], Defense Lo- 
gistics Agency, Defense Logistics Services Center ; Washing- 
ton : for sale by the Supt. of Docs., U.S. Govt. Print. Off., 
1978- 

20402 

v.; 27 cm. — (DoD ; 4100.39-M) 

Volume 8 of DIDS procedures manual. 

Change 3, Sept. 1, 1978. 

This quarterly change, in its entirety, supersedes DIDS Ad- 
vance Change Notices 78-10 and 78-11. 

@ltcm 314-A 

S/N 008-007-0301 1-6 

pbk. : $3.75 

1. United States. Dept. of Defense — Procurement — 
Handbooks, manuals, etc. 2. United States — Armed Forces 

Procurement — Handbooks, manuals, etc. I. Title. IL. 
litle: Document identifier code (DIC) input/output (1/O) 
formats (fixed length) 


OCLC 3569247 


79-1905 
D 7.6/4:D 26/v.9/978/ch.3 
United States. Defense Logistics Services Center. 
Defense integrated data system (DIDS) procedures manual 
: document identifier code (DIC) input/output (1/0) formats 
(variable length) 1978 ed. — Battle Creek, Mich. : Dept. 
of Defense, [Office of the Assistant Secretary of Defense 
(Manpower, Reserve Affairs, and Logistics)], Defense Lo- 
gistics Agency, Defense Logistics Services Center ; Washing- 
ton : for sale by the Supt. of Docs., U.S. Govt. Print. Off., 
1978- 
20402 
v. 3 27 em. (DoD ; 4100.39-M) 
Volumes 9 of DIDS procedures manual. 
Change 3, Sept. 1, 1978. 


Pape 28 


This quarterly change, in its entirety, supersedes DIDS Ad- 
vance Change Notices 78-10 and 78-11. 

@litem 314-A 

S/N 008-007-03017-5 

pbk. : $2.75 

1. United States. Dept. of Defense — Procurement — 
Handbooks, manuals, etc. 2. United States — Armed Forces 
— Procurement — Handbooks, manuals, etc. I. Title. II. 
Title: Document identifier code (DIC) input/output (1/O) 
formats (variable length) 


OCLC 3569247 


79-1906 
D 7.6/4:D 26/v.11/978/ch.1 
United States. Defense Logistics Services Center. 

Defense integrated data system (DIDS) procedures manual 

edit/validation criteria.— Sept. 11, 1978 ed.— Battle 
Creek, Mich. : Dept. of Defense, [Office of the Assistant 
Secretary of Defense (Manpower, Reserve Affairs, and Lo- 
gistics)], Defense Logistics Agency, Defense Logistics Ser- 
vices Center ; Washington : for sale by the Supt. of Docs., 
U.S. Govt. Print. Off., 1978- 

20402 

v.; 27 cm. — (DoD ; 4100.39-M) 

Volume 11 of DIDS procedures manual. 

Change 1, Sept. 1, 1978. 

This quarterly change, in its entirety, supersedes DIDS Ad- 
vance Change Notices 78-10 and 78-11. 

@ltem 314-A 

S/N 008-007-02919-3 

pbk. : $1.40 

1. United States. Dept. of Defense — Procurement — 
Handbooks, manuals, etc. 2. United States — Armed Forces 
— Procurement — Handbooks, manuals, etc. I. Title. II. 
Title: Edit/validation criteria. 


OCLC 4298136 


79-1907 
D 7.6/4:D 26/v.12/978/ch.3 
United States. Defense Logistics Services Center. 

Defense integrated data system (DIDS) procedures manual 
: development and maintenance of item logistics data tools. 
— 1978 ed.— Battle Creek, Mich. : Dept. of Defense, 
[Office of the Assistant Secretary of Defense (Manpower, 
Reserve Affairs, and Logistics)], Defense Logistics Agency, 
Defense Logistics Services Center ; Washington : for sale by 
the Supt. of Docs., U.S. Govt. Print. Off., 1978- 

20402 

Iv. ; 27 cm. — (DoD ; 4100.39-M) 

Volume 12 of DIDS procedures manual. 

Change 3, Sept. 1, 1978. 

This quarterly change, in its entirety, supersedes DIDS Ad- 
vance Change Notices 78-10 and 78-11. 

@ltem 314-A 

S/N 008-007-03006-0 

pbk. : $2.20 

1. United States. Dept. of Defense — Procurement 
Handbooks, manuals, ete. 2. United States — Armed Forces 
— Procurement — Handbooks, manuals, etc. I. Title. II. 
Title: Development and maintenance of item logistics data 
tools. 


OCLC 3569247 





79-1908 
D 7.6/4:D 26/v.14/978 
United States. Defense Logistics Services Center. 

Defense integrated data system (DIDS) procedures manual 
: reports and statistics. — 1978 ed. — Battle Creek, Mich. : 
Dept. of Defense, [Office of the Assistant Secretary of 
Defense (Manpower, Reserve Affairs, and Logistics)], 
Defense Logistics Agency, Defense Logistics Services Center 
; Washington : for sale by the Supt. of Docs., U.S. Govt. 
Print. Off., 1978- 

20402 

v.; 27 cm. — (DoD ; 4100.39-M) 

Volume 14 of DIDS procedures manual. 

April 1, 1978. 

Former name of agency appears on cover. 

@ltem 314-A 

S/N 008-007-02873-1 

pbk. : $4.00 

1. United States. Dept. of Defense — Procurement — 
Handbooks, manuals, etc. 2. United States — Armed Forces 
— Procurement — Handbooks, manuals, etc. I. Title. I. 
Title: Reports and statistics. 


OCLC 4370103 


79-1909 
D 7.6/4:D 26/v.14/978/ch.3 
United States. Defense Logistics Services Center. 

Defense integrated data system (DIDS) procedures manual 
: reports and statistics. — 1978 ed. — Battle Creek, Mich. : 
Dept. of Defense, [Office of the Assistant Secretary of 
Defense (Manpower, Reserve Affairs, and _ Logistics)]}, 
Defense Logistics Agency, Defense Logistics Services Center 
; Washington : for sale by the Supt. of Docs., U.S. Govt. 
Print. Off., 1978- 

20402 

I v.; 27 cm. — (DoD ; 4100.39-M) 

Change 3, Sept. 1, 1978. 

Volume 14 of DIDS procedures manual. 

This quarterly change, in its entirety, supersedes DIDS Ad- 
vance Change Notices 78-10 and 78-11. 

@ltcm 314-A 

S/N 008-007-03012-4 

pbk. : $0.60 

1. United States. Dept. of Defense — Procurement — 
Handbooks, manuals, etc. 2. United States — Armed Forces 
— procurement — Handbooks, manuals, etc. I. Title. Il 
Title: Reports and statistics. 


OCLC 3569247 


79-1910 
D 7.6/4:D 26/v.15/978/ch.2 
United States. Defense Logistics Services Center. 
Defense integrated data system (DIDS) procedures manual 
: publications. — 1978 ed. — Battle Creek, Mich. : Dept. of 
Defense, [Office of the Assistant Secretary of Defense 
(Manpower, Reserve Affairs, and Logistics)], Defense Lo- 
gistics Agency, Defense Logistics Services Center ; Washing- 
ton : for sale by the Supt. of Docs., U.S. Govt. Print. Off., 
1978- 
20402 
v.;27 cm. — (DoD ; 4100.39-M) 
Volumes 15 of DIDS procedures manual. 
Change 2, Sept. 1, 1978. 
This quarterly change, in its entirety, supersedes DIDS Ad- 
vance Change Notices 78-10 and 78-11. 
@ltcm 314-A 


Government Publications — January 1979 


S/N 008-007-03016-7 

pbk. : $0.50 

1. United States. Dept. of Defense — Procurement 
Handbooks, manuals, ete. 2. United States — Armed Forces 
— Procurement — Handbooks, manuals, etc. I. Title. Il 
Title: Publications. 


OCLC 3569247 


79-1911 
D 7.6/4:D 35/rep./ch.5 
United States. Defense Logistics Services Center. 

Decades, electrical. — Reprint, July 5, 1974. — Battle 
Creck, Mich. : Dept. of Defense, [Office of the Assistant 
Secretary of Defense (Manpower, Reserve Affairs, and Lo- 
gistics)], Defense Logistics Agency, Defense Logistics Ser- 
vices Center, 1971- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm. — (Federal item identification guide FIIG ; A 
315) 

Loose-leaf for updating. 

Contents: Change 5, July 21, 1978 

pbk. 

1. *United States — Armed Forces — Supplies and stores 
— Classification. I. Title. II. Series. 


OCLC 2142267 


79-1912 
D 7.6/4:D 37/rep./ch.3 
United States. Defense Logistics Services Center. 

Delay lines. — Reprint, Sept. 27, 1974. — Battle Creck, 
Mich. : Dept. of Defense, [Office of the Assistant Secretary 
of Defense (Manpower, Reserve Affairs, and Logistics)], 
Defense Logistics Agency, Defense Logistics Services Center, 
1969- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm. — (Federal item identification guide FIIG ; A 
321) 

Loose-leaf for updating. 

Contents: Change 3, July 21, 1978. 

pbk 

1. *United States — Armed Forces — Supplics and stores 

Classification. I. Title. II. Serics 


OCLC 2065475 


79-1913 
D 7.6/4:D 63/rep. 
United States. Defense Logistics Services Center 
Distributors, and magnetos, ignition Reprint, Oct. 13, 
1978. — Battle Creek, Mich. : Dept. of Defense, [Office of 
the Assistant Secretary of Defense (Manpower, Reserve Af- 


fairs, and Logistics)], Defense Logistics Agency, Defense Lo- 
gistics Services Center, 1971- — 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 


v. ; 26 cm (Federal item identification guide FIG ; A 
122) 

Loose-leaf for updating 

Oct. 13, 1978 

pbk 

1. *United States — Armed Forces — Supplies and stores 

Classification. IL. Title. Hl. Series 


OCLC 3211585 
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79-1914 
D 7.6/4:D 83/978/ch.1 
United States. Defense Logistics Services Center. 
Drill bits, counterbores, and countersinks / July 21, 1978. 
— Battle Creek, Mich. : Dept. of Defense, [Office of the 
Assistant Secretary of Defense (Manpower, Reserve Affairs, 
and Logistics)], Defense Logistics Agency, Defense Logistics 
Services Center, 1978- 
(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 
v. : ill. ; 26 cm. — (Federal item identification guide FIIG 
; A 188 A) 
Loose-leaf for updating. 
Contents: Change 2, Oct. 1978. 
pbk. 
1. *United States — Armed Forces — Supplies and stores 
— Classification. I. Title. II. Series. 


OCLC 4199643 


79-1915 
D 7.6/4:El 2/3/rep.977/ch.1 
United States. Defense Logistics Services Center. 
Electrical/electronic groups, sets, and assemblies. — 
Reprint, June 24, 1977. — Battle Creek, Mich. : Dept. of 
Defense, [Office of the Assistant Secretary of Defense 
(Manpower, Reserve Affairs, and Logistics)], Defense Lo- 
gistics Agency, Defense Logistics Services Center, 1969- 
(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 
v. ; 26 cm. — (Federal item identification guide FIIG ; T 
136) 
Loose-leaf for updating. 
INTERIM. 
Contents: Change 1, Aug. 4, 1978. 
pbk. 
1. *United States — Armed Forces — Supplies and stores 
— Classification. I. Title. II. Series. 


OCLC 2066965 


79-1916 
D 7.6/4:El 2/3/rep.977/ch.1/errata 
United States. Defense Logistics Services Center. 
Electrical/electronic groups, sets, and assemblies. — 
Reprint, June 24, 1977. — Battle Creek, Mich. : Dept. of 
Defense, [Office of the Assistant Secretary of Defense 
(Manpower, Reserve Affairs, and Logistics)], Defense Lo- 
gistics Agency, Defense Logistics Services Center, 1969- 
(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 
v. ; 26 cm. — (Federal item identification guide FIIG ; T 
136) 
Loose-leaf for updating. 
INTERIM. 
Contents: Errata, corrects Change |, dated Aug. 4, 1978. 
pbk. 
1. *United States — Armed Forces — Supplies and stores 
Classification. 1. Title. II. Series. 


OCLC 2066965 
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79-1917 
D 7.6/4:El 2/5/rep.977 /ch.1 
United States. Defense Logistics Services Center. 

Electrical connector parts. — Reprint, Sept. 30, 1977. — 
Battle Creek, Mich. : Dept. of Defense, [Office of the 
Assistant Secretary of Defense (Manpower, Reserve Affairs, 
and Logistics)], Defense Logistics Agency, Defense Logistics 
Services Center, 1970- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm. — (Federal item identification guide FIIG ; A 
101) 

Loose-leaf for updating. 

Contents: Change 1, Oct. 27, 1978. 

pbk. 

1. *United States — Armed Forces — Supplies and stores 
— Classification. I. Title. II. Series. 


OCLC 2067043 


79-1918 
D 7.6/4:El 2/7/ch.7 
United States. Defense Logistics Services Center. 

Electrical cable, cord, wire, and assemblies / Sept. 25, 
1970. — Battle Creek, Mich. : Dept. of Defense, [Office of 
the Assistant Secretary of Defense (Manpower, Reserve Af- 
fairs, and Logistics)], Defense Logistics Agency, Defense Lo- 
gistics Services Center, 1970- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm. — (Federal item identification guide FIIG ; A 
077) 

Loose-leaf for updating. 

Contents: Change 7, July 7, 1978. 

pbk. 


1. *United States — Armed Forces — Supplies and stores 
— Classification. I. Title. II. Series. 


OCLC 3085195 


79-1919 
D 7.6/4:El 2/7/ch.8 
United States. Defense Logistics Services Center. 

Electrical cable, cord, wire, and assemblies / Sept. 25, 
1970. — Battle Creek, Mich. : Dept. of Defense, [Office of 
the Assistant Secretary of Defense (Manpower, Reserve Af- 
fairs, and Logistics)], Defense Logistics Agency, Defense Lo- 
gistics Services Center, 1970- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm. — (Federal item identification guide FIIG ; A 
077) 

Loose-leaf for updating. 

Contents: Change 8, Sept. 1, 1978. 

pbk. 

1. *United States — Armed Forces — Supplies and stores 
— Classification. I. Title. Il. Series. 


OCLC 3085195 





Government Publications — January 1979 


79-1920 79-1923 
D 7.6/4:El 2/9/rep./ch.2 


United States. Defense Logistics Services Center. 


D 7.6/4:El 2/13/ch.7 
United States. Defense Logistics Services Center 


Miscellaneous electrical and electronic components. — 
Reprint, June 11, 1976. — Battle Creek, Mich. : Dept. of 
Defense, [Office of the Assistant Secretary of Defense 
(Manpower, Reserve Affairs, and Logistics)], Defense Lo- 
gistics Agency, Defense Logistics Services Center, 1971- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm. — (Federal item identification guide FIIG ; T 
174) 

Loose-leaf for updating. 

INTERIM. 

Contents: Change 2, Aug. 18, 1978. 

pbk. 

1. *United States — Armed Forces — Supplies and stores 
— Classification. I. Title. Il. Series. 


OCLC 2180178 


79-1921 
D 7.6/4:El 2/9/rep./ch.3 
United States. Defense Logistics Services Center. 

Miscellaneous electrical and electronic components. — 
Reprint, June 11, 1976. — Battle Creek, Mich. : Dept. of 
Defense, [Office of the Assistant Secretary of Defense 
(Manpower, Reserve Affairs, and Logistics)], Defense Lo- 
gistics Agency, Defense Logistics Services Center, 1971- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm. — (Federal item identification guide FIIG ; 1 
174) 

Loose-leaf for updating. 

INTERIM. 

Contents: Change 3, Oct. 27, 1978. 

pbk. 

1. *United States — Armed Forces — Supplies and stores 
— Classification. I. Title. II. Series. 


OCLC 2180178 


79-1922 
D 7.6/4:El 2/12/rep.976/ch.2 
United States. Defense Logistics Services Center 
Electric and electronic propertics measuring and testing in- 

struments. — Reprint, Nov. 26, 1976. — Battle Creek, Mich. : 

Dept. of Defense, [Office of the Assistant Secretary of 
Affairs, and 
Defense Logistics Agency, Defense Logistics Services Center, 
1971- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm. 
263) 


Defense (Manpower, Reserve Logistics) }, 


(Federal item identification guide FIG ; ° 


Loose-leaf for updating 
INTERIM. 

Contents: Change 2, June 23, 1978 
pbk. 

1. *United States — 
Classification. 1. Title. 


Armed Forces — Supplies and stores 


Il. Series 


OCLC 2599635 


Electric and electronic bases, holders, and supports / Junc 
4, 1971. — Battle Creek, Mich. : Dept. of Defense, [Office of 
the Assistant Secretary of Defense (Manpower, Reserve Af- 
fairs, and Logistics)], Defense Logistics Agency, Defense Lo- 
gistics Services Center, 1971- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm. — (Federal item identification guide FIIG ; T 
081) 

Loose-leaf for updating. 

INTERIM. 

Contents: Change 7, July 7, 1978. 

pbk. 

1. *United States — Armed Forces 
I. Title. 


Supplies and stores 
— Classification. Il. Series 


OCLC 2142620 


79-1924 
D 7.6/4:El 2/975/rep./ch.2 
United States. Defense Logistics Services Center 
Electrical posts, splices, and terminals. — Reprint, Nov. 26, 
1976. — Battle Creek, Mich. : Dept. of Defense, [Office of 
the Assistant Secretary of Defense (Manpower, Reserve Af- 
fairs, and Logistics)], Defense Logistics Agency, Defense Lo- 
gistics Services Center, 1975- 
(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 
v. ; 26 cm. — (Federal item identification guide FIIG ; A 
006 A) 
Loose-leaf for updating 
Contents: Change 2, Sept. 29, 1978 
pbk 
1. *United States — Armed Forces 
I. Title 


Supplies and stores 
Classification. Il. Series 
OCLC 2545579 


79-1925 
D 7.6/4:En 3/rep./ch.4 
United States. Defense Logistics Services Center 
Engine electrical system components Reprint, May 30, 
1975 Battle Creek, Mich. : Dept. of Defense, [Office of 
the Assistant Secretary of Defense (Manpower, Reserve Af- 
fairs and Logistics)], Defense Logistics Agency, Defense Lo- 
gistics Services Center, 1970- 
(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 
v. ; 26 cm 
130) 


(Federal item identification guide FHG ; 1 


Loose-leaf for updating 

INTERIM 

Contents: Change 4, Aug. 4, 1978 
pbk 

1. *United States 
Classification. 1. Title. HL. Series 


Armed Forces — Supplies and stores 


OCLC 2067390 
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79-1926 
D 7.6/4:En 3/3/rep./ch.1 
United States. Defense Logistics Services Center. 

Engine fuel and cooling system components. — Reprint. 
Apr. 2, 1976. — Battle Creek, Mich. : Dept. of Defense, 
[Office of the Assistant Secretary of Defense (Manpower, 
Reserve Affairs, and Logistics)], Defense Logistics Agency, 
Defense Logistics Services Center, 1971- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm. — (Federal item identification guide FIIG ; T 
109) 

Loose-leaf for updating. 

(Price upon application) DLSC-AP SA_ 1631, Federal 
Center, Battle Creck, MI 49016. 

INTERIM. 

Contents: Change |, Apr. 1, 1977. 

pbk. 

1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. Il. Series. 


OCLC 2067501 


79-1927 
D 7.6/4:F 44/rep. 
United States. Defense Logistics Services Center. 

Fiber cordage. — Battle Creek, Mich. : Dept. of Defense, 
[Office of the Assistant Secretary of Defense (Manpower, 
Reserve Affairs, and Logistics)], Defense Logistics Agency, 
Defense Logistics Services Center, 1971- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm. — (Federal item identification guide FIIG ; A 
153) 

Loose-leaf for updating. 

Oct. 27, 1978. 

This reprint replaces FIIG A153 dated June 4, 1971, incor- 
porates Changes 1-5, and includes current changes. 

pbk. 

1. *United States — Armed Forces — Supplies and stores 
— Classification. I. Title. II. Series. 


OCLC 2547677 


79-1928 
D 7.6/4:F 48/2/974/rep/ch.1 
United States. Defense Logistics Services Center. 

Filters, electrical. — Reprint, Sept. 30, 1977. — Battle 
Creek, Mich. : Dept. of Defense, [Office of the Assistant 
Secretary of Defense (Manpower, Reserve Affairs, and Lo- 
gistics)], Defense Logistics Agency, Defense Logistics Ser- 
vices Center, 1974- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm. (Federal item identification guide FIIG ; A 
047 A) 

Loose-leaf for updating. 

Contents: Change |, July 21, 1978. 

pbk. 

1. *United States — Armed Forces — Supplies and stores 

Classification. LL. Title. IL. Series. 


OCLC 3086618 
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79-1929 
D 7.6/4:F 51/3/ch.5 
United States. Defense Logistics Services Center. 

Fire fighting equipment / Apr. 16, 1971. — Battle Creek, 
Mich. : Dept. of Defense, [Office of the Assistant Secretary 
of Defense (Manpower, Reserve Affairs, and Logistics)], 
Defense Logistics Agency, Defense Logistics Services Center, 
1971- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm. — (Federal item identification guide FIIG ; T 
278) 

Loose-leaf for updating. 

INTERIM. 

Contents: Change 5, Oct. 13, 1978. 

pbk. 

1. *United States — Armed Forces — Supplies and stores 
— Classification. I. Title. II. Series. 


OCLC 2357856 


79-1930 
D 7.6/4:F 73/rep.977/ch.1 
United States. Defense Logistics Services Center. 
Footwear. — Reprint, May 27, 1977.— Battle Creek, 
Mich. : Dept. of Defense, [Office of the Assistant Secretary 
of Defense (Manpower, Reserve Affairs, and Logistics)], 
Defense Logistics Agency, Defense Logistics Services Center, 
1970- 
(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 
v. ; 26 cm. — (Federal item identification guide FIIG ; T 
175) 
Loose-leaf for updating. 
INTERIM. 
Contents: Change 1, Oct. 27, 1978. 
pbk. 
1. *United States — Armed Forces — Supplies and stores 
— Classification. I. Title. II. Series. 


OCLC 2143688 


79-1931 
D 7.6/4:F 73/2/rep./ch.1 
United States. Defense Logistics Services Center. 
Food-cooking, baking-serving equipment. — Reprint, Dec. 
10, 1976. — Battle Creek, Mich. : Dept. of Defense, [Office 
of the Assistant Secretary of Defense (Manpower, Reserve 
Affairs, and Logistics)], Defense Logistics Agency, Defense 
Logistics Services Center, 1971- 
(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 
v. ; 26 cm. — (Federal item identification guide FIIG ; T 
281) 
Loose-leaf for updatit.g. 
INTERIM. 
Contents: Change 1, Oct. 27, 1978. 
pbk. 
1. *United States — Armed Forces — Supplies and stores 
— Classification. |. Title. II. Series. 


OCLC 2063670 





79-1932 
D 7.6/4:G 21/4/rep.976/ch.2 
United States. Defense Logistics Services Center. 

Gases - compressed and liquefied. — Reprint, Aug. 6, 
1976. — Battle Creek, Mich. : Dept. of Defense, [Office of 
the Assistant Secretary of Defense (Manpower, Reserce Af- 
fairs, and Logistics)], Defense Logistics Agency, Defense Lo- 
gistics Services Center, 1971- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm. — (Federal item identification guide FIIG ; T 
091) 

Loose-leaf for updating. 

INTERIM. 

Contents: Change 2, Sept. 1, 1978. 

pbk. 

1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. Il. Series. 


OCLC 2063709 


79-1933 
D 7.6/4:G 46/2/rep./ch.1 
United States. Defense Logistics Services Center. 
Glass, fabricated and window, observation. — Reprint, Oct. 
15, 1976. — Battle Creek, Mich. : Dept. of Defense, [Office 
of the Assistant Secretary of Defense (Manpower, Reserve 
Affairs, and Logistics)], Defense Logistics Agency, Defense 
Logistics Services Center, 1970- 
(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 
v. ; 26 cm. — (Federal item identification guide FIIG ; A 
150) 
Loose-leaf for updating. 
Contents: Change |, Aug. 4, 1978. 
pbk. 
1. *United States — Armed Forces 
I. Title. 


Supplies and stores 
— Classification. II. Series. 


OCLC 2063833 


79-1934 
D 7.6/4:G 46/2/rep./ch.2 
United States. Defense Logistics Services Center. 
Glass, fabricated and window, observation Reprint, Oct. 
15, 1976. — Battle Creek, Mich. : Dept. of Defense, [Office 
of the Assistant Secretary of Defense (Manpower, Reserve 
Affairs, and Logistics)], Defense Logistics Agency, Defense 
Logistics Services Center, 1970- 
(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 
v. ; 26 cm. — (Federal item identification guide FIIG ; A 
150) 
Loose-leaf for updating. 
Contents: Change 2, Oct. 27, 1978. 
pbk. 
1. *United States — Armed Forces - 
I. Title. 


Supplies and stores 


— Classification. Il. Series. 


OCLC 2063833 


Government Publications — January 1979 


79-1935 


D 7.6/4:G 55/rep.977/ch.1 


United States. Defense Logistics Services Center. 


Goggles and related protective devices. — Reprint, July 22, 
1977. — Battle Creek, Mich. : Dept. of Defense, [Office of 
the Assistant Secretary of Defense (Manpower, Reserve Af- 
fairs, and Logistics)], Defense Logistics Agency, Defense Lo- 
gistics Services Center, 1971- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm. — (Federal item identification guide FIIG ; 1 
234) 

Loose-leaf for updating 

INTERIM. 

Contents: Change |, July 7, 1978. 

pbk. 

1. *United States — Armed Forces 
I. Title 


Supplies and stores 
— Classification. Il. Series 


OCLC 2144001 


79-1936 
D 7.6/4:G 95/rep.977 /ch.2 
United States. Defense Logistics Services Center. 

Guns and related components. — Reprint, July 8, 1977. - 
Battle Creek, Mich. : Dept. of Defense, [Office of the 
Assistant Secretary of Defense (Manpower, Reserve Affairs, 
and Logistics)], Defense Logistics Agency, Defense Logistics 
Services Center, 1970- 

(Price upon application) Federal Center, 49016 

v. ; 26 cm. — (Federal item identification guide FIIG ; T 

102) 
Loose-leaf for updating. 
INTERIM 
Contents: Change 2, July 21, 1978 
pbk 
1. *United States - 
Classification. I. Title 


Armed Forces — Supplies and stores 


Il. Series 


OCLC 2309010 


79-1937 
D 7.6/4:H 19/3/ch.5 
United States. Defense Logistics Services Center. 

Handcranks and handwheels / June 11, 1971. — Battle 
Creek, Mich. : Dept. of Defense, [Office of the Assistant 
Secretary of Defense (Manpower, Reserve Affairs, and Lo- 
gistics)], Defense Logistics Agency, Defense Logistics Ser- 
vices Center, 1971- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v.; 26 cm 
253) 


(Federal item identification guide FIIG ; A 


Loose-leaf for updating 
Contents: Change 5, July 21, 1978 
pbk. 

1. *United States — Armed Forces 
I. Title 


Supplics and stores 


Classification Il. Series 


OCLC 2551851 
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79-1938 
D 7.6/4:H 22/2/rep.977/ch.1 
United States. Defense Logistics Services Center. 

Hardware - clamps. — Reprint, June 24, 1977. — Battle 
Creck, Mich. : Dept. of Defense, [Office of the Assistant 
Secretary of Defense (Manpower, Reserve Affairs, and Lo- 
gistics)], Defense Logistics Agency, Defense Logistics Ser- 
vices Center, 1971- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm. — (Federal item identification guide FIIG ; T 
376) 

Loose-leaf for updating. 

INTERIM. 

Contents: Change 1, July 7, 1978. 

pbk. 

1. *United States — Armed Forces — Supplies and stores 
— Classification. I. Title. Il. Series. 


OCLC 2063903 


79-1939 
D 7.6/4:H 22/2/rep.977/ch.2 
United States. Defense Logistics Services Center. 

Hardware - clamps. — Reprint, June 24, 1977. — Battle 
Creck, Mich. : Dept. of Defense, [Office of the Assistant 
Secretary of Defense (Manpower, Reserve Affairs, and Lo- 
gistics)], Defense Logistics Agency, Defense Logistics Ser- 
vices Center, 1971- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm. — (Federal item identification guide FIIG ; T 
376) 

Loose-leaf for updating. 

INTERIM. 

Contents: Change 2, Nov. 3, 1978. 

pbk. 

1. *United States — Armed Forces — Supplies and stores 

Classification. I. Title. IL. Series. 


OCLC 2063903 


79-1940 
D 7.6/4:H 22/4/rep.ch.4 
United States. Defense Logistics Services Center. 
Hardware - bands, straps, strapping, and components. — 


Reprint, Aug. 15, 1975.— Battle Creek, Mich. : Dept. of 


Defense, [Office of the Assistant Secretary of Defense 
(Manpower, Reserve Affairs, and Logistics)], Defense Lo- 
gistics Agency, Defense Logistics Services Center, 1971- 
(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 
v. ; 26 cm. 


372) 


(Federal item identification guide FHG , T 


Loose-leaf for updating. 

INTERIM. 

Contents: Change 4, July 7, 1978 

@ltem 314-A 

1. *United States — Armed Forces — Supplies and stores 
Classification. 1. Tithe. HL. Series. 


OCLC 2184089 


Pape 34 


79-1941 


D 7.6/4:H 33/rep./ch.3 


United States. Defense Logistics Services Center. 


Hazard-detecting instruments and apparatus. — Reprint, 
Aug. 1, 1975. — Battle Creek, Mich. : Dept. of Defense, 
[Office of the Assistant Secretary of Defense (Manpower, 
Reserve Affairs, and Logistics)], Defense Logistics Agency, 
Defense Logistics Services Center, 1970- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm. — (Federal item identification guide FIIG ; T 
132) 

Loose-leaf for updating. 

INTERIM. 

Contents: Change 3, Aug. 4, 1978. 

pbk. 

1. *United States — Armed Forces — Supplies and stores 
— Classification. I. Title. II. Series. 


OCLC 2309048 


79-1942 


D 7.6/4:H 34/rep./ch.5/errata 


United States. Defense Logistics Services Center. 


Headset, electrical. — Reprint, Sept. 20, 1974. — Battle 
Creek, Mich. : Dept. of Defense, [Office of the Assistant 
Secretary of Defense (Manpower, Reserve Affairs, and Lo- 
gistics)], Defense Logistics Agency, Defense Logistics Ser- 
vices Center, 1969- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm. — (Federal item identification guide FIIG ; A 
068) 

Loose-leaf for updating. 

Contents: Errata, corrects Change 5 dated Mar. 4, 1977. 

pbk. 

1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. II. Series. 


OCLC 2203930 


79-1943 


D 7.6/4:H 35/rep.976/ch.4 


United States. Defense Logistics Services Center. 


Heating elements, electrical, immersion, and nonimmer- 
sion. — Reprint, Oct. |, 1976. — Battle Creek, Mich. : Dept. 
of Defense, [Office of the Assistant Secretary of Defense 
(Manpower, Reserve Affairs, and Logistics)], Defense Lo- 
gistics Agency, Defense Logistics Services Center, 1967- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v.: ill. ; 26 cm. — (Federal item identification guide FIG 
>A O19) 

Loose-leaf for updating. 

Contents: Change 4, Aug. 18, 1978. 

pbk. 

1. *United States — Armed Forces — Supplies and stores 
— Classification. I. Title. Il. Series. 


OCLC 2068082 





79-1944 
D 7.6/4:H 59/ch.7 
United States. Defense Logistics Services Center. 

Hinges / May 29, 1970. — Battle Creek, Mich. : Dept. of 
Defense, [Office of the Assistant Secretary of Defense 
(Manpower, Reserve Affairs, and Logistics)], Defense Lo- 
gistics Agency, Defense Logistics Service Center, 1970- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm. — (Federal item identification guide FIIG ; A 
251) 

Loose-leaf for updating. 

Contents: Change 7, July 7, 1978. 

pbk. 

1. *United States — Armed Forces — Supplies and stores 
— Classification. 1. Title. II. Series. 


OCLC 3036410 


79-1945 
D 7.6/4:H 71/2/rep./ch.4 
United States. Defense Logistics Services Center. 
Holder, electrical contact brush. — Reprint, Aug. 30, 1974. 
— Battle Creek, Mich. [Office of 
Assistant Secretary of Defense (Manpower, Reserve Affairs, 
and Logistics)], Defense Logistics Agency, Defense Logistics 


Dept. of Defense, 


Services Center, 1970- 

Price upon application, Fedral Center, ATTN: DLSC-AP, 
49016 

v. ; 26 cm. — (Federal item identification guide FIIG ; A 
227) 

Loose-leaf for updating. 

Contents: Change 4, July 21, 1978. 

pbk. 

1. United States — Armed Forces — Supplies and stores — 


Classification. 1. Title. Il. Series. 


OCLC 1849833 


79-1946 
D 7.6/4:H 71/3/rep./ch.2/errata 
United States. Defense Logistics Services Center. 
Holders, supports, and brackets, electrical and electronic 
— Reprint, May 14, 1976. — Battle Creek, Mich. : Dept. of 
[Office of the 
(Manpower, Reserve Affairs, and Logistics)], Defense Lo- 


Defense, Assistant Secretary of Defense 
gistics Agency, Defense Logistics Services Center, 1971- 
(Price upon application) Federal Center, DLSC-AP, 49016 
v.: ill. 
, T 386) 
Loose-leaf for updating 
INTERIM. 
Contents: Errata, corrects Change 2 dated July 7, 1978. 
pbk. 
1. *United States — Armed Forces — Supplies and stores 
|. Title. 


; 26 cm. — (Federal item identification guide FIIG 


— Classification. Il. Series. 


OCLC 2146397 


Government Publications — January 1979 


79-1947 
D 7.6/4:H 79/4/ch.3 
United States. Defense Logistics Services Center. 

Hose, air duct and air breathing / Nov. 20, 1970. — Battle 
Creek, Mich. : Dept. of Defense, [Office of the Assistant 
Secretary of Defense (Manpower, Reserve Affairs, and Lo- 
gistics)], Defense Logistics Agency, Defense Logistics Ser- 
vices Center, 1970- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm. — (Federal item identification guide FIIG ; A 
229) 

Loose-leaf for updating. 

Contents: Change 3, Oct. 13, 1978. 

pbk. 

1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. Il. Series. 


OCLC 3231291 


79-1948 
D 7.6/4:H 79/5/rep./ch.4 
United States. Defense Logistics Services Center. 

Hose, pipe, and tubing. — Reprint, Nov. 21, 1975. — Battle 
Creek, Mich. : Dept. of Defense, [Office of the Assistant 
Secretary of Defense (Manpower, Reserve Affairs, and Lo- 
gistics)], Defense Logistics Agency, Defense Logistics Ser- 
vices Center, 1971- 

(Price upon application) Federal Center, DLSC-AP, 49016 

v. ; 26 cm. — (Federal item identification guide FIIG ; T 
383) 

Loose-leaf for updating. 

INTERIM. 

Contents: Change 4, Oct. 13, 1978. 

pbk. 

1. *United States — Armed Forces — Supplies and stores 

I. Title. 


— Classification. Il. Series. 


OCLC 2536605 


79-1949 
D 7.6/4:H 79/974/rep.977/ch.2 
United States. Defense Logistics Services Center. 

Hose, pipe, and tube fittings. — Reprint, July 22, 1977. — 
Battle Creek, Mich. Dept. of Defense, [Office of the 
Assistant Secretary of Defense (Manpower, Reserve Affairs, 
and Logistics)], Defense Logistics Agency, Defense Logistics 
Services Center, 1974- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm. — 
O80 A) 


(Federal item identification guide FIIG ; A 


Loose-leaf for updating. 

Contents: Change 2, Nov. 3, 1978. 

pbk. 

1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. HU. Series. 


OCLC 2146208 
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79-1950 
D 7.6/4:J 13/rep.978/ch.1 
United States. Defense Logistics Services Center. 

Jacks and plugs. — Reprint, May 12, 1978. — Battle Creek, 
Mich. : Dept. of Defense, [Office of the Assistant Secretary 
of Defense (Manpower, Reserve Affairs, and Logistics)], 
Defense Logistics Agency, Defense Logistics Services Center, 
1969- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm. — (Federal item identification guide FIIG ; A 
034) 

Loose-leaf for updating. 

Contents: Change |, Aug. 18, 1978. 

pbk. 

1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. II. Series. 


OCLC 2180704 


79-1951 
D 7.6/4:L 11/5/977/ch.2 
United States. Defense Logistics Services Center. 
Laboratory vessels, adapters and connectors / Mar. 4, 


1977. — Battle Creek, Mich. : Dept. of Defense, [Office of 


the Assistant Secretary of Defense (Manpower, Reserve Af- 
fairs, and Logistics)], Defense Logistics Agency, Defense Lo- 
gistics Services Center, 1977- 

(Price upon application ) Federal Center, ATTN: DLSC- 
AP, 49016 

v.: ill. ; 26 cm. — (Federal item identification guide FIIG 
> A 242) 

Loosc-leaf for updating. 

Contents: Change 2, July 21, 1978. 

pbk. 

1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. IL. Series. 


OCLC 4197752 


79-1952 
D 7.6/4:L 37/rep./ch.5 
United States. Defense Logistics Services Center. 


Laundry and dry cleaning equipment. — Reprint, Nov. 1, 


1974. — Battle Creek, Mich. : Dept. of Defense, [Office of 


the Assistant Secretary of Defense (Manpower, Reserve Af- 
fairs, and Logistics)], Defense Logistics Agency, Defense Lo- 
gistics Services Center, 1970- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

» 26 cm (Federal item identification guide FIIG , T 

155) 

Loose-leal for updating. 

INTERIM 

Contents: Change 5, Aug. 18, 1978. 

pbk 

1. *United States -— Armed Forces — Supplies and stores 

Classification. 1. Tithe. HL. Series 


OCLC 2180338 
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79-1953 


D 7.6/4:L 52/rep.978 


United States. Defense Logistics Services Center. 


Leggings, socks, and related items. — Reprint, Sept. 29, 
1978. — Battle Creek, Mich. : Dept. of Defense, [Office of 
the Assistant Secretary of Defense (Manpower, Reserve Af- 
fairs, and Logistics)], Defense Logistics Agency, Defense Lo- 
gistics Services Center, 1971- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm. — (Federal item identification guide FIIG ; T 
186) 

Loose-leaf for updating. 

INTERIM. 

Sept. 29, 1978. 

This reprint replaces REPRINT INTERIM FIIG T186, 
dated Sept. 12, 1975, incorporates changes | and 2, and in- 
cludes current changes. 

pbk. 

1. *United States — Armed Forces — Supplies and stores 
— Classification. I. Title. Il. Series. 


OCLC 2071232 


79-1954 


D 7.6/4:L 62/6/rep./ch.6 


United States. Defense Logistics Services Center. 


Light-switch assembly. — Reprint, May 31, 1974. — Battle 
Creek, Mich. : Dept. of Defense, [Office of the Assistant 
Secretary of Defense (Manpower, Reserve Affairs, and Lo- 
gistics)], Defense Logistics Agency, Defense Logistics Ser- 
vices Center, 1971- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm. — (Federal item identification guide FIIG ; T 
082) 

Loose-leaf for updating. 

INTERIM. 

Contents: Change 6, July 7, 1978. 

pbk. 

1. *United States — Armed Forces — Supplies and stores 
— Classification. 1. Title. II. Series. 


OCLC 2146186 


79-1955 


D 7.6/4:L 62/978/ch.1 


United States. Defense Logistics Services Center. 


Lights / Mar. 17, 1978. — Battle Creek, Mich. : Dept. of 
Defense, [Office of the Assistant Secretary of Defense 
(Manpower, Reserve Affairs, and Logistics)], Defense Lo- 
gistics Agency, Defense Logistics Services Center, 1978- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm. — (Federal item identification guide FIIG ; A 
065 A) 

Loose-leaf for updating. 

Contents: Change |, Sept. 1, 1978. 

pbk. 

1. *United States — Armed Forces — Supplies and stores 

Classification. I. Title. II. Series. 


OCLC 3891285 





79-1956 
D 7.6/4:L 66/ch.8 
United States. Defense Logistics Services Center. 
Liquid and gas flow, liquid level, and mechanical motion 
measuring instruments / Jan. 29, 1971. — Battle Creck, Mich. 
Dept. of Defense, [Office of the Assistant Secretary of 
Defense (Manpower, Reserve Affairs, and  Logistics)], 
Defense Logistics Agency, Defense Logistics Services Center, 
1971- 
(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 
v. ; 26 cm. — (Federal item identification guide FIG ; T 
145) 
Loose-leaf for updating. 
INTERIM. 
Contents: Change 8, Aug. 4, 1978. 
pbk. 
1. *United States — Armed Forces — Supplies and stores 
— Classification. I. Title. II. Series. 


OCLC 2076151 


79-1957 
D 7.6/4:L 92/rep./ch.4 
United States. Defense Logistics Services Center. 

Loudspeakers and  loudspeaker-microphone. — Reprint, 
Oct. 4, 1974. — Battle Creek, Mich. : Dept. of Defense, 
[Office of the Assistant Secretary of Defense (Manpower, 
Reserve Affairs, and Logistics)], Defense Logistics Agency, 
Defense Logistics Services Center, 1970- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm. — (Federal item identification guide FIIG ; A 
116) 

Loose-leaf for updating. 

Contents: Change 4, Sept. 1, 1978 

pbk. 

1. *United States — Armed Forces — Supplies and stores 
— Classification. I. Title. Il. Series 


OCLC 2148861 


79-1958 
D 7.6/4:L 97/2/ch.6 
United States. Defense Logistics Services Center. 

Lumber, plywood, and related products / Apr. 5, 1974. — 
Battle Creek, Mich. : Dept. of Defense, [Office of the 
Assistant Secretary of Defense (Manpower, Reserve Affairs, 
and Logistics)], Defense Logistics Agency, Defense Logistics 
Services Center, 1974- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. , 26 cm (Federal item identification guide FIIG ; A 
173) 

Loose-leaf for updating 

Contents: Change 6, Mar. 18, 1977 

pbk. 

1. United States — Armed Forces — Supplies and stores 
Classification. I. Title. IL. Series. 


OCLC 2076217 
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79-1959 
D 7.6/4:M 28/rep./ch.2 
United States. Defense Logistics Services Center 
Miscellaneous maintenance and repair shop equipment 
Reprint, June 21, 1975. — Battle Creek, Mich. : Dept. of 
Defense, [Office of the Assistant Secretary of Defense 
(Manpower, Reserve Affairs, and Logistics)], Defense Lo- 
gistics Agency, Defense Logistics Services Center, 1971- 
(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 
v. ; 26 cm. — (Federal item identification guide FIIG ; 1 
276) 
Loose-leaf for updating. 
INTERIM. 
Contents: Change 2, Aug. 4, 1978. 
pbk. 
1. *United States — Armed Forces — Supplies and stores 
— Classification. IL. Title. II. Series 


OCLC 2079681 


79-1960 
D 7.6/4:M 41/3/rep./ch.3 
United States. Defense Logistics Services Center 
Miscellaneous materials handling equipment. — Reprint, 
Oct. 4, 1974. — Battle Creek, Mich. : Dept. of Defense, 
[Office of the Assistant Secretary of Defense (Manpower, 
Reserve Affairs, and Logistics)], Defense Logistics Agency, 
Defense Logistics Services Center, 1970- 
(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 
v. ; 26 cm. — (Federal item identification guide FIIG ; 1 
160) 
Loose-leaf for updating. 
INTERIM. 
Contents: Change 3, Mar. 18, 1977 
pbk. 
1. United States — Armed Forces — Supplies and stores 
Classification. I. Title. II. Series 


OCLC 2084641 


79-1961 


D 7.6/4:M 46/2/rep./ch.3 


United States. Defense Logistics Services Center 


Special measuring and indicating instruments Reprint, 
June 7, 194. — Battle Creek, Mich Dept. of Defense, 
[Office of the Assistant Secretary of Defense (Manpower, 
Reserve Affairs, and Logistics)], Defense Logistics Agency, 
Defense Logistics Services Center, 197 1- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm. (Federal item identification guide FIIG ; 1 
394) 

Loose-leaf for updating. 

INTERIM. 

Contents: Change 3, July 7, 1978 

pbk. 

1. United States — Armed Forces — Supplies and stores 
Classification. 1. Title. Il. Series 


OCLC 2148730 
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79-1962 
D 7.6/4:M 46/4/rep.977/ch.1 
United States. Defense Logistics Services Center. 

Medical and dental assemblics, kits, sets, and units. — 
Reprint, Jan. 7, 1977. — Battle Creck, Mich. : Dept. of 
Defense, [Office of the Assistant Secretary of Defense 
(Manpower, Reserve Affairs, and Logistics)], Defense Lo- 
gistics Agency, Defense Logistics Services Center, 1971- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm. — (Federal item identification guide FIIG ; T 
107) 

Loose-leaf for updating. 

INTERIM. 

Contents: Change 1, Sept. 15, 1978. 

pbk. 

1. *United States — Armed Forces — Supplies and stores 
— Classification. I. Title. II. Series. 


OCLC 3276640 


79-1963 
D 7.6/4:M 58/2/ch.2 
United States. Defense Logistics Services Center. 
Microcircuit devices / July 9, 1976. — Battle Creck, Mich. 
: Dept. of Defense, [Office of the Assistant Secretary of 
Defense (Manpower, Reserve Affairs, and Logistics)], 
Defense Logistics Agency, Defense Logistics Services Center, 
1976- 
(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 
v. ; 26 cm. — (Federal item identification guide FIIG ; A 
458) 
Loose-leaf for updating. 
Contents: Change 2, July 21, 1978. 
pbk. 
1. United States — Armed Forces — Supplies and stores — 
Classification. 1. Title. Tl. Series. 


OCLC 2308856 


79-1964 
D 7.6/4:M 68/rep.975/ch.3 
United States. Defense Logistics Services Center. 

Miscellaneous controls. — Reprint, Oct. 24, 1975. — Battle 
Creek, Mich. : Dept. of Defense, [Office of the Assistant 
Secretary of Defense (Manpower, Reserve Affairs, and Lo- 
zistics)], Defense Logistics Agency, Defense Logistics Ser- 
vices Center, 1970- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

‘> 2 ae. 
21) 

Loose-leaf for updating. 

INTERIM. 

Contents: Change 3, Aug. 4, 1978. 

pbk. 


(Federal item identification guide FIG , T 


1. United States -- Armed Forces — Supplies and stores 
Classification. |. Title. UL. Series. 


OCLC 2307041 
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79-1965 


D 7.6/4:M 68/2/ch.5 


United States. Defense Logistics Services Center. 


Misccllancous items / May 7, 1971. — Battle Creek, Mich. 
: Dept. of Defense, [Office of the Assistant Secretary of 
Defense (Manpower, Reserve Affairs, and Logistics)], 
Defense Logistics Agency, Defense Logistics Services Center, 
1971- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm. — (Federal item identification guide FIIG ; A 
239) 

Loose-leaf for updating. 

Contents: Change 5, Nov. 3, 1978. 

pbk. 

1. *United States — Armed Forces — Supplies and stores 
— Classification. I. Title. II. Series. 


OCLC 3211852 


79-1966 


D 7.6/4:M 85/ch.6 


United States. Defense Logistics Services Center. 


Motor vehicle maintenance and repair shop equipment / 
Feb. 26, 1971. — Battle Creek, Mich. : Dept. of Defense, 
[Office of the Assistant Secretary of Defense (Manpower, 
Reserve Affairs, and Logistics)], Defense Logistics Agency, 
Defense Logistics Services Center, 197 1- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm. — (Federal item identification guide FIIG ; T 
273) 

Loose-leaf for updating. 

INTERIM. 

Contents: Change 6, Oct. 27, 1978. 

pbk. 

1. *United States — Armed Forces — Supplies and stores 
— Classification. I. Title. Il. Series. 


OCLC 2234914 


79-1967 


D 7.6/4:M 97/rep./ch.5 


United States. Defense Logistics Services Center. 


Musical instruments, phonographs and home radios. — 
Reprint, Sep. 26, 1975.— Battle Creek, Mich. : Dept. of 
Defense, [Office of the Assistant Secretary of Defense 
(Manpower, Reserve Affairs, and Logistics)], Defense Lo- 
gistics Agency, Defense Logistics Services Center, 197 1- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm. — (Federal item identification guide FIIG ; T 
112) 

Loose-leaf for updating. 

INTERIM. 

Contents: Change 5, July 21, 1978. 

pbk. 

1. *United States — Armed Forces — Supplies and stores 
— Classification. |. Title. IL. Series. 


OCLC 2183745 





79-1968 
D 7.6/4:N 84/rep.977/ch.1 
United States. Defense Logistics Services Center. 

Notions and apparel findings. — Reprint, Sept. 16, 1977. — 
Battle Creek, Mich. Dept. of Defense, [Office of the 
Assistant Secretary of Defense (Manpower, Reserve Affairs, 
and Logistics)], Defense Logistics Agency, Defense Logistics 
Services Center, 1971- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm. — (Federal item identification guide FIIG ; T 
181) 

Loose-leaf for updating. 

INTERIM. 

Contents: Change |, Oct. 27, 1978. 

pbk. 

1. *United States — Armed Forces — Supplies and stores 
— Classification. I. Title. II. Series. 


OCLC 2341526 


79-1969 
D 7.6/4:Op 7/rep./ch.1 
United States. Defense Logistics Services Center. 

Optical instruments. — Reprint, Mar. 4, 1977. — Battle 
Creek, Mich. : Dept. of Defense, [Office of the Assistant 
Secretary of Defense (Manpower, Reserve Affairs, and Lo- 
gistics)], Defense Logistics Agency, Defense Logistics Ser- 
vices Center, 1977- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm. — (Federal item identification guide FIIG ; T 
271) 

Loose-leaf for updating. 

INTERIM. 

Contents: Change |, Dec. 9, 1977. 

pbk. 

1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. II. Series. 

OCLC 2196647 


79-1970 
D 7.6/4:Op 7/rep./ch.2 
United States. Defense Logistics Services Center. 

Optical instruments. — Reprint, Mar. 4, 1977. — Battle 
Creek, Mich. : Dept. of Defense, [Office of the Assistant 
Secretary of Defense (Manpower, Reserve Affairs, and Lo- 
gistics)], Defense Logistics Agency, Defense Logistics Agen- 
cy, Defense Logistics Services Center, 1971- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm. - 
271) 

Loose-leaf for updating. 

INTERIM. 

Contents: Change 2, July 7, 1978. 

pbk. 

1. United States — Armed Forces — Supplies and stores — 
‘lassification. I. Title. 


(Federal item identification guide FIIG ; T 


Il. Series. 


OCLC 2196647 


Government Publications — January 1979 


79-1971 
D 7.6/4:Op 7/2/rep./ch.3 
United States. Defense Logistics Services Center. 

Opticians instruments equipment and supplies. — Reprint, 
Sept. 26, 1975. — Battle Creek, Mich. : Dept. of Defense, 
[Office of the Assistant Secretary of Defense (Manpower, 
Reserve Affairs, and Logistics)], Defense Logistics Agency, 
Defense Logistics Services Center, 1971- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm. — (Federal item identification guide FIIG ; T 
146) 

Loose-leaf for updating. 

Date of imprint in error on publication. 

INTERIM. 

pbk. 

1. *United States — Armed Forces — Supplies and stores 
— Classification. I. Title. II. Series. 


OCLC 2183654 


79-1972 
D 7.6/4:Op 7/2/rep./ch.3/errata 
United States. Defense Logistics Services Center. 

Opticians instruments equipment and supplies. — Reprint, 
Sept. 26, 1975. — Battle Creek, Mich. : Dept. of Defense, 
[Office of the Assistant Secretary of Defense (Manpower, 
Reserve Affairs, and Logistics)], Defense Logistics Agency, 
Defense Logistics Services Center, 197 1- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm. — (Federal item identification guide FIIG ; T 
146) 

Loose-leaf for updating. 

INTERIM. 

Contents: Errata, corrects Change 3, dated Aug. 18, 1978. 

pbk. 

1. *United States — Armed Forces — Supplies and stores 


-— Classification. I. Title. II. Series. 


OCLC 2183654 


79-1973 
D 7.6/4:P 28/rep./ch.1 
United States. Defense Logistics Services Center. 
Paving breaker and rock drill accessories. — Reprint, May 
26, 1978. — Battle Creek, Mich. : Dept. of Defense, [Office 
of the Assistant Secretary of Defense (Manpower, Reserve 
Affairs, and Logistics)], Defense Logistics Services Center, 
1968- 
(Price upon application) Federal Center, DLSC-AP, 49016 
v. ; 26 cm. — (Federal item identification guide FIIG ; A 
060) 
Loose-leaf for updating. 
Contents: Change |, Sept. 1, 1978. 
pbk. 
1. *United States — Armed Forces — Supplics and stores 
I. Title. 


— Classification. Il. Series. 


OCLC 3087414 
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79-1974 
D 7.6/4:P 49/2/rep./ch.1 
United States. Defense Logistics Services Center. 
Pharmaccutical dosage forms, capsules/tablets. — Reprint, 
Mar. 17, 1978. — Battle Creek, Mich. : Dept. of Defense, 
[Office of the Assistant Secretary of Defense (Manpower, 
Reserve Affairs, and Logistics)], Defense Logistics Agency, 
Defense Logistics Services Center, 1975- 
(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 
v. ; 26 cm. — (Federal item identification guide FIG ; A 
450) 
Loose-leaf for updating. 
Contents: Change 1, Oct. 27, 1978. 
pbk. 
1. United States — Armed Forces — Supplies and stores — 
I. Title. 


Classification. Il. Series. 


OCLC 3949668 


79-1975 
D 7.6/4:P 49/3/rep./ch.1 
United States. Defense Logistics Services Center. 
Pharmaceutical dosage forms, — liquids/semisolids. — 
Reprint, June 9, 1978. — Battle Creek, Mich. 
Defense, [Office of the Assistant Secretary of Defense 
(Manpower, Reserve Affairs, and Logistics)], Defense Lo- 
gistics Agency, Defense Logistics Services Center, 1975- 
(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 
v. ; 26 cm. — 
451) 


(Federal item identification guide FHG ; A 


Loose-leaf for updating. 
Contents: Change 1, Sept. 29, 1978. 
pbk. 
1. United States — Armed Forces 
I. Title. 


Supplics and stores — 
Classification. Il. Series. 
OCLC 3949639 


79-1976 
D 7.6/4:P 56/rep./ch.3 
United States. Defense Logistics Services Center 
Photogrammetric and X-ray apparatus. 
26, 1975. 


Reprint, Sept. 
Battle Creek, Mich. : Dept. of Defense, [Office 
of the Assistant Secretary of Defense (Manpower, Reserve 
Attairs, and Logistics)], Defense Logistics Services Center, 
1971- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

ve ham (Federal item identification guide FIG ; 
395) 

Loose-leal for updating 

INTERIM. 

Contents: Change 3, July 7, 1978 

pbk 

1. *United States 


Classification. 1. Vitle 


Armed Forces 
Il. Series 


Supplies and stores 


OCLC 2147098 
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Dept. of 


79-1977 
D 7.6/4:P 56/2/ch.8 
United States. Defense Logistics Services Center. 
Photographic equipment and accessories / Apr. 30, 1971. 
— Battle Creck, Mich. : Dept. of Defense, [Office of the 
Assistant Secretary of Defense (Manpower, Reserve Affairs, 
and Logistics)], Defense Logistics Agency, Defense Logistics 
Services Center, 1971- 
(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 
v. ; 26 cm. — (Federal item identification guide FIIG ; T 
150) 
Loose-leaf for updating. 
INTERIM. 
Contents: Change 8, Aug. 4, 1978. 
pbk. 
1. *United States — Armed Forces — Supplies and stores 
— Classification. I. Title. Il. Series. 


OCLC 2458948 


79-1978 
D 7.6/4:P 66/973/rep./ch.1 
United States. Defense Logistics Services Center. 

Pipe and tube metallic. — Reprint, Mar. 18, 1977. — Battle 
Creek, Mich. : Dept. of Defense, [Office of the Assistant 
Secretary of Defense (Manpower, Reserve Affairs, and Lo- 
gistics)], Defense Logistics Agency, Defense Logistics Ser- 
vices Center, 1973- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm. — (Federal item identification guide FIIG ; A 
004 A) 

Loosce-leaf for updating. 

Contents: Change 1, June 23, 1978. 

pbk. 

1. *United States — Armed Forces — Supplies and stores 
— Classification. I. Title. Il. Series. 


OCLC 2230287 


79-1979 
D 7.6/4:P 84/rep.975/ch.5 
United States. Defense Logistics Services Center. 

Post, electrical-mechanical equipment. — Reprint, Aug. 1, 
1975. — Battle Creek, Mich. : Dept. of Defense, [Office of 
the Assistant Secretary of Defense (Manpower, Reserve Af- 
fairs, and Logistics)], Defense Logistics Agency, Defense Lo- 
gistics Services Center, 1971- 

(Price upon application) DLSC-AP SA _ 1631, 
Center, 49016 

v. ; 26 cm. - 
O85) 


Federal 
(Federal item identification guide FIIG ; T 


Loose-leaf for updating. 

INTERIM. 

Contents: Change 5, July 7, 1978. 

pbk. 

1. United States — Armed Forces — Supplies and stores — 
I. Title. 


Classification. Il. Series. 


OCLC 2079508 
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79-1980 79-1983 
D 7.6/4:P 84/rep.975/ch.6 


United States. Defense Logistics Services Center. 


D 7.6/4:P 96/ch.7 
United States. Defense Logistics Services Center. 


Post, electrical-mechanical equipment. — Reprint, Aug. 1, 
1975. — Battle Creek, Mich. : Dept. of Defense, [Office of 
the Assistant Secretary of Defense (Manpower, Reserve Af- 
fairs, and Logistics)], Defense Logistics Agency, Defense Lo- 
gistics Services Center, 1971- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm. — (Federal item identification guide FIIG ; T 
085) 

Loose-leaf for updating. 

INTERIM. 

Contents: Change 6, Nov. 3, 1978. 

pbk. 

1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. Il. Series. 


OCLC 2079508 


79-1981 
D 7.6/4:P 92/3/rep.977/ch.1 
United States. Defense Logistics Services Center. 
Pressure, temperature, humid measure-control instruments. 
— Reprint, Apr. 15, 1977. — Battle Creek, Mich. : Dept. of 
Defense, [Office of the Assistant Secretary of Defense 
(Manpower, Reserve Affairs, and Logistics)], Defense Lo- 
gistics Agency, Defense Logistics Services Center, 1971- 
(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 
v. ; 26 cm. — (Federal item identification guide FIIG ; T 
179) 
Loose-leaf for updating. 
INTERIM. 
Contents: Change 1, June 9, 1978. 
pbk. 
1. *United States — Armed Forces — Supplies and stores 
— Classification. I. Title. II. Series. 


OCLC 2149662 


79-1982 
D 7.6/4:P 94/4/rep.977/ch.2 
United States. Defense Logistics Services Center. 

Propellers and test clubs. — Reprint, Jan. 21, 1977. — Bat- 
tle Creek, Mich. : Dept. of Defense, [Office of the Assistant 
Secretary of Defense (Manpower, Reserve Affairs, and Lo- 
gistics)], Defense Logistics Agency, Defense Logistics Ser- 
vices Center, 1971- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm. — (Federal item identification guide FIIG ; A 
307) 

Loose-leaf for updating. 

Contents: Change 2, July 7, 1978 

pbk. 

1. *United States — Armed Forces 

I. Title 


Supplics and stores 


Classification. Il. Series. 


OCLC 2094266 


Pumps, liquid, general purpose / May 8, 1970. — Battle 
Creek, Mich. : Dept. of Defense, [Office of the Assistant 
Secretary of Defense (Manpower, Reserve Affairs, and Lo- 
gistics)], Defense Logistics Agency, Defense Logistics Ser- 
vices Center, 1970- 

(Price upon application) Federal Center, DLSC-AP, 49016 
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Loose-leaf for updating. 

Contents: Change 7, July 21, 1978. 
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1. *United States — Armed Forces — Supplies and stores 


— Classification. 1. Title. Il. Series 


OCLC 2079275 


79-1984 


D 7.6/4:P 96/ch.8 
United States. Defense Logistics Services Center. 

Pumps, liquid, general purpose / May 8, 1970. — Battle 
Creek, Mich. : Dept. of Defense, [Office of the Assistant 
Secretary of Defense (Manpower, Reserve Affairs, and Lo- 
gistics)], Defense Logistics Services Center, 1970- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm. — (Federal item identification guide FIIG ; A 
194) 

Loose-leaf for updating. 

Contents: Change 8, Oct. 27, 1978. 

pbk. 

1. *United States — Armed Forces — Supplies and stores 


— Classification. I. Title. Il. Series. 


OCLC 2079275 


79-1985 
D 7.6/4:F. 24/rep.977 /ch.2 
United States. Defense Logistics Services Center. 

Recreational and athletic equipment. — Reprint, June 10, 
1977. — Battle Creek, Mich. : Dept. of Defense, [Office of 
the Assistant Secretary of Defense (Manpower, Reserve Af- 
fairs, and Logistics)], Defense Logistics Agency, Defense Lo- 
gistics Services Center, 1970- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm. — 
118) 

Loose-leaf for updating. 

INTERIM. 
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79-1986 
D 7.6/4:R 27/2/errata 
United States. Defense Logistics Services Center. 

Relays, electromagnetic, reed, and resonant reed / May 12, 
1978. — Battle Creek, Mich. : Dept. of Defense, [Office of 
the Assistant Secretary of Defense (Manpower, Reserve Af- 
fairs, and Logistics)], Defense Logistics Agency, Defense Lo- 
gistics Services Center, 1978- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm. — (Federal item identification guide FIIG ; A 
033) 
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OCLC 3569440 


79-1987 
D 7.6/4:R 31/3/rep.977/ch.1 
United States. Defense Logistics Services Center. 

Resistor, thermal. — Reprint, June 24, 1977. — Battle 
Creek, Mich. : Dept. of Defense, [Office of the Assistant 
Secretary of Defense (Manpower, Reserve Affairs, and Lo- 
gistics)], Defense Logistics Agency, Defense Logistics Ser- 
vices Center, 1969- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 


v. ; 26 cm. — (Federal item identification guide FIIG ; A 
086) 


Loose-leaf for updating. 


Contents: Change 1, June 23, 1978. 
@ltem 314-A 


1. *United States — Armed Forces — Supplies and stores 
— Classification. I. Title. II. Series. 


OCLC 2203949 


79-1988 
D 7.6/4:R 52/978/ch.1 
United States. Defense Logistics Services Center. 

Rivets, rivet caps, and collars / Feb. 3, 1978. — Battle 
Creek, Mich. : Dept. of Defense, [Office of the Assistant 
Secretary of Defense (Manpower, Reserve Affairs, and Lo- 
gistics)], Defense Logistics Agency, Defense Logistics Ser- 
vices Center, 1978- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm. — (Federal item identification guide FIIG ; A 
040 A) 

Loose-leaf for updating. 
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79-1989 


D 7.6/4:R 64/rep./ch.5 


United States. Defense Logistics Services Center. 


Roller assembly, journal bearing. — Battle Creek, Mich. : 
Dept. of Defense, [Office of the Assistant Secretary of 
Defense (Manpower, Reserve Affairs, and Logistics)], 
Defense Logistics Agency, Defense Logistics Services Center, 
1971- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm. — (Federal item identification guide FIIG ; T 
083) 

Loose-leaf for updating. 
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79-1990 


D 7.6/4:Sa 1/rep./ch.2 


United States. Defense Logistics Services Center. 


Safety and rescue equipment. — Reprint, Apr. 16, 1976. — 
Battle Creek, Mich. Dept. of Defense, [Office of the 
Assistant Secretary of Defense (Manpower, Reserve Affairs, 
and Logistics)], Defense Logistics Agency, Defense Logistics 
Services Center, 1971- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm. — (Federal item identification guide FIIG ; T 
282) 

Loose-leaf for updating. 

Contents: Change 2, July 7, 1978. 
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1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. II. Series. 


OCLC 2079153 


79-1991 


D 7.6/4:Sa 8/rep./ch.4 


United States. Defense Logistics Services Center. 


Saturable reactors and magnetic amplifiers. — Reprint, 
Oct. 18, 1974. — Battle Creek, Mich. : Dept. of Defense, 
[Office of the Assistant Secretary of Defense (Manpower, 
Reserve Affairs, and Logistics)], Defense Logistics Agency, 
Defense Logistics Services Center, 197 1- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm. — (Federal item identification guide FIG ; A 
109) 

Loose-leaf for updating. 

Contents: Change 4, June 23, 1978. 
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1. *United States — Armed Forces — Supplies and stores 
— Classification. I. Title. II. Series. 


OCLC 2309146 





79-1992 
D 7.6/4:Sca 4/rep./ch.4 
United States. Defense Logistics Services Center. 

Scales and balances. — Reprint, July 26, 1974. — Battle 
Creek, Mich. : Dept. of Defense, [Office of the Assistant 
Secretary of Defense (Manpower, Reserve Affairs, and Lo- 
gistics)], Defense Supply Agency, Defense Logistics Services 
Center, 1971- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm. — (Federal item identification guide FIIG ; T 
137) 

Loose-leaf for updating. 
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1. *United States — Armed Forces — Supplies and stores 
— Classification. I. Title. II. Series. 


OCLC 2183858 


79-1993 
D 7.6/4:Scr 2/rep. 
United States. Defense Logistics Services Center. 

Screening and fencing, mesh. — Battle Creek, Mich. 
Dept. of Defense, [Office of the Assistant Secretary of 
Defense (Manpower, Reserve Affairs, and Logistics)], 
Defense Logistics Agency, Defense Logistics Services Center, 
1969- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. : ill. ; 26 cm. — (Federal item identification guide FIIG 
; A 088) 

Loose-leaf for updating. 
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79-1994 
D 7.6/4:Se 5/2/rep./ch.1 
United States. Defense Logistics Services Center. 
Semiconductor devices and associated hardware. — 
Reprint, Sept. 17, 1976. — Battle Creek, Mich. : Dept. of 
Defense, [Office of the Assistant Secretary of Defense 
(Manpower, Reserve Affairs, and Logistics)], Defense Lo- 
gistics Agency, Defense Logistics Services Center, 1970- 
(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 
v. ; 26 cm. — (Federal item identification guide FIIG ; T 
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Loose-leaf for updating. 
INTERIM. 
Contents: Change 1, July 21, 1978. 
pbk. 
1. *United States — Armed Forces — Supplies and stores 
— Classification. I. Title. Il. Series. 


OCLC 2458977 


Government Publications — January 1979 


79-1995 


D 7.6/4:Se 5/3/ch.1 


United States. Defense Logistics Services Center. 


Semiconductor devices / July 22, 1977. — Battle Creek, 
Mich. : Dept. of Defense, [Office of the Assistant Secretary 
of Defense (Manpower, Reserve Affairs, and Logistics)], 
Defense Logistics Agency, Defense Logistics Services Center, 
1977- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm. — (Federal item identification guide FIIG ; A 
110) 

Loose-leaf for updating. 
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1. *United States — Armed Forces — Supplies and stores 
— Classification. I. Title. II. Series. 


OCLC 3194284 


79-1996 


D 7.6/4:Se 7/rep.978 
United States. Defense Logistics Services Center. 

Sets, kits, and outfits. — Reprint, Sept. 15, 1978. — Battle 
Creek, Mich. : Dept. of Defense, [Office of the Assistant 
Secretary of Defense (Manpower, Reserve Affairs, and Lo- 
gistics)], Defense Logistics Agency, Defense Logistics Ser- 
vices Center, 1970- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm. — (Federal item identification guide FIIG ; A 
238) 

Loose-leaf for updating. 
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OCLC 2152056 


79-1997 
D 7.6/4:3h 6/2/rep./ch.2 
United States. Defense Logistics Services Center. 

Shielding gasket, electronic. — Reprint, July 9, 1976. — 
Battle Creek, Mich. : Dept. of Defense, [Office of the 
Assistant Secretary of Defense (Manpower, Reserve Affairs, 
and Logistics)], Defense Logistics Agency, Defense Logistics 
Services Center, 1971- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm. — (Federal item identification guide FIIG ; T 
086) 

Loose-leaf for updating. 
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79-1998 
D 7.6/4:Si 5/ch.7 
United States. Defense Logistics Services Center. 

Simulators / Nov. 14, 1969. — Battle Creek, Mich. : Dept. 
of Defense, [Office of the Assistant Secretary of Defense 
(Manpower, Reserve Affairs, and Logistics)], Defense Lo- 
gistics Agency, Defense Logistics Services Center, 1969- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm. — (Federal item identification guide FIIG ; T 
222) 

Loose-leaf for updating. 
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1. *United States — Armed Forces — Supplies and stores 
— Classification. I. Title. II. Series. 


OCLC 2234970 


79-1999 
D 7.6/4:So 1/rep.978 
United States. Defense Logistics Services Center. 

Soaps. — Reprint, Oct. 27, 1978. — Battle Creek, Mich. : 
Dept. of Defense, [Office of the Assistant Secretary of 
Defense (Manpower, Reserve Affairs, and Logistics)], 
Defense Logistics Agency, Defense Logistics Services Center, 
1970- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm. — (Federal item identification guide FIIG ; T 
004) 

Loose-leaf for updating. 

Oct. 27, 1978. 
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1. *United States — Armed Forces — Supplies and stores 
— Classification. I. Title. II. Series. 


OCLC 2092752 


79-2000 
D 7.6/4:So 1/2/rep./ch.1 
United States. Defense Logistics Services Center. 

Socket, plug-in electronic components. — Reprint, Apr. 28, 
1978. — Battle Creek, Mich. : Dept. of Defense, [Office of 
the Assistant Secretary of Defense (Manpower, Reserve Af- 
fairs, and Logistics)], Defense Logistics Agency, Defense Lo- 
gistics Services Center, 1970- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm. — 
023) 

Loose-leaf for updating. 
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79-2001 


D 7.6/4:Sp 2/rep. 


United States. Defense Logistics Services Center. 


Spark plugs. — Reprint, Oct. 27, 1978.— Battle Creek, 
Mich. : Dept. of Defense, [Office of the Assistant Secretary 
of Defense (Manpower, Reserve Affairs, and Logistics)], 
Defense Logistics Agency, Defense Logistics Services Center, 
1971- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm.— (Federal item identification guide FIIG ; 
A104) 

Loose-leaf for updating. 
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1. *United States — Armed Forces — Supplies and stores 
— Classification. I. Title. II. Series. 


OCLC 2092702 


79-2002 


D 7.6/4:Sp 8/rep.977/ch.1 


United States. Defense Logistics Services Center. 


Springs and component parts. — Reprint, Sep. 30, 1970. — 
Battle Creek, Mich. Dept. of Defense, [Office of the 
Assistant Secretary of Defense (Manpower, Reserve Affairs, 
and Logistics)], Defense Logistics Agency, Defense Logistics 
Services Center, 1970- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm. — (Federal item identification guide FIIG ; T 
251) 

Loose-leaf for updating. 
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OCLC 2152162 


79-2003 


D 7.6/4:St 2/rep./ch.1 


United States. Defense Logistics Services Center. 


Starter, engine, electrical.— Reprint, Apr. 15, 1977.— 
Battle Creek, Mich. Dept. of Defense, [Office of the 
Assistant Secretary of Defense (Manpower, Reserve Affairs, 
and Logistics)], Defense Logistics Agency, Defense Logistics 
Services Center, 1970- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm. — (Federal item identification guide FIIG ; A 
234) 

Loose-leaf for updating. 

Contents: Change 1, July 7, 1978. 
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1. *United States — Armed Forces — Supplies and stores 
— Classification. I. Title. Il. Series. 
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79-2004 
D 7.6/4:St 8/2/ch.5 
United States. Defense Logistics Services Center. 

Strainer elements. — Battle Creck, Mich. Dept. of 
Defense, [Office of the Assistant Secretary of Defense 
(Manpower, Reserve Affairs, and Logistics)], Defense Lo- 
gistics Agency, Defense Logistics Services Center, 1970- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm. — (Federal item identification guide FIIG ; A 
098) 

Loose-leaf for updating. 

Contents: Change 5, July 7, 1978. 
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79-2005 
D 7.6/4:Su 1/ch.9 
United States. Defense Logistics Services Center. 
Subassemblies / Dec. 12, 1969. — Battle Creek, Mich. : 
Dept. of Defense, [Office of the Assistant Secretary of 
Defense (Mapower, Reserve Affairs, and Logistics)], Defense 
Logistics Agency, Defense Logistics Services Center, 1969- 
(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 
v. ; 26 cm. — (Federal item identification guide FIIG ; T 
012) 
Loose-leaf for updating. 
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79-2006 
D 7.6/4:Su 7/2/rep./ch.2 
United States. Defense Logistics Services Center. 
Surgical needles.— Reprint, May 30, 
Creek, Mich. 
Defense Logistics Services Center, 1970- 
(Price upon application) DLSC-AP SA_ 1631, Federal 
Center, 49016 
v. ; 26 cm. — (Federal item identification guide FIIG ; A 
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1975. — Battle 
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79-2007 


D 7.6/4:Su 7/3/rep.976/ch.2 


United States. Defense Logistics Services Center. 


Surgical sutures.— Reprint, Nov. 26, 1976. — Battle 
Creek, Mich. : Dept. of Defense, [Office of the Assistant 
Secretary of Defense (Manpower, Reserve Affairs, and Lo- 
gistics)], Defense Logistics Agency, Defense Logistics Ser- 
vices Center, 1970- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm. — (Federal item identification guide FIIG ; A 
219) 

Loose-leaf for updating. 

Contents: Change 2, June 23, 1978. 
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1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. II. Series. 


OCLC 2092477 


79-2008 
D 7.6/4:Su 7/4/rep.977 /ch.1 
United States. Defense Logistics Services Center. 

Surgical dressings. — Reprint, July 22, 1977. — Battle 
Creek, Mich. : Dept. of Defense, [Office of the Assistant 
Secretary of Defense (Manpower, Reserve Affairs, and Lo- 
gistics)], Defense Logistics Services Center, 1970- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm. — (Federal item identification guide FIIG ; T 
006) 

Loose-leaf for updating. 
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— Classification. I. Title. II. Series. 


OCLC 2094058 


79-2009 
D 7.6/4:Sw 6/2/rep./ch.1 
United States. Defense Logistics Services Center. 

Switch, nonrotary.— Reprint, Oct. 1, 1976. — Battle 
Creek, Mich. : Dept. of Defense, [Office of the Assistant 
Secretary of Defense (Manpoower, Reserve Affairs, and Lo- 
gistics)], Defense Logistics Agency, Defense Logistics Ser- 
vices Center, 1969- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm. — (Federal item identification guide FIIG ; A 
053) 
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79-2010 
D 7.6/4:Sw 6/4/974/ch.7 
United States. Defense Logistics Services Center. 

Switch, sensing / Feb. 15, 1974. — Battle Creek, Mich. : 
Dept. of Defense, [Office of the Assistant Secretary of 
Defense (Manpower, Reserve Affairs, and Logistics)], 
Defense Logistics Agency, Defense Logistics Services Center, 
1974- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm. — (Federal item identification guide FIIG ; A 
048 A) 

Loose-leaf for updating. 

Contents: Change 7, July 21, 1978. 
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1. *United States — Armed Forces — Supplies and stores 
— Classification. I. Title. II. Series. 


OCLC 2535629 


79-2011 
D 7.6/4:Sy 7/rep./ch.1 
United States. Defense Logistics Services Center. 

Synchros and resolvers. — Reprint, Sept. 16, 1977. — Bat- 
tle Creek, Mich. : Dept. of Defense, [Office of the Assistant 
Secretary of Defense (Manpower, Reserve Affairs, and Lo- 
gistics)], Defense Logistics Agency, Defense Services Center, 
1970- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm. — (Federal item identification guide FIIG ; A 
078) 

Loose-leaf for updating. 

Contents: Change 1, Oct. 27, 1978. 
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79-2012 
D 7.6/4:T 11/rep.976/ch.2 
United States. Defense Logistics Services Center. 
Tableware. — Reprint, Aug. 6, 1976.— Battle Creck, 
Mich. : Dept. of Defense, [Office of the Assistant Secretary 
of Defense (Manpower, Reserve Affairs, and Logistics) ], 
Defense Logistics Agency, Defense Logistics Services Center, 
1970- 
(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 
v. ; 26 cm. — (Federal item identification guide FIIG ; T 
106) 
Loose-leaf for updating. 
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79-2013 
D 7.6/4:T 16/ch.7 
United States. Defense Logistics Services Center. 
Taps, dies, and chasers; hand and machine / July 10, 1970. 
— Battle Creek, Mich. : Dept. of Defense, [Office of the 
Assistant Secretary of Defense (Manpower, Reserve Affairs, 
and Logistics)], Defense Logistics Agency, Defense Logistics 
Services Center, 1970- 
(Price upon application) Federal Center, ATTN: DLSC-AP 
, 49016 
v. ; 26 cm. — (Federal item identification guide FIIG ; A 
136) 
Loose-leaf for updating. 
Contents: Change 7, June 23, 1978. 
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1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. Hl. Series. 


OCLC 2152309 


79-2014 
D 7.6/4:T 27/973/ch.6 
United States. Defense Logistics Services Center. 

Terminal boards / Aug. 17, 1973. — Battle Creek, Mich. : 
Dept. of Defense, [Office of the Assistant Secretary of 
Defense (Manpower, Reserve Affairs, and Logistics)], 
Defense Logistics Agency, Defense Logistics Services Center, 
1973- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm. — (Federal item identification guide FIIG ; A 
O11 A) 

Loose-leaf for updating. 

Contents: Change 6, June 23, 1978. 
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1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. II. Series. 


OCLC 2152337 


79-2015 
D 7.6/4:T 28/3/ch.1 
United States. Defense Logistics Services Center. 

Test sets. — Battle Creek, Mich. Dept. of Defense, 
[Office of the Assistant Secretary of Defense, (Manpower, 
Reserve Affairs, and Logistics)], Defense Logigistics Agency, 
Defense Logistics Services Center, 1970- 

(Price upon application) Federal Center, ATTN: DLSC-AP 
, 49016 

v. ; 26 cm. — (Federal item identification guide FIIG ; T 
228) 

Loose-leaf for updating. 

INTERIM. 
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1. United States. — Armed Forces — Supplies and stores — 
Classification. I. Title. Il. Series. 


OCLC 2087773 





79-2016 
D 7.6/4:T 48/rep./ch.1 
United States. Defense Logistics Services Center. 

Time measuring instruments. — Reprint, Aug. 20, 1976. — 
Battle Creek, Mich. Dept. of Defense, [Office of the 
Assistant Secretary of Defense (Manpower, Reserve Affairs, 
and Logistics)], Defense Logistics Agency, Defense Logistics 
Services Center, 1971- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm. — (Federal item identification guide FIIG ; T 
270) 

Loose-leaf for updating. 

INTERIM. 

Contents: Change |, July 7, 1978. 
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1. *United States — Armed Forces — Supplies and stores 
— Classification. I. Title. II. Series. 


OCLC 2152400 


79-2017 
D 7.6/4:T 68/rep/ch.2 
United States. Defense Logistics Services Center. 

Miscellaneous transmission components. — Reprint, Nov. 
21, 1975. — Battle Creek, Mich. : Dept. of Defense, [Office 
of the Assistant Secretary of Defense, (Manpower, Reserve 
Affairs, and Logistics)], Defense Logistics Agency, Defense 
Logistics Services Center, 1971- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm. — (Federal item identification guide FIIG ; T 
224) 

Loose-leaf for updating. 

INTERIM. 

Contents: Change 2, July 7, 1978. 

pbk. 

1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. II. Series. 


OCLC 2152423 


79-2018 
D 7.6/4:T 68/2/ch.7 
United States. Defense Logistics Services Center. 
Transmission chain / May 14, 1971. — Battle Creek, Mich. 
: Dept. of Defense, [Office of the Assistant Secretary of 
Defense (Manpower, Reserve Affairs, and  Logistics)], 
Defense Logistics Agency, Defense Logistics Services Center, 
1971- 
(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 
v. ; 26 cm. — (Federal item identification guide FIIG ; T 
353) 
Loose-leaf for updating. 
INTERIM. 
Contents: Change 7, July 7, 1978. 
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79-2019 


D 7.6/4:T 75/2/ch.1 


United States. Defense Logistics Services Center. 


Trousers and trouser-like garments / May 12, 1978. — Bat- 
tle Creek, Mich. : Dept. of Defense, [Office of the Assistant 
Secretary of Defense (Manpower, Reserve Affairs, and Lo- 
gistics)], Defense Logistics Agency, Defense Logistics Ser- 
vices Center, 1978- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v.: ill. ; 26 cm. — (Federal item identification guide FIIG 
; A 249) 

Loose-leaf for updating. 

Contents: Change 1, July 7, 1978. 

pbk. 

1. *United States — Armed Forces — Supplies and stores 


— Classification. I. Title. II. Series. 


OCLC 3587392 


79-2020 
D 7.6/4:T 84/rep./ch.1 
United States. Defense Logistics Services Center. 

Turnbuckles; clevis/connector rod ends and tie rods. — 
Reprint, May 13, 1977.— Battle Creek, Mich. : Dept. of 
Defense, [Office of the Assistant Secretary of Defense 
(Manpower, Reserve Affairs, and Logistics)], Defense Lo- 
gistics Agency, Defense Logistics Services Center, 1970- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm. — (Federal item identification guide FIIG ; A 
264) 

Loose-leaf for updating. 

Contents: Change |, July 21, 1978. 

pbk. 

1. *United States — Armed Forces — Supplies and stores 


— Classification. I. Title. II. Series. 


OCLC 2152486 


79-2021 
D 7.6/4:V 13/rep./ch.3 
United States. Defense Logistics Services Center. 

Vacuum pumps. — Reprint, Feb. 18, 1977. — Battle Creek, 
Mich. : Dept. of Defense, [Office of the Assistant Secretary 
of Defense (Manpower, Reserve Affairs, and Logistics)], 
Defense Logistics Agency, Defense Logistics Services Center, 
1968- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm. — (Federal item identification guide FIIG ; A 
067) 

Loose-leaf for updating. 

Contents: Change 3, July 7, 1968. 

pbk. 

1. United States — Armed Forces — Supplies and stores — 

I. Title. 


Classification. II. Series. 


OCLC 2087511 





Defense Logistics Agency — Cameron Station 


79-2022 
D 7.6/4:V 24/5/rep.977/ch.3 
United States. Defense Logistics Services Center. 

Valve seats.— Reprint, Mar. 4, 1977. — Battle Creek, 
Mich. : Dept. of Defense, [Office of the Assistant Secretary 
of Defense (Manpower, Reserve Affairs, and Logistics)], 
Defense Logistics Agency, Defense Logistics Services Center, 
1970- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm. — (Federal item identification guide FIIG ; A 
155) 

Loose-leaf for updating. 

Contents: Change 3, July 7, 1978. 

pbk. 

1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. II. Series. 


OCLC 3211724 


79-2023 
D 7.6/4:V 24/973/rep. 
United States. Defense Logistics Services Center. 
Valves, general purpose, and drain cocks. — Reprint, June 

9, 1978. — Battle Creek, Mich. : Dept. of Defense, [Office of 
the Assistant Secretary of Defense (Manpower, Reserve Af- 
fairs, and Logistics)], Defense Logistics Agency, Defense Lo- 
gistics Services Center, 1973- 


(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 


v. : ill. ; 26 cm. — (Federal item identification guide FIIG 
; A 046 A) 

Loose-leaf for updating. 

June 3, 1978. 

This reprint replaces FIIG A046A dated Oct. 19, 1973, in- 
corporated Changes 1-5, and includes current changes. 

@ltem 314-A 

pbk. 

1. *United States — Armed Forces — Supplies and stores 
— Classification. I. Title. II. Series. 


OCLC 2536676 


79-2024 
D 7.6/4:W 27/976/ch.4 
United States. Defense Logistics Services Center. 

Washers / Mar. 5, 1976. — Battle Creek, Mich. : Dept. of 
Defense, [Office of the Assistant Secretary of Defense 
(Manpower, Reserve Affairs, and Logistics)], Defense Lo- 
gistics Agency, Defense Logistics Services Center, 1976- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 


v. ; 26 cm. — (Federal item identification guide FIIG ; A 
022 A) 

Loose-leaf for updating. 

Contents: Change 4, Apr. 1, 1977. 

pbk. 


1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. Il. Series. 


OCLC 2103226 
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79-2025 


D 7.6/4:W 27/976/ch.6 


United States. Defense Logistics Services Center. 


Washers / Mar. 5, 1976. — Battle Creek, Mich. : Dept. of 
Defense, [Office of the AssistantSecretary of Defense 
(Manpower, Reserve Affairs, and Logistics)], Defense Lo- 
gistics Agency, Defense Logistics Services Center, 1976- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm. — (Federal item identification guide FIIG ; A 
022 A) 

Loose-leaf for updating. 

Contents: Change 6, May 26, 1978. 

pbk. 

1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. II. Series. 


OCLC 2103226 


79-2026 


D 7.6/4:W 36/ch.8 


United States. Defense Logistics Services Center. 


Waveguide / Nov. 14, 1969. — Battle Creek, Mich. : Dept. 
of Defense, [ Office of the Assistant Secretary of Defense 
(Manpower, Reserve Affairs, and Logistics)], Defense Lo- 
gistics Agency, Defense Logistics Services Center, 1969- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. : ill. ; 26 cm. — (Federal item identification guide FIIG 
; A 073) 

Loose-leaf for updating. 

Contents: Change 8, Sept. 1, 1978. 

pbk. 

1. *United States — Armed Forces — Supplies and stores 
— Classification. I. Title. II. Series. 


OCLC 3520604 


79-2027 


D 7.6/4:W 45/rep./ch.1 


United States. Defense Logistics Services Center. 


Miscellaneous welding, soldering, and brazing supplies and 
accessories. — Reprint, Apr. 1, 1977. — Battle Creek, Mich. : 
Dept. of Defense, [Office of the Assistant Secretary of 
Defense (Manpower, Reserve Affairs, and Logistics)], 
Defense Logistics Agency, Defense Logistics Services Center, 
Defense Logistics Services Center, 197 1- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm. — (Federal item identification guide FIIG ; T 
166) 

Loose-leaf for updating. 

INTERIM. 

Contents: Change |, Aug. 18, 1978. 

pbk. 

1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. Il. Series. 


OCLC 2547758 





79-2028 
D 7.6/4:W 92/2/ch.6 
United States. Defense Logistics Services Center. 

Wrenches and components, hand, nonpowered / July 31, 
1970. — Battle Creek, Mich. : Dept. of Defense, [Office of 
the Assistant Secretary of Defense (Manpower, Reserve Af- 
fairs, and Logistics)], Defense Logistics Agency, Defense Lo- 
gistics Services Center, 1970- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm. — (Federal item identification guide FIIG ; A 
102) 

Loose-leaf for updating. 

Contents: Change 6, Apr. 28, 1978. 

pbk. 

1. *United States — Armed Forces — Supplies and stores 
— Classification. I. Title. II. Series. 


OCLC 2395287 


79-2029 
D 7.6/4:X 1/rep.977/ch.1 
United States. Defense Logistics Services Center. 

X-ray equipment and supplies: medical, dental, and veteri- 
nary. — Reprint, Nov. 11, 1977.— Battle Creek, Mich. 
Dept. of Defense, [Office of the Assistant Secretary of 
Defense (Manpower, Affairs, and Logistics)], 
Defense Logistics Agency, Defense Logistics Services Center, 
1971- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm. — (Federal item identification guide FIIG ; T 
140) 

Loose-leaf for updating. 

INTERIM. 

Contents: Change 1, Aug. 4, 1978. 

pbk. 

1. *United States — Armed Forces — Supplies and stores 

I. Title. 


Reserve 


— Classification. II. Series. 


OCLC 2152658 


79-2030 
D 7.6/7:4215.48/4 
Defense Industrial Plant Equipment Center. 

Secondary metal forming and cutting machines. — Mem- 
phis, Tenn. Dept. of Defense, [Office of the Assistant 
Secretary of Defense (Manpower, Reserve Affairs, and Lo- 
gistics)], Defense Logistics Agency, Defense Industrial Plant 
Equipment Center ; Washington : 
Docs., U.S. Govt. Print. Off., 1978. 

20402 

iii, 348 p. ; 28 em. — (DLAH ; 4215.48) (NAVSUP PUB 
; 5551) (Air Force regulation ; 78-53) (MCO ; P4870.56C) 
(Industrial plant equipment handbook ) 

SB 708-3400-8. 

FSC 3441, 3442, 3443, 3444, 3445, 3446, 3447, 3448, and 
3449! 

July 14, 1978. 

This DLAH supersedes DLAH 4215.48/SB_ 708-3400- 
8/NAVSUP Pub 5551/AFR 78-53/MCO P4870.56B, Mar. 
28, 1975. 

@licm 314-A 

S/N 008-007-03000- 1 

pbk. : $6.25 


for sale by the Supt. of 


Government Publications — January 1979 


1. United States. Dept. of Defense — Procurement. 2. 
Machine-tools — Catalogs. I. Title. II. Series. III. Series: 
United States. Defense Logistics Agency. DLAH ; 4215.48. 


OCLC 4325405 


ARMY DEPARTMENT 
Defense Dept. 
Washington, DC 20310 


79-2031 
D 101.2:C 49/4/978 
Twenty-fourth civilian aides and sixteenth secretariat con- 
ference. — Washington : [Dept. of Defense], Dept. of the 
Army, 1978. 
20310 
[36] p.: ill., map ; 28 cm. 
Meeting held April 16-18, 1978 at Fort Lesley J. McNair, 
Washington, D.C. 
@ltem 325 
pbk. 
1. United States. Dept. of the Army — Officials and em- 
ployees. 


OCLC 4332482 


79-2032 
D 101.20:1-93 J § 
United States. Dept. of the Army. 
ATC chief. — [Washington : Dept. of Defense], Dept. of 
the Army, Headquarters, 1977, 1978 printing. 
US Army AG Publications Center, 2800 Eastern Bou- 
levard, Baltimore, Md. 21220 
v.: ill. ; 26 cm. — (Field manual ; FM 1-93 J 5) 
MOS 93], skill levels 4-5 and MOS 93H, skill level 4. 
Dec. 17, 1976. 
Issued March 1977. 
Soldier's manual. 
@ltem 324 
pbk. 
1. United States. Army — Handbooks, manuals, etc. 
Air traffic control — Handbooks, manuals, etc. I. Title. 


OCLC 4326702 


79-2033 
D 101.20:5-51 G/CM 
United States. Dept. of the Army. 
Materials quality specialist. —[{Washington : Dept. of 
Defense], Dept. of the Army, Headquarters, 1978- 
US Army AG Publications Center, 2800 Eastern Bou- 
levard, Baltimore, Md. 21220 
v.: ill. ; 26 cm. — (Field manual ; FM 5-51 G/CM) 
MOS 51G. 
Commander's manual. 
Oct. 31, 1978. 
Prepared by the United States Army Engineer School. 
@ltem 324 
pbk. 
1. United States. Army — Handbooks, manuals, etc. 2 
Soil mechanics. I. United States. Army Engineer School, 
Fort Belvoir, Va. II. Title. 


OCLC 4377839 





Army Department — Defense Dept. 


79-2034 
D 101.20:5-51 T/CM/ 
United States. Dept. of the Army. 
Technical engineering supervisor. — [Washington : Dept. 
of Defense], Dept. of the Army, Headquarters, 1978- 
US Army AG Publications Center, 2800 Eastern Bou- 
levard, Baltimore, Md. 21220 
v.: ill. ; 26 cm. — (Field manual ; FM 5-51 T/CM) 
MOS SIT. 
Commander’s manual. 
Oct. 31, 1978. 
Prepared by the United States Army Engineer School. 
@ltem 324 
pbk. 
1. United States. Army — Handbooks, manuals, etc. 2. 
Engineers. I. United States. Army Engineer School, Fort 
Belvoir, Va. _ II. Title. 


OCLC 4377771 


79-2035 
D 101.20:6-42 
United States. Dept. of the Army. 

Field artillery battalion, Lance. — [Washington : Dept. of 
Defense], Dept. of the Army, Headquarters, 1978- 

US Army AG Publications Center, 2800 Eastern Bou- 
levard, Baltimore, Md. 21220 

v.: ill. ; 26 cm. — (Field manual ; FM 6-42) 

Aug. 30, 1978. 

This FM together with (C) FM 6-42-1, Aug. 30, 1978, su- 
persedes FM 6-36, 30 April 1973; and (C) FM 6-42, 14 June 
1964, including all changes. 

@ltem 324 

pbk. 

1. United States. Army — Handbooks, manuals, etc. 2. 
Guided missiles. I. Title. 


OCLC 4369872 


79-2036 
D 101.20:8-91 D 1/2/ch.1 
United States. Dept. of the Army. 
Soldier’s manual Operating room _ specialist. — 
[Washington : Dept. of Defense], Dept. of the Army, 1977-] 
AG Publications Center, 2800 Eastern Boulevard, Bal- 
timore, Md. 21220 
v.: ill. ; 26 cm. — (Field manual ; FM 8-91 D 1/2) 
Stock number & price incorrectly printed in change 1. 
Contents: Change 1, Aug. 14, 1978. 
@ltem 324 
S/N 008-020-0075 1-0 
pbk. : $2.00 
1. United States. Army — Handbooks, manuals, etc. 2. 
Operating room technicians — Handbooks, manuals, etc. I. 
Title. II. Title: Operating room specialist : soldier’s manual. 


OCLC 3422493 


79-2037 
D 101.20:9-24 L/CM 
United States. Dept. of the Army. 
Improved Hawk launcher and mechanical systems repairer. 
— [Washington : Dept. of Defense], Dept. of the Army, 
Headquarters, 1978- 
US Army AG Publications Center, 2800 Eastern Bou- 
levard, Baltimore, Md., 21220 
v.: ill. ; 26 cm. — (Field manual ; FM 9-24 LC/M) 
MOS 24L. 
Soldicr’s manual. 
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Oct. 2, 1978. 

@ltem 324 

pbk. 

1. United States. Army — Handbooks, manuals, etc. 2. 
Hawk (Missile)— Maintenance and _ repair — Handbooks, 
manuals, etc. I. Title. 


OCLC 4340771 


79-2038 


D 101.20:9-44 B 1/2 


United States. Dept. of the Army. 


Metalworker. — [Washington : Dept. of Defense], Dept. of 
the Army, Headquarters, 1977- 

US Army AG Publications Center, 2800 Eastern Bou- 
levard, Baltimore, Md. 21220 

v.: ill. ; 26 cm. — (Field manual! ; FM 9-44 B 1/2) 

MOS 44B, skill level 1 and 2. 

Soldier’s manual. 

Jan. 11, 1977. 

@ltem 324 

pbk. 

1. United States. Army — Handbooks, manuals, etc. 2. 
Metal-work — Handbooks, manuals, etc. I. Title. 


OCLC 4355000 


79-2039 


D 101.20:10-23/2 


United States. Dept. of the Army. 


Army food service operations. — Washington : [Dept. of 
Defense], Dept. of the Army, Headquarters, 1978- 

US Army AG Publications Center, 2800 Eastern Bou- 
levard, Baltimore, Md. 21220 

v.: ill. ; 26cm. — (Field manual ; FM 10-23) 

Sept. 29, 1978. 

This publication supersedes FM 10-23, Oct. 15, 1974. 

@ltem 324 

pbk. 

1. United States. Army — Handbooks, manuals, etc. 2. 
United States. Army — Commissariat. I. Title. 


OCLC 4368089 


79-2040 


D 101.20:10-76 X/CM/rev. 


United States. Dept. of the Army. 


Subsistence supply specialist. — [Washington Dept. of 
Defense], Dept. of the Army, Headquarters, 1978- 

US Army AG Publications Center, 2800 Eastern Bou- 
levard, Baltimore, Md. 21220 

v.: ill. ; 26 cm. — (Field manual ; FM 10-76 X/CM) 

MOS 76X. 

Commander’s manual. 

Prepared by the USA Quartermaster school. 

This manual supersedes FM 10-76X/CM, with changes, 
Jan. 31, 1977. 

Nov. 6, 1978. 

@ltem 324 

pbk. 

1. United States. Army — Handbooks, manuals, etc. 2. 
United States. Army — Supplies and stores. I. United States. 
Army Quartermaster School, Fort Lee, Va. II. Title. 


OCLC 4355051 





79-2041 


D 101.20:10-76 X 4 


United States. Dept. of the Army. 


Subsistence supply specialist. — [Washington : Dept. of 
Defense], Dept. of the Army, Headquarters, 1978- 

US Army AG Publications Center, 2800 Eastern Bou- 
levard, Baltimore, Md. 21220 

v. : ill. ; 26 cm. — (Field manual ; FM 10-76 X 4) 

MOS 76X, skill level 4. 

Soldier's manual. 

Prepared by the US Army Quartermaster School. 

This manual supersedes FM 10-76X4, with changes, Feb. 
15, 1977. 

Nov. 6, 1978. 

@ltem 324 

pbk. 

1. United States. Army — Handbooks, manuals, etc. 2. 
United States. Army — Supplies and stores. I. United States. 
Army Quartermaster School, Fort Lee, Va. Il. Title. 


OCLC 4355087 


79-2042 


D 101.20:10-500/ch.3 
United States. Dept. of the Army. 

Airdrop of supplies and equipment : general information 
for rigging airdrop platforms. — [Washington : Dept. of 
Defense], Dept. of the Army, 1975- 

US Army AG Publications Center, 2800 Eastern Bou- 
levard, Baltimore, Md. 21220 

v.: ill. ; 26 cm. — (Field manual ; FM 10-500) (Technical 
order - Dept. of the Air Force ; TO 13C7-1-5) 

This change supersedes Cl, Jan. 14, 1976 and C2, Sept. 
30, 1976. 

Contents: Change 3, June 30, 1977. 

@ltem 324 

pbk. 

1. United States. Army — Handbooks, manuals, etc. 2. 
United States. Dept. of the Air Force — Handbooks, 
manuals, etc. 3. Parachutes — Rigging — Handbooks, 
manuals, etc. I. Title. II. Series: United States. Dept. of 
the Air Force. Technical order ; TO 13C7-1-5. 


OCLC 2812512 


79-2043 
D 101.20:11-05 C/CM 
United States. Dept. of the Army. 

Radio teletype operator.— [Washington : Dept. of 
Defense], Dept. of the Army, Headquarters, 1978- 

US Army AG Publications Center, 2800 Eastern Bou- 
levard, Baltimore, Md. 21220 

v.: ill. ; 26 cm. — (Field manual ; FM 11-05 C C/M) 

MOS 05C. 

Commander's manual. 

Oct. 2, 1978. 

@ltem 324 

pbk. 

1. United States. Army — Handbooks, manuals, etc. 
Radioteletype. I. Title. 


OCLC 4340698 


Government Publications — January 1979 


79-2044 
D 101.20:11-36 K 
United States. Dept. of the Army. 

Tactical wire operations specialist. — [Washington : Dept. 
of Defense], Dept. of the Army, Headquarters : for sale by 
the Supt. of Docs., U.S. Govt. Print. Off., 1978- 

20402 

v.: ill. ; 26 cm. — (Field manual ; FM 11-36 K) 

MOS 36K, skill levels 1 and 2. 

Soldier's manual. 

July 14, 1978. 

Stock number is incorrectly printed in the publication. 

@litem 324 

S/N 008-020-00753-6 

pbk. : $4.70 

1. United States. Army — Handbooks, manuals, etc. 2. 
Telecommunication — Apparatus and supplies — Main- 
tenance and repair. I. Title. 


OCLC 4325661 


79-2045 
D 101.20:19-4 
United States. Dept. of the Army. 

Military police combat support : theater of operations. — 
[Washington : Dept. of Defense], Dept. of the Army, 
Headquarters, 1977- 

US Army AG Publications Center, 2800 Eastern Bou- 
levard, Baltimore, Md. 21220 

v.: ill. ; 26 cm. — (Field manual ; FM 19-4) 

This manual supersedes FM 19-4, June 1969. 

@ltem 324 

pbk. 

1. United States. Army — Handbooks, manuals, etc. 2. 
United States. Army. Corps of Military Police. I. Title. 


OCLC 4349179 


79-2046 
D 101.20:42-11-14 
United States. Dept. of the Army. 

Maintenance and repair parts consumption planning guide 
for contingency operations : teletypewriter: TT-76/GGC & 
TT-98/FG. — [Washington : Dept. of Defense], Dept. of the 
Army, Headquarters, 1978- 

US Army AG Publications Center, 2800 Eastern Bou- 
levard, Baltimore, Md., 21220 

v.: ill. ; 26 cm. — (Field manual ; FM 42-11-14) 

NSN: 5815-00-503-2760, 5815-00-503-2764. 

LIN: V36762, V36899. 

Sept. 18, 1978. 

@ltem 324 

pbk. 

1. United States. Army — Handbooks, manuals, etc. 2. 
Teletype — Maintenance and repair — Handbooks, manuals, 
etc. I. Title. 


OCLC 4332471 


79-2047 
D 101.20:42-11-16 
United States. Dept. of the Army. 

Maintenance and repair parts consumption planning guide 
for contingency operations : repeater set, radio: AN/TRC- 
113. — [Washington : Dept. of Defense], Dept. of the Army, 
Headquarters, 1978- 

US Army AG Publications Center, 2800 Eastern Bou- 
levard, Baltimore, Md. 21220 

v.: ill. ; 26 em. — (Field manual ; FM 42-11-16) 
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Army Department — Defense Dept. 


NSN: 5820-00-868-821 1. 

LIN: R78062. 

Sept. 18, 1978. 

@ltem 324 

pbk. 

1. United States. Army — Handbooks, manuals, etc. 2. 
Radio — Maintenance and repair — Handbooks, manuals, 
etc. I. Title. 


OCLC 4335974 


79-2048 
D 101.20:42-11-17 
United States. Dept. of the Army. 

Maintenance and repair parts for consumption planning 
guide for contingency operations : electronics : switchboard, 
SB-22A/PT. — [Washington : Dept. of Defense], Dept. of the 
Army, Headquarters, 1978- 

AG Publications Center, 2800 Eastern Boulevard, Bal- 
timore, Md. 21220 

v. ; 26 cm. — (Field manual ; FM 42-11-17) 

April 12, 1978. 

NSN: 5805-00-715-6171. 

LIN: U81707. 

@ltcem 324 

pbk. 

1. United States. Army — Handbooks, manuals, etc. 2. 
Telephone switchboards — Maintenance and repair — Hand- 
books, manuals, etc. 3. Telephone switching systems, Elec- 
tronic — Maintenance and repair — Handbooks, manuals, 
etc. I. Title. 


OCLC 4356919 


79-2049 
D 101.20:44-16 F 
United States. Dept. of the Army. 
Light air defense artillery crewman. — [Washington : Dept. 
of Defense], Dept. of the Army, Headquarters, 1978- 
US Army AG Publications Center, 2800 Eastern Bou- 
levard, Baltimore, Md. 21220 
v.: ill. ; 26 cm. — (Field manual ; FM 44-16 F) 
MOS 16F, skill levels 1-4. 
Soldier’s manual. 
Oct. 13, 1978. 
Prepared by the US Army Air Defense School. 
@ltem 324 
pbk. 
1. United States. Army — Handbooks, manuals, etc. 2. 
Anti-aircraft artillery. I. United States. Army Air Defense 
School, Fort Bliss, Tex. Il. Title. 


OCLC 4378255 


79-2050 
D 101.22:18-2 
United States. Dept. of the Army. 

Management information systems : user's guide for indenti- 
fying automatic data processing equipment (ADPE) require- 
ments. — [Washington Dept. of Defense], Dept. of the 
Army, 1976- 

AG Publications Center, 2800 Eastern Boulevard, Bal- 
timore, Md. 21220 

v.; 27cm. — (DA pam 18 ; 2) 

Feb. 23, 1976. 

@ltem 327 (Rev. 1969) 

pbk. 
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1. United States. Army — Procurement. 2. Electronic 
data processing — Equipment and supplies. I. Title. II. 
Title: User’s guide for identifying automatic data processing 
equipment (ADPE) requirements. III. Series: United States. 
Dept. of the Army. DA pam 18 ; 2. 


OCLC 4329251 


79-2051 


D 101.22:18-2/ch.1 


United States. Dept. of the Army. 


Management information systems : user’s guide for indenti- 
fying automatic data processing equipment (ADPE) require- 
ments. — [Washington Dept. of Defense], Dept. of the 
Army, 1976- 

AG Publications Center, 2800 Eastern Boulevard, Bal- 
timore, Md. 21220 

v.;27cm.— (DA pam 18 ; 2) 

Contents: Change 1, April 9, 1976. 

@ltem 327 (Rev. 1969) 

pbk. 

1. United States. Army — Procurement. 2. Electronic 
data processing — Equipment and supplies. I. Title. Il. 
Title: User’s guide for identifying automatic data processing 
equipment (ADPE) requirements. III. Series: United States. 
Dept. of the Army. DA pam 18 ; 2. 


OCLC 4329251 


79-2052 


D 101.22:27-12/ch.1 


United States. Judge Advocate General's School, Charlot- 


tesville, Va. 

Legal assistance handbook. — Washington 
Defense, Dept. of the Army, Headquarters, 1974- 

20310 

v.; 28 cm. — (DA pam 27; 12) 

Contents: Change |, Aug. 18, 1977. 

pbk. 

1. Legal assistance to servicemen — United States. I. 
Title. Il. Series: United States. Dept. of the Army. DA pam 
27-342. 

KF337.5.A7A84 
343/.73/0143 
OCLC 1528820 


Dept. of 


79-2053 


D 101.22:27-12/ch.2 


United States. Judge Advocate General's School, Charlot- 


tesville, Va. 

Legal assistance handbook. — Washington : Dept. of 
Defensc, Dept. of the Army, Headquarters, 1974- 

20310 

v.; 28 cm. — (DA pam 27; 12) 

Contents: Change 2, May 10, 1978. 

@ltcm 327-E 

pbk. 

1. Legal assistance to servicemen — United States. I. 
Title. HI. Series: United States. Dept. of the Army. DA pam 
27 pads 
KF337.5.A7A84 
343/.73/0143 
OCLC 1528820 





79-2054 
D 101.22:140-1/3 
United States. Dept. of the Army. 

United States Army Reserve officers personnel develop- 
ment and utilization. — [Washington : Dept. of Defense], 
Dept. of the Army, 1978- 

AG Publications Center, 2800 Eastern Boulevard, Bal- 
timore, Md. 21220 

v.; 27 cm. — (DA pam 140; 1) 

Oct. 1, 1978. 

The proponent agency of this regulation is The Adjutant 
General's Office. 

@ltem 327-E 

pbk. 

1. United States. Army Reserve — Officers. I. 
States. Adjutant Gencral’s Office. II. Title. Ill. 
United States. Dept. of the Army. DA pam 140; 1. 


United 
Series: 


OCLC 4348369 


79-2055 
D 101.22:310-1/10 
‘ United States. Dept. of the Army. 

Index of administrative publications. — [Washington 
Dept. of Defense], Dept. of the Army, 1978- 

AG Publications Center, 2800 Eastern Boulevard, Bal- 
timore, Md. 21220 

v.;27 cm. — (DA pam 310; 1) 

Supersedes DA Pam 310-1, May 15, 1978. 

“Military publications.” 

Oct. 1, 1978. 

@ltcm 327-E 

pbk. 

1. United States. Army — Bibliography — Catalogs. I. 
Title. Il. Series: United States. Dept. of the Army. DA pam 
aoe; U. 


OCLC 4377864 


79-2056 
D 101.22:310-3/5 
United States. Dept. of the Army. 

Index of doctrinal, training, and organizational publica- 
tions. — [Washington : Dept. of Defense], Dept. of the 
Army, Headquarters, 1978- 

AG Publications Center, 2800 Eastern Boulevard, Bal- 
timore, Md. 21220 

v.; 27 cm. — (DA pam 310 ; 3) 

Supersedes DA Pam 310-3, June 1, 1977. 

“Military publications.” 

Sept. 1, 1978. 

@ltcm 327-E 

pbk. 

1. United States. Army — Bibliography — Catalogs. I. 
Title. Il. Series: United States. Dept. of the Army. DA pam 
310: 3. 


OCLC 4380647 


79-2057 
D 101.22:310-6/3 
United States. Dept. of the Army. 

Military publications : index of supply catalogs and supply 
manuals (excluding types 7, 8, and 9). — [Washington 
Dept. of Defense], Dept. of the Army, Headquarters, 1978- 

US Army AG Publications Center, 2800 Eastern Bou- 
levard, Baltimore, Md. 21220 

v.; 28 cm. — (DA pam 310 ; 6) 

Supersedes DA Pam 310-6, | July 1977 including changes. 
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July 1,1978. 

@ltem 327-E 

pbk. 

1. United States. Army — Supplies and stores — Catalogs. 
I. Title. HI. Title: Index of supply catalogs and supply 
manuals (excluding types 7, 8, and 9) III. Series: United 
States. Dept. of the Army. DA pam 310 ; 6. 


OCLC 4365952 


79-2058 
D 101.22:310-6/3/ch.1 
United States. Dept. of the Army. 

Military publications : index of supply catalogs and supply 
manuals (excluding types 7, 8, and 9). — [Washington 
Dept. of Defense], Dept. of the Army, Headquarters, 1978- 

US Army AG Publications Center, 2800 Eastern Bou- 
levard, Baltimore, Md. 21220 

v.; 28 cm. — (DA pam 310 ; 6) 

Change 1, Oct. 1, 1978. 

@ltem 327-E 

pbk. 

1. United States. Army — Supplies and stores — Catalogs. 
I. Title. II. Title: Index of supply catalogs and supply 
manuals (excluding types 7, 8, and 9) III. Series: United 
States. Dept. of the Army. DA pam 310 ; 6. 


OCLC 4365952 


79-2059 
D 101.22:420-8 
United States. Dept. of the Army. 
Facilities engineering manage ment handbook. — 
[Washington : Dept. of Defense], Dept. of the Army, 1978- 
AG Publications Center, 2800 Eastern Boulevard, Bal- 
timore, Md. 21220 
v.; 27 cm. — (DA pam 420 ; 8) 
Issued Sept. 15, 1978. 
Proponent agency of this regulation is the Office of the 
Chief of Engineers. 
@ltem 327-E 
pbk. 
1. United States. Army — Facilities. I. United States. 
Army. Corps of Engineers. HII. Title. III. Series: United 
States. Dept. of the Army. DA pam 420 ; 8. 


OCLC 4348242 


79-2060 
D 101.22:600-8-2/ch.3 
United States. Dept. of the Army. 

SIDPERS user manual : Standard Installation/Division Per- 
sonnel System : military personnel office level procedures. — 
[Washington : Dept. of Defense], Dept. of the Army, 1976- 

AG Publications Center, 2800 Eastern Boulevard, Bal- 
timore, Md. 21220 

v.; 27 cm.— (DA pam 600 ; 8-2) 

Contents: Change 3, Oct. 1, 1978 

@ltem 327-E 

pbk. 

1. United States. Army — Personnel management — Data 
processing. I. Title. II. Series: United States. Dept. of the 
Army. DA pam 600 ; 8-2. 


OCLC 4340659 





Army Department — Defense Dept. 


79-2061 
D 101.22:621-81/2/ 
United States. Dept. of the Army. 

The US Army Missile and Munitions Center and School 
apprenticeship program for the trade of electrical-instrument 
repairer. — Washington : Dept. of Defense, Dept. of the 
Army, Headquarters, 1978- 

AG Publications Center, 2800 Eastern Boulevard, Bal- 
timore, Md. 21220 

v.; 27 cm. — (DA pam 621 ; 81) 

Sept. 1, 1978. 

@ltem 327-E 

pbk. 

1. United States. Army Missile and Munitions Center and 
School, Redstone Arsenal, Ala. — Curricula. 2. Apprentices 
— United States. 3. Electronic instruments — Maintenance 
and repair. I. Title. II. Serics: United States. Dept. of the 
Army. DA pam 621 ; 81. 


OCLC 4367900 


79-2062 
D 101.22:621-90/ch.1 
United States. Dept. of the Army. 

The US Army Field Artillery School apprenticeship pro- 
gram for the trade of surveyor (artillery). — Washington : 
Dept. of Defense, Dept. of the Army, Headquarters, 1977- 

AG Publications Center, 2800 Eastern Boulevard, Bal- 
timore, Md. 21220 

v.; 27 cm. — (DA pam 621 ; 90) 

Contents: Change 1, June 15, 1978. 

@ltem 327-E 

pbk. 

1. United States. Army Field Artillery School, Fort Sill, 
Okla. — Curricula. 2. Apprentices— United States. 3. 
Military topography. I. Title. II. Series: United States. 
Dept. of the Army. DA pam 621 ; 90. 


OCLC 3535594 


79-2063 
D 101.22:621-98/ch.1 
United States. Dept. of the Army. 

The US Army Signal School apprenticeship program for 
the trade of line installer-repairer. — Washington : Dept. of 
Defense, Dept. of the Army, Headquarters, 1977- 

AG Publications Center, 2800 Eastern Boulevard, Bal- 
timore, Md. 21220 

v.; 27 cm.— (DA pam 621 ; 98) 

Contents: Change 1, Sept. 1, 1978. 

@ltem 327-E 

pbk. 

1. United States. Army Signal School — Curricula. 2. 
Telecommunication — Apparatus and supplies. 3. Ap- 
prentices — United States. I. Title. II. Series: United 
States. Dept. of the Army. DA pam 621 ; 98. 


OCLC 3569889 


79-2064 
D 101.22:621-105/ch.2 
United States. Dept. of the Army. 
The US Army Air Defense School apprenticeship program 
for the trade of electronic technician (radar). — Washington 
: Dept. of Defense, Dept. of the Army, Headquarters, 1978- 
AG Publications Center, 2800 Eastern Boulevard, Bal- 
timore, Md., 21220 
v.; 27cm. — (DA pam 621 ; 105) 
Contents: Change 2, Sept. 15, 1978. 
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@ltem 327-E 

pbk. 

1. United States. Army Air Defense School, Fort Bliss, 
Tex. — Curricula. 2. Apprentices — United States. 3. 
Radar — Repairing. I. Title. II. Series: United States. Dept. 
of the Army. DA pam 621 ; 105. 


OCLC 3675619 


79-2065 


D 101.22:621-108/ch.2 


United States. Dept. of the Army. 


The US Army Air Defense School apprenticeship program 
for the trade of electro-mechanical technician (weapons 
systems). — Washington : Dept. of Defense, Dept. of the 
Army, Headquarters, 1977- 

AG Publications Center, 2800 Eastern Boulevard, Bal- 
timore, Md. 21220 

v.; 27 cm. — (DA pam 621 ; 108) 

Contents: Change 2, Sept. 15, 1978. 

@ltem 327-E 

pbk. 

1. United States. Army Air Defense School, Fort Bliss, 
Tex. — Curricula. 2. Apprentices — United States. 3. Elec- 
tromechanical devices. I. Title. II. Series: United States. 
Dept. of the Army. DA pam 621 ; 108. 


OCLC 3549926 


79-2066 


D 101.22:621-120/ch.1 


United States. Dept. of the Army. 


The US Army Intelligence School apprenticeship program 
for the trade of electronic communication technician. — 
Washington : Dept. of Defense, Dept. of the Army, 
Headquarters, 1978- 

AG Publications Center, 2800 Eastern Boulevard, Bal- 
timore, Md. 21220 

v.; 27cm. — (DA pam 621 ; 120) 

Contents: Change 1, Aug. 1, 1978. 

@ltem 327-E 

pbk. 

1. United States. Army Intelligence School, Fort Devens, 
Mass. — Curricula. 2. Apprentices — United States. 3. 
Telecommunication. I. Title. HI. Series: United States. 
Dept. of the Army. DA pam 621 ; 120. 


OCLC 4110692 


79-2067 


D 101.22:621-128 


United States. Dept. of the Army. 


The US Army Signal School apprenticeship program for 
the trade of production coordinator (television and radio 
broadcast). — Washington : Dept. of Defense, Dept. of the 
Army, Headquarters, 1 978- 

AG Publications Center, 2800 Eastern Boulevard, Bal- 
timore, Md. 21220 

v.; 27 cm.— (DA pam 621 ; 128) 

Aug. 15, 1978. 

@ltem 327-E 

pbk. 

1. United States. Army Signal School, Fort Gordon, Ga. — 
Curricula. 2. Apprentices — United States. 3. Television 
broadcasting. 4. Radio broadcasting. I. Title. Il. Series: 
United States. Dept. of the Army. DA pam 621 ; 128. 


OCLC 4367866 





79-2068 
D 101.22:621-129 
United States. Dept. of the Army. 

The US Army Signal School apprenticeship program for 
the trade of control room technician (radio and television 
broadcasting). — Washington : Dept. of Defense, Dept. of the 
Army, Headquarters, 1978- 

AG Publications Center, 2800 Eastern Boulevard, Bal- 
timore, Md. 21220 

v.; 27 cm. — (DA pam 621 ; 129) 

Aug. 1, 1978. 

@ltem 327-E 

pbk. 

1. United States. Army Signal School, Fort Gordon, Ga. — 
Curricula. 2. Apprentices — United States. 3. Electronic 
technicians. I. Title. II. Series: United States. Dept. of the 
Army. DA pam 621 ; 129. 


OCLC 4367958 


79-2069 
D 101.22:621-130 
United States. Dept. of the Army. 

The US Army Signal School apprenticeship program for 
the trade of electronic mechanic (radar). — Washington 
Dept. of Defense, Dept. of the Army, Headquarters, 1978- 

AG Publications Center, 2800 Eastern Boulevard, Bal- 
timore, Md. 21220 

v.; 27 cm. — (DA pam 621 ; 130) 

Aug. 1, 1978. 

@ltem 327-E 

pbk. 

1. United States. Army Signal School, Fort Gordon, Ga. — 
Curricula. 2. Apprentices— United States. 3. Radar — 
Repairing. I. Title. Il. Series: United States. Dept. of the 
Army. DA pam 621 ; 130. 


OCLC 4368029 


79-2070 
D 101.22/3:706-410 
United States. Army Materiel! Development and Readiness 
Command. 

Electromagnetic compatibility. — [Alexandria, Va. : Dept. 
of Defense, Dept. of the Army], Army Materiel Development 
and Readiness Command, 1977. 

5001 Eisenhower Ave., 22333 

712 p. in various pagings : ill. ; 26 cm. — (Engineering 
design handbook) (DARCOM pamphlet ; DARCOM-P 706- 
410) 

March 1977. 

Includes bibliographical references. 

pbk. 

1. Radio — Interference. I. Title. Il. Title: Engineering 
design handbook : Electromagnetic compatibility. III. Se- 

rics: United States. Army Materiel! Development and Readi- 
ness Command. DARCOM pamphiet ; DARCOM-P 706-410 


OCLC 4380787 
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79-2071 


D 101.80:76-4 


Levy, Milton 


Erosion and fatigue behavior of coated titanium alloys for 
gas trubine engine compressor applications / Milton Levy and 
Joseph L. Morrossi. — Watertown, Mass. [Dept. of Defense, 
Dept. of the Army], Army Materials and Mechanics 
Research Center, 1976. 

02172 

15 p.: ill. ; 27 cm. — (AMMRC TR ; 76-4) 

Issued Feb. 1976. 

Includes bibliographical references. 

pbk. 

1. Titanium alloys — Testing. 2. Protective coatings. I. 
Morrossi, Joseph L , joint author. II. United States. Army 
Materials and Mechanics Research Center. III. Title. 


OCLC 4381580 


ENGINEERS CORPS 


Orders or requests for publications listed below which are not 
sold by the Supt. of Docs. should be sent to the preparing and 
issuing office indicated. Address requests to the U.S. Army 
Corps of Engineers and add the City and State shown. Publica- 
tions shown as initiated and issued by the Chief of Engineers 
should be ordered from Office of the Chief of Engineers, Publi- 
cations Depot, 890 Pickett St., Alexandria, Va. 22304. 


79-2072 
D 103.2:C 42/3/v.1-12 
Chesapeake Bay : future conditions report. — [ Baltimore, Md. : 
Dept. of Defense, Dept. of the Army, Corps of Engineers, 
Baltimore District ; Springfield, Va. : for sale by the National 
Technical Information Service, 1978] 

22161 

12 v. : ill. (some col.), maps ; 27 cm. 

Includes bibliographical references. 

Contents: v. 1. Summary.—v. 2. Study coordination, public 
participation.—v.3_ Economic and _ social profile.—v. 4. 
Water-related land resources.—v. 5. Water supply.—v. 6. 
Water quality.—v. 7. Recreation.—v. 8. Navigation, flood 
control, shoreline erosion.—v. 9. Fish and wildlife.—v. 10. 
Power, noxious weeds.—v. 11. Biota.—v. 12. Hydraulic 
model testing. 

@ltem 337 (microfiche) 

pbk. 

1. Chesapeake Bay. I. United States. Army. Corps of En- 
gincers. Baltimore District. 


OCLC 4365890 


79-2073 
D 103.2:M 69 0/2 
Branyan, Robert L 
Taming the mighty Missouri : a history of the Kansas City 
District, Corps of Engineers, 1907-1971 by Robert L 
Branyan. — Kansas City, Mo. : Dept. of Defense], Dept. of 
the Army, Corps of Engineers, Kansas City District, 1974. 
vili, 128 p. : ill., maps ; 27 cm. 
Includes bibliographical references. 
pbk. 
1. United States. Army. Corps of Engineers. Kansas City 
District — History. I. United States. Army. Corps of En- 
gineers. Kansas City District. II. Title 


OCLC 1861181 





Engineers Corps 


79-2074 
D 103.2:P 96/2/sum. 
United States. Army. Corps of Engineers. North Pacific Divi- 
sion. 

Summary report : pumped-storage potential of the Pacific 
Northwest. — Portland, Or. : [Dept. of Defense, Dept. of the 
Army], Corps of Engineers, North Pacific Division, 1972. 

97205 

18 p.: ill. ; 27 cm. 

Prepared for Power Planning Committee, Pacific 
Northwest River Basins Commission. 

Issued January 1972. 

pt. 1, Inventory of sites in western Washington, western 
Oregon, and Columbia River below Pasco; pt. 2. Integration 
of pumped-storage into the northwest regional electric power 
system. 

pbk. 

1. Pumped storage power plants — Northwest, Pacific. I. 
Pacific Northwest River Basins Commission. Power Planning 
Committee. If. Title. II. Title: Pumped-storage potential 
of the Pacific Northwest. 


OCLC 4336333 


79-2075 
D 103.2:Sa 1/3 
United States. Army. Corps of Engineers. Sacramento District. 

Status report : Sacramento-San Joaquin delta, California : 
investigation for flood and related water resource problems. 
— Sacramento, Calif. ‘Dept. of Defense, Dept. of the 
Army], Corps of Engineers, [Sacramento District, 1978?] 

[13] p. : ill., map (col.) ; 27 cm. 

@ltem 337 

pbk. 

1. Sacramento River watershed, Calif. 2. San Joaquin 
River watershed. I. Title. II. Title: Sacramento-San 
Joaquin delta, California, investigation for flood and related 
river resource problems. 


OCLC 4370760 


79-2076 
D 103.22:C 14/2 
United States. Army. Corps of Engineers. 

Cambridge Harbor, Maryland : communication from the 
Secretary of the Army Transmitting a Corps of Engincers re- 
port ...— Dept. ed. — Washington : Dept. of Defense, Dept. 
of the Army, Corps of Engineers, 1978. 

20401 

xiv, 277 : ill. , maps ; 26 cm. 

Also issued as House document no. 95-355. 

Includes bibliographical references. 

@item 334-A 

pbk. 

|. Cambridge, Md. — Harbor. I. Title. 


OCLC 4340849 


79-2077 
D 103.22:T 34 
United States. Army. Corps of Engincers. 

Theodore ship Channel, Mobile Harbor, Alabama : com- 
munication from the Secretary of the Army transmitting a 
special Corps of Engineer report ...— Dept. ed. — Washing- 
ton : Dept. of Defense, Dept. of the Army, Corps of En- 
gineers, 1978. 

20401 

xlii, 483 p. : ill, maps ; 27 cm. 

Also issued as House document no. 95-376. 
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Includes bibliographical references. 

@ltem 334-A 

pbk. 

1. Dredging — Environmental aspects — Alabama — Mo- 
bile region. 2. Mobile, Ala. — Harbor. I. Title. 


OCLC 4360779 


79-2078 


D 103.24/2:H-74-6 


Raney, Donald C 


Lake Erie International Jetport model feasibility investiga- 
tion : report 17-4 : numerical model feasibility study / by 
Donald C. Raney, Donald L. Durham, H. Lee Butler. — 
Vicksburg, Miss. : [Dept. of Defense, Dept. of the Army, 
Corps of Engineers], Waterways Experiment Station, Hydrau- 
lics Laboratory, 1977. 

157 p. in various pagings : ill., maps 27 cm. — 
(Technical report - Waterways Experiment Station ; H-74-6) 

Prepared for Lake Erie Regional Transportation Authority, 
Cleveland, Ohio under task 17 of LERTA second-phase air- 
port feasibility study. 

Issued April 1977. 

Report 4 of a series. 

Bibliography: p. 143-145. 

pbk. 

1. Airports — Erie, Lake — Design and construction. 2. 
Hydrodynamics. I. Durham, Donald L , joint author. II. 
Butler, H Lee, joint author. III. United States. Waterways 
Experiment Station, Vicksburg, Miss. Hydraulics Laboratory. 
IV. Lake Erie Regional Transportation Authority. V. Title. 
VI. Series: United States. Waterways Experiment Station, 
Vicksburg, Miss. Technical report - Waterways Experiment 
Station ; H-74-6. 


OCLC 3344029 


79-2079 


D 103.24/2:H-75-4/rp.4 


Los Angeles and Long Beach harbors model study : report 4, 


model design / by Douglas G. Outlaw ... [et al.].— 
Vicksburg, Miss. : [Dept. of Defense, Dept. of the Army], 
Corps of Engineers, Waterways Experiment Station, Hydrau- 
lics Laboratory, 1977. 

P.O. Box 631, 39180 

81, [3] p., 25 leaves of plates : ill. ; 27 cm. — (Technical 
report - Waterways Experiment Station ; H-75-4) 

Prepared for U.S. Army Engineer District, Los Angeles, 
Calif. 

Issued Feb. 1977. 

Includes bibliograhical references. 

pbk. 

1. Los Angeles, Calif. — Harbor. 2. Long Beach, Calif. — 
Harbor. 3. Water waves. I. Outlaw, Douglas G_ II. United 
States. Army. Corps of Engineers. Los Angeles District. III. 
United States. Waterways Experiment Station, Vicksburg, 
Miss. Hydraulics Laboratory. IV. Series: United States. 
Waterways Experiment Station, Vicksburg, Miss. Technical 
report - Waterways Experiment Station ; H-75-4. 


OCLC 2891460 





79-2080 
D 103.24/2:H-77-1 
Bottin, Robert R 

Design for small-boat harbor improvements, Port Washing- 
ton Harbor, Wisconsin : hydraulic model investigation : final 
report / by Robert R. Bottin, jr. — Vicksburg, Miss. : [Dept. 
of Defense, Dept. of the Army, Corps of Engineers], Water- 
ways Experiment Station, Hydraulics Laboratory, 1977. 

P.O. Box 631, 39180 

179 p. in various pagings : ill., maps ; 27 cm. — 
(Technical report - Waterways Experiment Station ; H-77-1) 

Prepared for U.S. Army Engincer District, Chicago, Il- 
linois. 

Issued February 1977. 

Bibliography : p. 39-40. 

pbk. 

1. Port Washington, Wisc.— Harbor. 2. Harbors — 
Design and construction. 3. Hydraulic models. I. United 
States. Waterways Experiment Station, Vicksburg, Miss. 
Hydraulics Laboratory. II. United States. Army. Corps of 
Engineers. Chicago District. III. Title. IV. Series: United 
States. Waterways Experiment Station, Vicksburg, Miss. 
Technical report - Waterways Experiment Station ; H-77-1. 


OCLC 3440417 


79-2081 
D 103.24/2:H-77-2 
Rothwell, Edward D 
Old River existing low-sill control structure, Louisiana 
hydraulic model investigation : final report / by Edward D. 


Rothwell, John L. Grace, Jr. — Vicksburg, Miss. : [Dept of 


Defense, Dept. of the Army, Corps of Engineers], Army En- 
gineer Waterways Experiment Station, Hydraulics Laborato- 
ry, 1977. 

P.O. Box 631, 39180 

155 p. in various pagings : ill., maps 27 cm. — 
(Technical report - Waterways Experiment Station ; H-77-2) 

Prepared for U.S. Army Engineer District, New Orleans, 
Louisiana. 

Issued February 1977. 

Includes bibliographical references. 

pbk. 

1. Lower Old River, La. 2. Stilling basins. 3. Hydraulic 
models. 4. Hydraulic gates. 5. Flood control — Louisiana 
—Old River. I. Grace, John Linson, joint author. II 
United States. Waterways Experiment Station, Vicksburg, 
Miss. : Hydraulics Laboratory. Ill. United States. Army 
Corps of Engineers. New Orleans District. IV. Title. V. 
Scrics: United States. Waterways Experiment Station, 
Vicksburg, Miss. Technical report - Waterways Experiment 
Station ; H-77-2. 


OCLC 2847918 


79-2082 
D 103.24/2:H-77-4 
Foster, James E 
Lake Dardanelle, Arkansas River : hydraulic model in- 
vestigation / by James E. Foster, John J. Franco 
Vicksburg, Miss. : [Dept. of Defense, Dept. of the Army], 
Corps of Engineers, Waterways Experiment Station, Hydrau- 
lics Laboratory, 1977. 
P.O. Box 631, 39180 
26 p., 24 leaves of plates : ill. , 27 cm. - 
port - Waterways Experiment Station . H-77-4) 
Prepared for U.S. Army Engineer District, Litthe Rock 
Issued Mar. 1977. 
pbk. 


(Technical re- 
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1. Hydraulic models. 2. Dardanelle Reservoir, Ark. 1. 
Franco, John J , joint author. II. United States. Army 
Corps of Engineers. Little Rock District. Il. United States 
Waterways Experiment Station, Vicksburg, Miss. Hydraulics 
Laboratory. IV. Title. V. Series: United States. Waterways 
Experiment Station, Vicksburg, Miss. Technical report 
Waterways Experiment Station ; H-77-4. 


OCLC 2949594 


79-2083 
D 103.24/2:H-77-8 
George, John F 

Powcrhouse intake gate catapult study : Big Bend Dam, 
South Dakota, and Stockton, Harry S. Truman, and Clarence 
Cannon Dams, Missouri : hydraulic model investigation, final 
report / by John F. George, Glenn A. Pickering 
Vicksburg, Miss. : [Dept. of Defense, Dept. of the Army, 
Corps of Engineers], Waterways Experiment Station, Hydrau- 
lics Laboratory, 1977. 

P.O. Box 631, 39180 

77 p. in various pagings : ill., maps ; 27 cm. — (Technical 
report - Waterways Experiment Station ; H-77-8) 

Prepared for U.S. Army Engineer District, Omaha, Neb 
).S. Army Engineer District, St. Louis, Mo. 

Issued April 1977. 

Includes bibliographical references 

pbk. 

1. Big Bend Dam, S.D. 2. Clarence Cannon Dam, Mo 
3. Harry S. Truman Dam, Mo. 4. Stockton Dam, Mo. 5. 
Intakes (Hydraulic engineering) 6. Hydraulic models. 7 
Electric power-plants — United States. I. Pickering, Glenn 
A , joint author. Il. United States. Army. Corps of En- 
gineers. Omaha District. III. United States. Army. Corps of 
Engineers. Kansas City District. IV. United States. Army 
Corps of Engineers. St. Louis District. V. United States 
Waterways Experiment Station, Vicksburg, Miss. Hydraulics 
Laboratory. VI. Title. VII. Series: United States. Water- 
ways Experiment Station, Vicksburg, Miss. Technical report - 
Waterways Experiment Station ; H-77-8 


OCLC 3423124 


79-2084 
D 103.24/2:H-77-12 
Saunders, Peter E 
Pumping stations for Drainage District no. 17, Mississippi 
County, Arkansas : hydraulic model investigation, final report 
/ by Peter E Vicksburg, Miss {[Dept. of 
Defense, Dept. of the Army], Corps of Engineers, Waterways 
Experiment Station, Hydraulics Laboratory, 1977 
P.O. Box 631, 39180 
20, [17], 13 p.: ill. ; 27 cm (Technical report - Water 
ways Experiment Station ; H-77-12) 


Saunders 


Prepared for U.S. Army Engineer District, Memphis, Tenn 
Issued May 1977. 
Bibliography: p. 20 
pbk 

1. Drainage districts — Arkansas — Mississippi County. 2 
Hydraulic models. 3. Pumping stations. I. United States 
Army. Corps of Engineers. Memphis District. HH. United 
States. Waterways Experiment Station, Vicksburg, Miss 
Hydraulics Laboratory. UL. Tithe. IV. Series: United States 
Waterways Experiment Station, Vicksburg, Miss. Technical 
report - Waterways Experiment Station : H-77-12 


OCLC 3193894 





Engineers Corps 


79-2085 
D 103.24/2:H-77-15 
Curren, Charles R 

Imperial Beach, California design of structures for beach 
erosion control : hydraulic model investigation, final report / 
by Charles R. Curren, Claude E. Chatham, Jr. — Vicksburg, 
Miss. : [Dept. of Defense, Dept. of the Army], Corps of En- 
ginecrs, Waterways Experiment Station, Hydraulics Laborato- 
ry, 1977. 

P.O. Box 631, 39180 

44, [99], 12 p.: ill. ; 27 cm. — (Technical report - Water- 
ways Expcriment Station ; H-77-15) 

Prepared for U.S. Army Engineer District, Los Angcles, 
Calif. 

Issued Aug. 1977. 

Bibliography: p. 43-44. 

pbk. 

1. Beach erosion. 2. Breakwaters. 3. Hydraulic models. 
I. Chatham, Claude E , joint author. II. United States. 
Army. Corps of Engineers. Los Angeles District. III. United 
States. Waterways Experiment Station, Vicksburg, Miss. 
Hydraulics Laboratory. IV. Title. V. Series: United States. 
Watcrways Experiment Station, Vicksburg, Miss. Technical 
report - Waterways Experiment Station ; H-77-15. 


OCLC 3290647 


79-2086 
D 103.24/2:S-77-1 
Webster, Steve L 

Investigation of construction techniques for tactical bridge 
approach roads across soft ground : final report / by Steve L. 
Webster, James E. Watkins. — Vicksburg, Miss. : [Dept. of 
Defense, Dept. of the Army, Corps of Engineers], Waterways 
Experiment Station, Soils and Pavements Laboratory, 1977. 

P.O. Box 631, 39180 

81 p. in various pagings : ill. ; 27 em. — (Technical report 
- Waterways Experiment Station ; S-77-1) 

Prepared for Office, Chief of Engineers, U.S: Army, 
Washington, D.C. under Project No. 4A762719AT40, Task 
A2, Work Unit 015, and task A3, work unit 00S. 

Issued February 1977. 

Bibliography: p. 23. 

pbk. 

|. Bridge approaches — Design and construction. I. Wat- 
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Deadrick. — [Washington] : Dept. of Energy ; Springfield, 
Va. ; for sale by the National Technical Information Service, 
1977. 

22161 

ili, 9 p. : ill. ; 28 em. — (UCRL ; 52372) 

Work performed by the UCLLL under contract no. W- 
7504-ENG-48. 

Issued Dec. 4, 1977. 

Includes bibliographical references. 

@ltem 429-T-4 (microfiche ) 

pbk. 

1. Antennas (Electronics) — Data processing. 2. Anten- 
nas (Electronics) — Mathematical models. I. United States. 
Dept. of Energy. II. Lawrence Livermore Laboratory. III. 
Title. 


OCLC 4322121 


79-2315 
E 1.28:UCRL-52377 
Morris, JR 
Time-dependent propagation of high-energy laser beamd 
through the atmosphere, III / J. R. Morris, J. A. Fleck, Jr. — 
[Washington] : Dept. of Energy ; Springfield, Va. ; for sale 
by the National Technical Information Service, 1977. 
22161 
iii, 38 p.: ill. ; 28 cm. — (UCRL ; 52377) 
Work performed by the UCLLL under contract no. W- 
7504-ENG-48. 
Issued Dec. 14, 1977. 
Includes bibliographical references. 
@ltem 429-T-4 (microfiche ) 
pbk. 
1. Laser beams. I. Fleck, J A , joint author. Il. United 
States. Dept. of Energy. Ill. Lawrence Livermore Laborato- 
ry. IV. Title. 


OCLC 4322082 


79-2316 
E 1.28:UCRL-52387 
Corynen, GC 
Dynamic control of fracture experiments with complex 

speciments : design and analysis of tight controllers / G. C. 

Corynen. -- | Washington | Dept. of Energy . Springficld, 
Va. : for sale by the National Technical Information Service, 
1978. 

22161 

iv, 97 p. : ill. ; 28 cm. (UCRL : 52387) 

Work performed by the UCLLL under contract no. W- 
7405-ENG-48. 

Issued Jan. 20, 1978 

Includes bibliographical references. 

@ltem 429-T-4 (microfiche ) 

pbk. 


Pape 96 


1. Control theory — Problems, exercises, etc. 2. Metals — 
Fracture. I. United States. Dept. of Energy. II. Lawrence 
Livermore Laboratory. III. Title. 


OCLC 4369256 


79-2317 


E 1.28:UCRL-52389 


Harrach, Robert J 


Theory for laser-induces breakdown over a vaporizing tar- 
get surface / Robert J. Harrach. — [Washington] : Dept. of 
Energy ; Springficld, Va. ; for sale by the National Technical 
Information Service, 1977. 

22161 

iii, 23 p. : ill. ; 28 em. — (UCRL ; 52389) 

Work performed by the UCLLL under contract no. W- 
7504-ENG-48. 

Issued Dec. 1977. 

Includes bibliographical references. 

@ltem 429-T-4 (microfiche) 

pbk. 

1. Laser beams. 2. Vapors. I. United States. Dept. of 
Energy. II. Lawrence Livermore Laboratory. III. Title. 


OCLC 4322150 


79-2318 


E 1.28:UCRL-52390 


Taylor, R W 


Ash fouling and erosion of silicon-based ceramic expanders 
in coal fired power plants / R. W. Taylor, T. E. Shell. — 
[Washington] : Dept. of Energy ; Springfield, Va. ; for sale 
by the National Technical Information Service, 1978. 

22161 

iii, 15 p.: ill. ; 28 em. — (UCRL ; 52390) 

Work performed by the UCLLL under contract no. W- 
7504-ENG-48. 

Issued Jan. 26, 1978. 

Includes bibliographical references. 

@ltem 429-T-4 (microfiche) 

pbk. 

1. Expansion (Heat) 2. Ceramics. 3. Silicon alloys. 4. 
Steam power-plants. I. Shell, 1 E , joint author. II. In- 
graham, R_ III. United States. Dept. of Energy. IV. 
Lawrence Livermore Laboratory. V. Title. 


OCLC 4322458 


79-2319 


E 1.28:UCRL-52391 


Quadrupole mass-filter sensitivities of H,, HD, D,, and T,, and 


the kinetics of beta-particle induced exchange between Hy, 
D.,, and T,, at 25.4 C / J. W. Pyper ... [et al.J.— 
[Washington] : Dept. of Energy ; Springficld, Va. ; for sale 
by the National Technical Information Service, 1978. 

22161 

iii, 30 p. : ill. ; 28 em. — (UCRL ; 52391) 

Work performed by the UCLLL under contract no. W- 
7504-ENG-48. 

Issued Jan. 11, 1978. 

Includes bibliographical references. 

@ltcem 429-T-4 (microfiche) 

pbk. 

1. Beta  rays—Measurememt. 2. Isotopes shift. 3. 
Hyperfine interaction. I. Pyper, J W_ Hl. United States. 
Dept. of Energy. Hl. Lawrence Livermore Laboratory. 


OCLC 4322519 





79-2320 
E 1.28:UCRL-52394 
Netherton, R 
An apparatus for simultaneously measuring electrical con- 
ductivity and oxygen fugacity / R. Netherton, A. Duba. — 
[Washington] : Dept. of Energy ; Springficld, Va. ; for sale 
by the National Technical Information Service, 1978. 
22161 
9 p. : ill. ; 28 cm. — (UCRL ; 52394) 
Work performed by the UCLLL under contract no. W- 
7504-ENG-48. 
Issued Jan. 31, 1978. 
Includes bibliographical references. 
@ltem 429-T-4 (microfiche ) 
pbk. 
1. Electric conductivity — Measurement. 2. Oxidation. 
3. Silicates — Electric properties. 1. Duba, A , joint auhtor. 
II. United States. Dept. of Energy. 
Laboratory. IV. Title. 


Ill. Lawrence Livermore 


OCLC 4322377 


79-2321 
E 1.28:UCRL-52396 
Nuclear explosives program : a proposal for high explosives 
research and development and a supporting facility / Richard 
C. Weingart ... [et al.]. — [Washington] : Dept. of Energy ; 
Springfield, Va. ; for sale by the National Technical Informa- 
tion Service, 1977. 
22161 
iii, 18 p. : ill. ; 28 cm. — (UCRL ; 52396) 
Work performed by the UCLLL under contract no. W- 
7504-ENG-48. 
Issued Nov. 1977. 
@ltem 429-T-4 (microfiche ) 
pbk. 
1. Nuclear explosions — Research. I. Weingart, Richard C 
II. United States. Dept. of Energy. Ill. Lawrence Livermore 
Laboratory. 


OCLC 4322552 


79-2322 
E 1.30:0010(78) 
Peer, EL 

Trends in refinery capacity and utilization : petroleum 
refineries in the United States foreign refinery exporting cen- 
ters through June 1978 / E. L. Peer, F. V. Marsik. — 
Washington : Dept. of Energy, Assistant Secretary for 
Resource Applications, Office of Oil and Natural Gas Supply 
Development ; Springfield, Va. : for sale by the National 
Technical Information Service, 1978. 

5285 Port Royal Rd, 22161 

55 p.: ill. ; 27 cm. — (DOE/RA ; 0010(78)) 

Issued Sept. 1978. 

@ltem 429-T-7 

pbk. 

1. Petroleum — United States — Statistics. 2. 
refineries — United States — Statistics. 3. Petroleum indus- 
try and trade — United States — Statistics. I. Marsik, F V , 
joint author. II. United States. Dept. of Energy. Office of 
Oil and Natural Gas Supply Development. III. Title. 


Petroleum 


OCLC 4318428 


Government Publications — January 


FEDERAL ENERGY REGULATORY 
COMMISSION 
Energy Dept. 
Washington, DC 20545 


79-2323 


E 2.12:0017 


United States. Federal Energy Regulatory Commission. Office 


of Electric Power Regulation. 

Report to the Federal Energy Regulatory Commission 
Walter Bouldin Dam failure and reconstruction. — Washing- 
ton : Federal Energy Reguatory Commission, Office of Elec- 
tric Power Regulation : for sale by the Supt. of Docs., U.S 
Govt. Print. Off., 1978. 

20402 

186 p. in various pagings : ill., maps ; 27 cm. 
(DOE/FERC-0017) 

Issued Sept. 1978. 

@ltcm 429-V-1 

S/N 061-002-0001 1-1 

pbk. : $4.25 

1. Dam failures — Alabama. 2. Walter Bouldin Dam, Ala 

. Title. Hl. Title: Walter Bouldin Dam failure and recon- 
struction. 


OCLC 4332531 


ENERGY INFORMATION ADMINISTRATION 
Energy Dept. 
Washington, DC 20545 


79-2324 
E 3.8:M 56 
Golby, Mary Ellen 
The U.S. Department of Energy guide to selected metric 
(SI) units and symbols / Mary Ellen Golby. — Washington : 
Dept. of Energy, Energy Information Administration, Office 
of Energy Data and Interpretation, Interfuels Statistics Divi- 
sion, 1978. 
20461 
16 p.: ill. ; 23 x 10 cm. — (DOE/EIA ; 0038) 
Issued April 1978. 
@ltem 429-T-24 
pbk. 
1. Metric system — Conversion tables. I. United States 
Energy Information Administration. Interfuels Statistics Divi- 
sion. II. Title. 


OCLC 4315747 


National electric rate book, rate schedules for electric service 
in communities of 2,500 population Supt. of Docs. sub- 
scription $32.00 a year (separate sections, each representing a 
state), $8.00 additional for foreign mailing; single copy, $1.00 


79-2325 
E 3.14:1 6/978 
United States. Energy Information Administration. Office of 
Energy Data and Interpretation. 

National electric rate book. Washington, Dept. of Energy, 
Energy Information Administration; for sale by the Supt. of 
Does., U.S. Govt. Print. Off. 

20402 

28 cm. (Energy data reports) (DOE/EIA ; 0055/1) 

$1.00 

“Rate schedules for electric service in communities of 
2,500 population or more residential, commercial, and indus- 
trial services.” 
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Energy Information Administration — Energy Dept. 


Continues: National electric rate book, ISSN 0364-8095, 
issued by: United States. Federal Power Commission. 

CONTENTS: Illinois. 

April 1978. 

@ltem 437-A-11 

S/N 061-003-90024-1 

ISSN 0364-8095 

Main scries: United States. Energy Information Administra- 
tion. Energy data reports 

Main scrics: United States. Dept. of Energy. DOE/EIA 

1. Electric utilitics — United States — Statistics — Periodi- 
cals. 2. Electric utilities — Illinois — Statistics — Periodicals. 
I. Title. II. Series. 
PAR 
OCLC 2252688 


79-2326 
E 3.14:N 42 h/978 
United States. Energy Information Administration. Office of 
Energy Data and Interpretation. 

National electric rate book. Washington, Dept. of Energy, 
Energy Information Administration; for sale by the Supt. of 
Docs., U.S. Govt. Print. Off. 

20402 

28 cm. (Energy data reports) (DOE/EIA ; 0072) 

$1.00 

“Rate schedules for electric service in communitics of 
2,500 population or more residential, commercial, and indus- 
trial services.” 

Continues: National electric rate book, ISSN 0364-8095, 
issued by: United States. Federal Power Commission. 

CONTENTS: New Hampshire. 

March 1978. 

@ltcm 437-A-27 

S/N 061-003-90030-5 

ISSN 0364-8095 

Main scries: United States. Energy Information Administra- 
tion. Energy data reports 

Main scrics: United States. Dept. of Energy. DOE/EIA 

1. Electric utilites — United States — Statistics — Periodi- 
cals. 2. Electric utilites — New Hampshire — Statistics — 
Periodicals. 1. Title. II. Series. 

PAR 
OCLC 2252688 


ENVIRONMENTAL PROTECTION AGENCY 
Washington, DC 20460 


79-2327 
EP 1.2:P 25/6/v.7 
Lynn, David A 
National assessment of the urban particulate problem / by 
David A. Lynn. -— Research Triangle Park, N.C. : Environ- 
mental Protection Agency, Office of Air and Waste Manage- 
ment, Office of Air Quality Planning and Standards ; Spring- 
field, Va. : for sale by the National Technical Information 
Service, 1976- 
22461 
¥. 3 48. 22 em. (EPA ; 450/3-76-026 e) 
Prepared by GCA/Technology Division, Bedford, Mass.., 
under contract no. 68-02-1376, task no. 18. 
Contents: v. 7. Washington, D.C. 
pbk 


Page 9S 


1. Air — Pollution — Washington, D.C. 2. Air quality 
management. I. United States. Environmental Protection 
Agency. Office of Air Quality Planning and Standards. II. 
GCA Corporation. Technology Division. III. Title. 


OCLC 2844427 


79-2328 


EP 1.8:Al 3 


Palmer, C Mervin 


Algae and water pollution : an illustrated manual on the 
identification, significance, and control of algae in water sup- 
plics and in polluted water / C. Mervin Palmer ; Illustrations 
in color by Harold J. Walter and Sharon Adams ; edited by 
Ronald L. Lewis. — Cincinnati, Ohio : Environmental Protec- 
tion Agency, Office of Research and Development, Mu- 
nicipal Environmental Research Laboratory ; Washington : 
for sale by the Supt. of Docs., U.S. Govt. Print. Off., 1977. 

20402 

vii, 124 p. : ill. (some col.) ; 30 cm. — (EPA ; 600/9-77- 
036) 

Issued Dec. 1977. 

Bibliography: p. 111-118. 

@ltem 431-K 

S/N 055-001-01081-8 

pbk. : $3.50 

1. Algae — Handbooks, manuals, etc. 2. Water — Pollu- 
tion — Handbooks, manuals, etc. I. Walter, Harold J_ Il. 
Adams, Sharon. III. Lewis, Ronald LIV. Municipal En- 
vironmental Research Laboratory. V. Title. 


OCLC 4352688 


79-2329 


EP 1.8:Us 3/v.1 


Turner, D Bruce 


User’s guide for RAM / by D. Bruce Turner and Joan 
Hrenko Novak. — Research Triangle Park, N.C. : Environ- 
mental Protection Agency, Office of Research and Develop- 
ment, Environmental Sciences Research Laboratory ; Spring- 
field, Va. : for sale by the National Technical Information 
Service, 1978- 

22161 

v.; 28 cm. — (EPA ; 600/8-78-016 a) 

Issued Nov. 1978. 

Bibliography: p. 52-53. 

Contents: v. |. Algorithm description and use. 

@ltcm 431-K 

pbk. 

1. Gaussian processes — Computer programs. 2. Air — 
Pollution — Mathematical models. 3. Air — Pollution — 
Handbooks, manuals, etc. 4. Algorithms. I. Novak, Joan 
Hrenko, joint author. II. Environmental Sciences Research 
Laboratory. III. Title. 


OCLC 4377595 


79-2330 


EP 1.8:V 79 


United States. Environmental Protection Agency. Office of 


Gencral Enforcement. 

National emission standards for hazardous air pollutants in- 
spection manual for vinyl chloride. — Washington : Environ- 
mental Protection Agency, Office of Enforcement, Office of 
Gencral Enforcement, 1978. 

20460 

xii, 109 p. : ill. ; 28 cm. 

Prepared under contract no. 68-01-4141, RTI project no. 
41U-3172-2. 





Issued May 1978. 

Bibliography: p. 109. 

@ltem 431-K 

pbk. 

1. Air — Pollution — Standards — United States. I. Title. 


OCLC 4367751 


79-2331 
EP 1.23:600/3-78-051 
Distribution of phytonplankton in North Carolina lakes / by M. 
K. Morris. — Las Vegas, Nev. : Environmental Protection 
Agency, Office of Research and Development, Environmen- 
tal Monitoring and Support Laboratory ; Springfield, Va. : 
for sale by the National Tcchnical Information Service, 1978. 

22161 

v, 73 p. ; 28 cm.— (Ecological research series ; EPA- 
600/3-78-05 1) 

Issued May 1978. 

Bibliography: p. 10. 

@ltem 431-I-11 

pbk. 

1. Phytoplankton — North Carolina. I. Morris, M K_ IL. 
Environmental Monitoring and Support Laboratory, Las 
Vegas, Nev. Ill. Series: United States. Environmental Pro- 
tection Agency. Ecological research series ; EPA-600/3-78- 
051. 


OCLC 4326667 


79-2332 
EP 1.23:600/3-78-063 
Pierce, Richard H 
Fate and impact of pentachlorophenol in a freshwater 
ecosystem / Richard H. Pierce, Jr. — Athens, Ga. : Environ- 
mental Protection Agency, Office of Research and Develop- 
ment, Environmental Research Laboratory ; Springfield, Va. : 
for sale by the National Technical Information Service, 1978. 
22161 
xi, 62 p. : ill., map ; 28 cm. — (Ecological research series ; 
EPA-600/3-78-063 ) 

Grant no. R-803-82-0010. 

Issued July 1978. 

Bibliography: p. 56-58. 

@ltem 431-I-11 

pbk. 

l. Phenols. 2. Phentachlorophenol — Environmental 
aspects. I. Environmental Research Laboratory, Athens, Ga. 
Il. Title. Il. Series: United States. Environmental Protection 
Agency. Ecological research series ; EPA-600/3-78-063. 


OCLC 4326765 


79-2333 
EP 1.23:600/3-78-065 
Miller, Catherine 
Exposure assessment modeling : a state-of-the-art review / 
by Catherine Miller. — Athens, Ga. : Environmental Protec- 
tion Agency, Office of Research and Development, Environ- 
mental Research Laboratory ; Springfield, Va. : for sale by 
the National Technical Information Service, 1978. 
22161 
vi, 57 p. ; 28 cm.— (Ecological research series ; EPA- 
600/3-78-065 ) 
Grant no. 805647. 
Issued July 1978. 
Bibliography: p. 51-56. 
@ltcm 431-I-11 
pbk. 


Asbestos 


Government Publications — January 1979 


1. Pollution — United States — Mathematical models. I. 
Environmental Research Laboratory, Athens, Ga. IL. Title. 
Ill. Series: United States. Environmental Protection Agency. 
Environmental research series ; EPA-600/3-78-065. 


OCLC 4326802 


79-2334 


EP 1.23:600/3-78-066 
: a bibliography / James H. Tucker ... [et al.]. — Du- 
luth, Minn. : Environmental Protection Agency, Office of 
Research and Development, Environmental Research 
Laboratory ; Springfield, Va. : for sale by the National 
Technical Information Service, 1978. 

22161 

v, 92 p. ; 28 cm.— (Ecological research series ; EPA- 
600/3-78-066) 

Compiled as working bibliographical source for research 
planning from 1973 to present. 

Issued July 1978. 

@ltem 431-I-11 

pbk. 

1. Asbestos — United States — Bibliography. I. Tucker, 
James H_ Il. Environmental Research Laboratory, Duluth, 
Minn. Ill. Series: United States. Environmental Protection 
Agency. Ecological research series ; EPA-600/3-78-066. 


OCLC 4326462 


79-2335 
EP 1.23:600/3-78-067 
Swenson, William A 

Influence of turbidity on fish abundance in western Lake 
Superior / William A. Swenson. — Duluth, Minn. : Environ- 
mental Protection Agency, Office of Research and Develop- 
ment, Environmental Research Laboratory ; Springfield, Va. : 
for sale by the National Technical Information Service, 1978. 

22161 

vii, 84 p. : ill., map ; 28 cm. — (Ecological research series 
; EPA-600/3-78-067) 

Grant no. R802455. 

Issued July 1978. 

Bibliography: p. 69-72. 

@ltem 431-I-11 

pbk. 

1. Fishes — Superior, Lake — Geographical distribution. 
2. Zooplankton — Superior, Lake. I. Environmental 
Research Laboratory, Duluth, Minn. II. Title. Ill. Series: 
United States. Environmental Protection Agency. Ecological 
research series ; EPA-600/3-78-067. 


OCLC 4326563 


79-2336 
EP 1.23:600/3-78-069 


Cole, Richard Allen 


Larval fish distributions in southwestern Lake Erie near the 
Monroe Power Plant / by Richard Allen Cole. — Duluth, 
Minn. Environmental Protection Agency, Office of 
Research and Development, Environmental Research 
Laboratory ; Springfield, Va. for sale by the National 
Technical Information Service, 1978. 

22161 

viii, 65 p. : ill., map ; 28 cm. — (Ecological research series 
; EPA-600/3-78-069 ) 

Grant no. R804517010. 

Issued July 1978. 

Bibliography: p. 36-38. 
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Environmental Protection Agency 


@ltcm 431-I-11 79-2339 
pbk. EP 1.23:600/3-78-072 
1. Electric power-plants — Environmental aspects — Eric, Lemke, AE 
Lake. 2. Fishers — Eric, Lake — Geographical distribution. Manual for construction and operation of toxicity-testing 
I. Environmental Research Laboratory, Duluth, Minn. IL. proportional diluters / by A. E. Lemke, W. A. Brungs, and B. 
J. Halligan. — Duluth, Minn. : Environmental Protection 
Agency, Office of Research and Development, Environmen- 
tal Research Laboratory ; Springfield, Va. : for sale by the 
OCLC 4325870 National Technical Information Service, 1978. 
22161 
79-2337 viii, 70 p. : ill. ; 28 cm.— (Ecological research series ; 
EP 1.23:600/3-78-070 EPA-600/3-78-072) 
Cole, Richard Allen Issued July 1978. 
Entrainment at a once-through cooling system on western Bibliography: p. 47-54. 
Lake Erie / by Richard Allen Cole. — Duluth, Minn. : En- @litcm 431-I-11 
vironmental Protection Agency, Office of Research and pbk. 
Development, Environmental Rescarch Laboratory ; Spring- 1. Chemical apparatus. 2. Dilution. I. Brungs, William A 
ficld, Va. : for sale by the National Technical Information , joint author. Il. Halligan, B J , joint author. III. Environ- 
Service, 1978- mental Research Laboratory, Duluth, Minn. IV. Title. V. 
22161 Scrics: United States. Environmental Protection Agency. 
v. : ill, maps ; 28 cm.— (Ecological research serics ; Ecological research series ; EPA-600/3-78-072. 
EPA-600/3-78-070) 
Grant no. R8O1188. CRS 4398206 


Title. Ul. Series: United States. Environmental Protection 
Agency. Ecological research serics ; EPA-600/3-78-069. 


Issued July 1978. 79-2340 

Bibliography: p. 133-139. EP 1.23:600/3-78-078 

@ltcem 431-1-11 Distribution of phytoplankton in Indiana lakes / by F. A. Mor- 
pbk. ris... [et al.]. — Las Vegas, Nev. : Environmental Protection 


Agency, Office of Research and Development, Environmen- 
tal Monitoring and Support Laboratory ; Springfield, Va. ; 
for sale by the National Technical Information Service, 1978. 

22161 

v, 70 p. ; 28 cm.— (Ecological research series ; EPA- 
600/3-78-078 ) 

Issued Aug. 1978. 

Bibliography: p. 10. 
79-2338 @ltcm 431-I-11 

EP 1.23:600/3-78-071 pbk. 
Murphy, Thomas J 1. Phytoplankton — Indiana. 2. Water quality — Indiana. 
Polycholrinated biphenyls in precipitation in the Lake I. Morris, F A_ II. Environmental Monitoring and Support 

Michigan basin / by Thomas J. Murphy, Charles P. Rzeszut- Laboratory, Las Vegas, Nev. Ill. Series: United States. En- 
vironmental Protection Agency. Ecological research series ; 
EPA-600/3-78-078. 


1. Electric power-plants — Eric, Lake. 2. Water — Pollu- 
tion — Eric, Lake. I. Environmental Research Laboratory, 
Duluth, Minn. Il. Title. II. Series: United States. Environ- 
mental Protection Agency. Ecological research serics ; EPA- 
600/3-78-070. 


OCLC 4326264 


ko. --- Duluth, Minn. : Environmental Protection Agency, Of- 
fice of Research and Development, Environmental Research 
Laboratory , Springfield, Va. : for sale by the National 
Technical Information Service, 1978. 

22161 79-2341 

vi, 33 p.: ill, map ; 28 cm. — (Ecological research series ; EP 1.23/2:600/2-78-004 w 
[:PA-600/3-78-071) Serth, R W 

Grant no. R803915. Source assessment : acrylic acid manufacture : state of the 

Issued July 1978. art / by R. W. Serth, D. R. Tierney, and T. W. Hughes. — 
Cincinnati, Ohio : Environmental Protection Agency, Office 
of Research and Development, Industrial Environmental 
@ltem 431-111 Research Laboatory ; Springficld, Va. : for sale by the Na- 
pbk. tional Technical Information Service, 1978- 
i. Polycholrinated biphenyls. 2. Precipitation 22161 


OCLC 4381089 


Bibliography: p. 24-27. 


(Meteorology) -- Michigan, Lake. 1. Rzesztko, Charles P , v.: map : 28 cm. — (Environmental protection technology 
joint author. Th Environmental Research Laboratory, Du- series ; EPA-600/2-78-004 w) 
luth, Minn. UE. Tithe. IV. Series: United States. Environ- Contract no. 68-02-1874. 
mental Protection Agency. Ecological research series ; EPA- Issued Aug. 1978. 
600/3-78-07 1. Includes bibliographical references. 
@ltem 431-1-12 
OCLC 4320315 pbk. 
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1. Air — Pollution. 2. Acrylic acid. 3. Water — Pollu- 
tion. I. Tierney, D R , joint author. Il. Hughes, T W , joint 
author. Ill. Industrial Environmental Research Laboratory, 
Cincinnati, Ohio. IV. Title. V. Series: United States. En- 
vironmental Protection Agency. Environmental protection 
technology series ; EPA-600/2-78-004 w. 


OCLC 3991683 


79-2342 
EP 1.23/2:600/2-78-065 a 
EP 1.23/2:600/2-78-065 b 
Trace element study at a primary copper smelter / by Klaus 
Schwitzgebel ... [et al.]. — Cinncinnati, Ohio : Environmental 
Protection Agency, Office of Research and Development, In- 
dustrial Environmental Research Laboratory ; Springfield, 
Va. : for sale by the National Technical Information Service, 
1978- 

22161 

v. : ill. ; 28 cm.— (Environmental protection technology 
series ; EPA-600/2-78-065 a) (Environmental protection 
technology series ; EPA-600/2-78-065 b) 

Contract no. 68-01-4136. 

Issued Mar. 1978. 

Includes bibliographies. 

Contents: v. 2. Report appendix. 

@ltem 431-I-12 

pbk. 

1. Gases, Asphyxiating and poisonous. 2. Smelting — En- 
vironmental aspects — United States. 3. Trace elements. I. 
Schwitzgebel, Klaus. II. Industrial Environmental Research 
Laboratory, Cincinnati, Ohio. III. Series: United States. En- 
vironmental Protection Agency. Environmental protection 
technology series ; EPA-600/2-78-065 a. IV. Series: United 
States. Environmental Protection Agency. Environmental 
protection technology series ; EPA-600/2-78-065 b. 


OCLC 4278838 


79-2343 
EP 1.23/2:600/2-78-096 
U.S. Army Engineer Waterways Experiment Station. Environ- 
mental Effects Laboratory. 

Chemical and physical effects of municipal landfills on un- 
derlying soils and groundwater / by Environmental Effects 
Laboratory, U.S. Army Engineer Waterways Experiment Sta- 
tion, Vicksburg, Mississippi. — Cincinnati, Ohio : Environ- 
mental Protection Agency, Office of Research and Develop- 
ment, Municipal Environmental Research Laboratory 
Springfield, Va. : for sale by the National Technical Informa- 
tion Service, 1978. 

22161 

x, 140 p. : ill. ; 28 ecm.— (Environmental protection 
technology series ; EPA-600/2-78-096) 

Prepared under Interagency agreement no. EPA-IAG-D4- 
0569. 

Issued May 1978. 

Includes bibliographical references. 

@ltem 431-1-12 

pbk. 

1. Fills (Earthwork) 2. Soil pollution. 3. Water, Un- 
derground — Pollution — United States. I. Municipal En- 
vironmental Research Laboratory. II. Title. Ill. Series: 
United States. Environmental Protection Agency. Environ- 
mental protection technology series ; EPA-600/2-78/096. 


OCLC 4329284 
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79-2344 


EP 1.23/2:600/2-78-096 /notice 


U.S. Army Engineer Waterways Experiment Station. Environ- 


mental Effects Laboratory. 
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supply — Texas. I. Title. 


Water- 


OCLC 4377661 


79-2647 
I 27.2:H 76/4/976 
United States. Bureau of Reclamation. 
Hoover Dam. — Rev. 1976. — [Washington] : Dept. of the 
Interior, Bureau of Reclamation, 1976. 
20240 
(12] p.: ill., map ; 24 x 10 cm. 
pbk. 
1. Hoover Dam. 2. Colorado River. 


OCLC 2337730 


79-2648 
I 27.60:76-12 
United States. Bureau of Reclamation. 
Research Center. Applied Sciences Branch. 
Studies of the benthic environment of Twin Lakes, 
Colorado. — Denver, Colo. : Dept. of the Interior, Bureau of 
Reclamation, Engineering and Research Center ; Springfield, 
Va. : for sale by the National Technical Information Center, 
1976. 
22161 
iv, 47 p.: ill. 
Oct. 1976. 
Bibliography: p. 47. 
pbk. 
1. Benthos — Colorado — Twin Lakes. I. Title. Il. Se- 
ries: United States. Bureau of Reclamation. Engineering and 
Research Center. REC-ERC ; 76-12. 


Engineering and 


; 27 cm. — (REC-ERC ; 76-12) 


OCLC 4382754 


79-2649 
I 27.60:76-16 
DeGroot, Glenn 
Bonding study on layered soil-cement / by Glenn DeGroot. 
— Denver, Colo. : Dept. of the Interior, Bureau of Reclama- 
tion ; Springfield, Va. : for sale by the National Technical In- 
formation Service, 1976. 
22161 
[4], 33, [2] p.: ill. ; 27 em. — (REC-ERC ; 76-16) 
Prepared for sponsor, Arizona Projects Office, Lower 
Colorado Region, Bureau of Reclamation, Phoenix, Arizona. 
Issued September 1976. 
Bibliography: p. 17. 





@ltem 664-F 

pbk. 

1. Sealing (Technology) 2. Soil mechanics. 3. Cement. 
I. United States. Bureau of Reclamation. Engineering and 
Research Center. II. United States. Bureau of Reclamation. 
Arizona Projects Office. III. Title. IV. Series: United 
States. Bureau of Reclamation. Engineering and Research 
Center. REC-ERC ; 76-16. 


OCLC 4340220 


79-2650 
I 27.60:77-2 
Eilts, L E 

Electronic isolation simulator for hydraulic turbine gover- 
nor alinement / by L. E. Eilts. — Denver, Colo. : Dept. of the 
Interior, Bureau of Reclamation, Engineering and Research 
Center, Division of General Research, Electric Power Branch 
; Springfield, Va. : for sale by the National Technical Infor- 
mation Service, 1977. 

22161 

9 p. : ill. ; 27 cm. — (REC-ERC ; 77-2) 

Issued Jan. 1977. 

pbk. 

1. Governors (Machinery) — Testing. 2. Hydraulic tur- 
bines — Automatic testing. I. United States. Bureau of 
Reclamation. Engineering and Research Center. Electric 
Power Branch. II. Title. III. Series: United States. Bureau 
of Reclamation. Engineering and Research Center. REC-ERC 
3 eee. 


OCLC 4360683 


79-2651 
I 27.60:77-9 

Limnological aspects of Lake Mead, Nevada-Arizona / 
prepared and submitted to the Bureau of Reclamation, 
Lower Colorado, Region, Boulder City, Nevada / by John R. 
Baker ... [et al.]. — Denver, Colo. : Dept. of the Interior, Bu- 
reau of Reclamation, Engineering and Research Center, Divi- 
sion of General Research, Applied Sciences Branch ; Spring- 
field, Va. : for sale by the National Technical Information 
Service, 1977. 

22161 

v, 83 p. : ill. ; 27 cm. — (REC-ERC ; 77-9) 

Issued June 1977. 

Includes bibliographical references. 

@ltcm 664-F 

pbk. 

1. Limnology — Mead, Lake, Nev. and Ariz. I. United 
States. Bureau of Reclamation. Engineering and Research 
Center. Applied Sciences Branch. II. Series: United States. 
Bureau of Reclamation. Enginecring and Research Center 
REC-ERC ; 77-9. 


OCLC 4360940 


79-2652 
I 27.60:78-1 
Simazine residucs in canal water and crops resulting from ex- 
perimental application for ditchbank weed control / by J. C. 
Pringle ... [et al.]. — Denver, Colo. : Dept. of the Interior, 
Bureau of Reclamation, Engineering and Research Center ; 
Springfield, Va. : for sale by the National Technical Informa- 
tion Service, 1978. 
22161 
ii, 31 p.: ill. ; 27 cm. — (REC-ERC ; 78-1) 
Issued May 1978. 
Includes bibliographical references. 


Government Publications — January 1979 


@licm 664-F 

pbk. 

1. Weed control. 2. Water — Pollution. I. Pringle, J C 
Il. United States. Bureau of Reclamation. Engineering and 
Research Center. III. Series: United States. Bureau of 
Reclamation. Enginecring and Research Center. REC-ERC ; 
78-1. 


OCLC 4360769 


MINES BUREAU 
Interior Dept. 
Washington, DC 20241 


Unless otherwise indicated, publications are available from the 
Bureau, 4800 Forbes Ave., Pittsburgh, Pa. 15213 


79-2653 
I 28.23:8078 
Ko, Hon-Chung 
Enthalpies of formation of cupric and cuprous bromides / 
by Hon-Ching Ko and D. W. Richardson. — [Pittsburgh, Pa. ] 
: Dept. of the Interior, Bureau of Mines, 1975. 
15213 
9 p. ; 27 cm. - 
Mines ; 8078) 
Bibliography: p. 8-9. 
pbk. 
1. Copper compounds. 2. Bromides. I. Richardson, Dale 
W_ Il. United States. Bureau of Mines. III. Title. IV. Se- 
ries: United States. Bureau of Mines. Report of investigations 
- Bureau of Mines ; 8078. 


(Report of Investigations - Bureau of 


OCLC 4330506 


79-2654 
I 28.27:8784 
United States. Bureau of Mines. 

CORES operations manual : Bureau of Mines Core Reposi- 
tory System / by Staff, Bureau of Mines. — [Washington] 
Dept. of the Interior, Bureau of Mines : for sale by the Supt 
of Docs., U.S. Govt. Print. Off., 1978. 

20402 

ii, 118 p.: ill. 
of Mines ; 8784) 

@ltcm 637-A 

S/N 024-004-01936-1 

pbk. : $3.00 

1. Mines and mineral resources — United States. 2 
Mineralogy — Collectors and collecting — United States. | 
Title. Il. Series: United States. Bureau of Mines. Informa- 
tion circular - Bureau of Mines ; 8716 


; 26 cm (Information circular - Bureau 


OCLC 4377954 


79-2655 
I 28.37/3:19 
Haines, Stanley K 
Vermiculite / Stanley K. Haines. 
the Interior, Burcau of Mines, 1978. 
4800 Forbes Ave., Pittsburgh, Pa. 15213 
10 p.; 27 cm (Mineral commodity profiles ; MCP-19) 
Issued Aug. 1978 
Includes bibliograpical references 
pbk. 
1. Vermiculite. I. 
Title. HI. Series. 


Washington : Dept. of 


United States. Bureau of Mines. I 


OCLC 4330550 
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NATIONAL PARK SERVICE 
Interior Dept. 
Washington, DC 20240 


79-2656 
I 29.9/2:Am 3/975 
Murfin, James V 
National Park Service guide to the historic places of the 
American Revolution / by James V. Murfin. — Washington : 
Dept. of the Interior, National Park Service : for sale by the 
supt. of Docs., U.S. Govt. Print. Off., 1975. 
20402 
135 p.: ill., maps [part. col.] ; 23 cm. 
Bibliography: p. 132-135. 
S/N 024-005-005 17-0 
pbk. : $3.15 
1. United States — History — Revolution, 1775-1783 — 
Guide-books. 2. Historic sites — United States — Guide- 
books. I. United States. National Park Service. II. Title. 
E159:M87 1975 
917.4/04/4 
OCLC 1119815 


79-2657 
I 29.12:C 25/3/Spanish 
Chamizal. — [Washington] Dept. of the Interior, National 
Park Service, [1978] 

folder (14 p.) : maps ; 18 cm. 

Spanish. 

@ltcem 650 

pbk. 

1. *Chamizal National Memorial, Texas. I. United States. 
National Park Service. 


OCLC 4340394 


79-2658 
I 29.39:G 22 
Gateway National Area, New York. — 
[Washington] : Dept. of the Interior, National Park Service, 
[1978] 
folder (10 p.) : maps ; 
@ltcm 654 
pbk. 
|. *Gateway National Recreation Area, N.Y. and NJ. I. 
United States. National Park Service. 


Recreation 


24 cm. 


OCLC 4340522 


79-2659 
I 29.80:8 
Steenbergh, Warren F 
Ecology of the saguaro : II, reproduction, germination, 
establishment, growth, and survival of the young plant / War- 
ren F. Steenbergh & Charles H. Lowe. — [Washington 
Dept. of the Interior, National Park Service] : for sale by the 
Supt. of Docs., U.S. Govt. Print. Off., 1977. 
20402 
xxii, 242 p., [1] fold. leaf : ill, col. map ; 
(National Park Service scientific monograph series ; no. 8) 


23 cm. — 


Bibliography: p. 223-238. 
@licm 646-G 

S/N 024-005-0071 1-3 
pbk. : $4.00 
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1. Saguaro. 2. Desert ecology — Sonoran Desert. I. 
Lowe, Charles H , joint author. II. United States. National 
Park Service. III. Title. IV. Series: United States. National 
Park Service. Scientific monograph series ; no. 8. 


OCLC 4340574 


FISH AND WILDLIFE SERVICE 
Interior Dept. 
Washington, DC 20240 


79-2660 
1 49.2:M 66/2 
Methods for the assessment and prediction of mineral mining 
impacts on aquatic communities : a review and analysis : 
workshop proceedings, December 6-7, 1977, Harpers Ferry, 
West Virginia / William T. Mason, Jr., editor. — Harpers 
Ferry, W. Va. : Dept. of the Interior, Fish and Wildlife Ser- 
vice, Office of Biological Services, Eastern Energy and Land 
Use Group : for sale by the Supt. of Docs., U.S. Govt. Print. 
Off., 1978. 
20402 
157 p.: ill. ; 26 cm. — (FWS/OBS ; 78/30) 
Issued April 1978. 
“Biological Services Program.” 
Includes bibliographical references. 
@ltem 612 
S/N 024-010-00465-7 
pbk. : $3.25 
1. Aquatic ecology. 2. Mineral industries — Environmen- 
tal aspects. I. Mason, William T II. Eastern Energy and 
Land Use Group. III. Series: United States. Fish and Wil- 
dlife Service. Office of Biological Services. FWS/OBS 
78/30. 


OCLC 4316450 


79-2661 
I 49.2:T 31 
Cloud, Thomas J 
Texas lignite : environmental planning opportunities / by 
Thomas J. Cloud, Jr. — Fort Collins, Colo. : Dept. of the In- 
terior, Fish and Wildlife Service, Office of Biological Ser- 
vices, Western Energy and Land Use Team, Coal Project 
Funds : Washington, D.C. : [for sale by the Supt. of Docs., 
U.S. Govt. Print. Off.], 1978. 
20402 
iv, 13 p.: ill. ; 27 cm. — (FWS/OBS ; 78/26) 
“Biological Services Program.” 
Issued June 1978. 
@ltcm 612 
S/N 024-010-00479-7 
pbk. : $1.10 
1. Strip aspects — Texas. I. 
Western Energy and Land Use Team. II. United States. Fish 
and Wildlife Service. Office of Biological Services. III. Title. 
IV. Series: United States. Fish and Wildlife Service. Office of 
Biological Services. FWS/OBS ; 78/26. 


mining — Environmental 


OCLC 4382847 





LAND MANAGEMENT BUREAU 
Interior Dept. 
Washington, DC 20240 


79-2662 
I 53.2:F 89/sum. 
United States. Bureau of Land Management. Folsom District. 
Summary, Fresno/San Benito management framework plan. 
— Folsom, Calif. : Dept. of the Interior, Bureau of Land 
Management, Folsom District, 1978. 
95630 
15 p., 18 leaves of plates : ill., maps ; 27 cm. 
@ltcm 631 
pbk. 
1. Land use — California — Fresno County. 
— California — San Benito County. I. Title. 


2. Land use 


OCLC 4366238 


79-2663 
I 53.19/2:G 84 
United States. Bureau of Land Management. 
Final environmental statement : proposed 345 KV trans- 
mission lines, Greenlee County, Arizona, to El Paso, Texas / 
prepared by Bureau of Land Management. — [Washington] : 
Dept. of the Interior, Bureau of Land Management, 1976. 

20240 

363 p. : ill., maps ; 27 cm. — (INT-FES ; 76-44) 

Issued July 1976. 

pbk. 

1. Electric power distribution — Environmental aspects — 
Arizona. 2. Electric power distribution — Environmental 
aspects — Texas. 3. Electric power distribution — Environ- 
mental aspects — New Mexico. I. Title. 


OCLC 4378491 


MINING ENFORCEMENT AND SAFETY 
ADMINISTRATION 
Interior Dept. 
Washington, DC 20240 


79-2664 
I 69.12:003 
National Mine Health and Safety Academy. 

Roof and rib control. — Beckley, W.Va. : Dept. of the In- 
terior, Mining Enforcement and Safety Administration, Na- 
tional Mine Health and Safety Academy, 1976. 

25801 

113 p. : ill. ; 27 cm.— (Programmed instruction work- 
book ; no. 3) (NMHSA-CE ; 003) 

pbk. 

1. Mine safety. I. Title. Il. Series: National Mine Health 
and Safety Academy. Programmed instruction workbook ; 
no. 3. Ill. Series: National Mine Health and Safety Acade- 
my. NMHSA-CE ; 003. 


OCLC 4325595 
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INTERSTATE COMMERCE COMMISSION 
Washington, DC 20423 


79-2665 
IC 1.32:Ea 7 c/draft 
United States. Interstate Commerce Commission. Office of 
Proceedings. Section of Energy and Environment. 

Draft environmental impact statement : finance docket no. 
28100 : the East Cooper and Berkeley Railroad Company 
construct and operate a line of railroad located in Berkeley 
County, South Carolina. — [Washington] : Interstate Com- 
merce Commission, Office of Proceedings, Section of Energy, 
1976. 

20423 

191 p. in various pagings : ill., maps ; 27 cm. 

Service date, December 20, 1976. 

Includes bibligraphies. 

pbk. 

1. East Cooper and Berkeley Railroad Company. 2. Rail- 
roads — Environmental aspects — United States. I. Title. 
II. Title: East Cooper and Berkeley Raildroad Company con- 
struct and operate a line of railroad located in Berkeley 
County, South Carolina. 


OCLC 4382273 


79-2666 
IC 1 mot.6:P 94/3/977 
United States. Interstate Commerce Commission. 

49 C.F.R. 1207, uniform system of accounts : class I and 
class II common and contract motor carriers of property. — 
Washington : Interstate Commerce Commission : for sale by 
the Supt. of Docs., U.S. Govt. Print. Off., 1977. 

20402 

p. 616-841 ; 23 cm. 

Issued Oct. 1977. 

@ltem 689 

S/N 026-000-01 125-6 

pbk. : $4.25 

1. Transportation, Automotive — Laws and regulations. I. 
Title. Il. Title: Class I and class Il common and contract 
motor carriers of property. 


OCLC 4326624 


JUSTICE DEPARTMENT 
Washington, DC 20530 


Additional entries follow FBI entries. 


79-2667 
J 1.2:N 21/5/v.1-2 
J 1.2:N 21/S/v.4 
J 1.2:N 21/5/v.6 
National Institute of Law Enforcement and Criminal Justice. 

The national manpower survey of the criminal justice 
system. — Washington : Dept. of Justice, Law Enforcement 
Assistance Administration, National Institute of Law Enforce- 
ment and Criminal Justice : for sale by the Supt. of Docs., 
U.S. Govt. Print. Off. 1978- 

20402 

v.; 27 cm. 

Prepared under contract no. J-LEAA-035-74 awarded to 
the National Planning Association. 

Includes bibliographical references. 

Contents: v. 1. Summary report.—v. 2. Law enforce- 
ment.—v. 4. Courts.—v. 6. Criminal justice manpower 
planning. 

@ltem 717 
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Justice Department 


S/N 027-000-00650-7 (v.1) 0 027-000-00660-4 (v.2) 0 
027-000-00662-1 (v.4) 0 027-000-00664-7 (v.6) 

pbk. : $3.50 (v.1) : $2.30 (v.2) : $2.75 (v.4) : $5.75 (.v.6) 

1. Law enforcement — United States. 2. Police — United 
States. 3. Criminal justice, Administration of — United 
States. I. Title. 


OCLC 3946132 


COMMUNITY RELATIONS SERVICE 
Justice Dept. 
Washington, DC 20530 


79-2668 
J 23.8:V 67 
Carol, Lila N 

Viewpoints and guidelines on court appointed citizens 
monitoring commissions in school desegregation : from a 
symposium held May 31 - June 1, 1977 / manuscript 
prepared by Lila N. Carol. — Washington : 
Community Relations Service, 1978. 

20530 

25 p. ; 23 cm. 

From a symposium sponsored by Community Relations 
Service, Dept. of Justice and College of Education, the Ohio 
State University. 

@ltcm 208-A-2 

pbk. 

1. School integration. 


Dept. of Justice, 


2. Citizen’s advisory committee in 
education. 
Il. Title. 


I. United States. Community Relations Service. 


OCLC 4341589 


UNITED STATES MARSHALS SERVICE 
Justice Dept. 
Washington, DC 20530 


79-2669 
J 26.2:C 86 
Stewart, Douglas K 
Evaluation for criminal justice agencies : problem-oriented 

discussion / by Douglas K. Stewart. — Washington : Dept. of 
Justice, Law Enforcement Assistance Administration, Na- 
tional Institute of Law Enforcement and Criminal Justice : 
for sale by the Supt. of Docs., U.S. Govt. Print. Off., 1978. 

20202 

11,41 p.; 26cm. 

Supported by Contract no. 6-0843-J-LEAA. 

September 1978. 

Includes bibliographical references. 

@ltem 717 

S/N 027-000-007 10-4 

pbk. : $1.80 

1. Criminal justice, Administration of — United States — 
Evaluation. I. National Institute of Law Enforcement and 
Criminal Justice. IL. Title. 


OCLC 4344336 


Page 156 


79-2670 
J 26.2:G 14/sum. 
Fowler, Floyd J 

Gambling law enforcement in major American cities : ex- 
ecutive summary / Floyd J. Fowler, Jr.. Thomas W. Man- 
gione, Frederick E. Pratter. — Washington : Dept. of Justice, 
Law Enforcement Assistance Administration, National In- 
stitute of Law Enforcement and Criminal Justice : for sale by 
the Supt. of Docs., U.S. Govt. Print. Off., 1978. 

20402 

viii, 70 p. : ill. ; 26 cm. 

Supported by Grant No. 75-NI-99-0084, awarded to the 
Center for Survey Research of the University of Mas- 
sachusetts/Boston and the Joint Center for Urban Studies of 
M.1.T. and Harvard University. 

September 1978. 

Bibliography: p. 69-70. 

@ltem 717 

S/N 027-000-00705-8 

pbk. : $2.50 

1. Law enforcement — United States. 2. Gambling — 
United States. I. Mangione, Thomas W , joint author. II. 
Pratter, Frederick E , joint author. III. National Institute of 
Law Enforcement and Criminal Justice. IV. Title. 


OCLC 4295339 


79-2671 
J 26.9:J 97 
United States. National Criminal Justice Reference Service. 
Jury reform a selected bibliography / compiled by 
Anthony A. Cain, Marjorie Kravitz. — [Rockville, Md.] 
Dept. of Justice, Law Enforcement Assistance Administra- 
tion, National Institute of Law Enforcement and Criminal 
Justice, National Criminal Justice Reference Service, 1978. 
20850 
vii, 39 p. ; 26 cm. 
Prepared by Aspen Systems Corps under contract no. J- 
LEAA-023-77. 
June 1978. 
pbk. 
1. Jury — United States — Bibliography. 
A. Il. Kravitz, Marjorie. HII. Title. 


I. Cain, Anthony 


OCLC 4259788 


79-2672 
J 26.13:P 94 
Mason, Anthony K 

Improving productivity in the courts : a primer for clerks 
of court / Anthony K. Mason. — [Washington] : Dept. of 
Justice, Law Enforcement Assistance Administration, Na- 
tional Institute of Law Enforcement and Criminal Justice : 
for sale by the Supt. of Docs., U.S. Govt. Print. Off., 1978. 

20402 

ix, 58 p.: ill. ; 26 cm. 

Supported by Grant No. 71-DF-1036 and Contact No. 6- 
1017-J-LEAA awarded to the National Center for Productivi- 
ty and Quality of Working Life. 

August 1978. 

Bibliography: p. 55-56. 

@ltcm 717-A 

S/N 027-000-00677-9 

pbk. : $2.50 

1. Clerks of court — United States. 2. Industrial produc- 
tivity — United States. I. National Institute of Law Enforce- 
ment and Criminal Justice. II. Title. 


OCLC 4382078 





LABOR STATISTICS BUREAU 
Labor Dept. 
Washington, DC 20210 


79-2673 
L 2.2:0¢ 1/20 
United States. Bureau of Labor Statistics. Office of Wages and 
Industrial Relations. 

Area wage surveys : this booklet contains the lists and 
descriptions of occupations to be studied in the Bureau's 
cross-industry area wage survey program. — [Washington] : 
Dept. of Labor, Bureau of Labor Statistics, Office of Wages 
and Industrial Relations, 1979, 1978 printing. 

20210 

53 p. ; 28 cm. 

Jan. 1979 lists. 

@ltem 769 

pbk. 

1. Occupations — Classification. 2. Wages — United 
States —— Research. I. United States, Bureau of Labor 
Statistics. Office of Wages and Industrial Relations. II. Title. 
Ill. Title: Lists and descriptions of occupations to be studied 
in the Bureau's cross-industry area wage survey program. 
IV. Title: Occupations to be studied in the Bureau's cross-in- 
dustry area wage survey program. 


OCLC 4332304 


79-2674 
L 2.3:1994 
United States. Bureau of Labor Statistics. 

Wage chronology : Ford Motor Co. and the auto workers, 
volume II. 1973-79. — Washington : Dept. of Labor, Bureau 
of Labor Statistics : for sale by the Supt. of Docs., U.S. Govt. 
Print. Off., 1978. 

20402 

v, 46 p. ; 27 cm. — (Bulletin - Bureau of Labor Statistics ; 
1994) 

Prepared by Richard E. Schumann and John J. Lacombe 
Il. 

@ltem 768-C-5 

S/N 029-00 1-02223-9 

pbk. : $2.30 

1. Wages — Automobile industry workers — United States. 
I. Schumann, Richard E_ I. Lacombe, John L_ III. Title. 
IV. Serics: United States. Bureau of Labor Statistics. Bulletin 
- Bureau of Labor Statistics ; 1994. 


OCLC 4340774 


79-2675 
L 2.3:1999 
United States. Burcau of Labor Statistics. 

Industry wage survey : bituminous coal, January 1976- 
March 1981.— Washington Dept. of Labor, Bureau of 
Labor Statistics : for sale by the Supt. of Docs., U.S. Govt. 
Print. Off., 1978. 

20402 

vi, 61 p. ; 28 cm. — (Bulletin - 
; 1999) 

Analysis prepared by Joseph C. Bush. 

Issued September 1978. 

Chiefly tables. 

Includes list of industry wage studies, p. 61. 

@ltcm 768-C-1 

S/N 029-00 1-02242-5 

pbk. : $2.40 


Bureau of Labor Statistics 
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1. Wages — Coal-miners — United States. 1. Bush, Joseph 
C Il. Title. Ul. Series: United States. Bureau of Labor 
Statistics. Bulletin - Burcau of Labor Statistics ; 1999. 


OCLC 4337618 


79-2676 
L 2.71:457 
United States. Bureau of Labor Statistics. 

Conventions 1976 : national unions, employce associations, 
and State labor bodies. — [Washington] : Dept. of Labor, 
Bureau of Labor Statistics. 1976. 

20212 

{1}, 14, [4] p. ; 
Statistics ; 457) 

Includes index. 

pbk. 

1. Trade union mectings. I. Title. Il. Series: United 
States. Bureau of Labor Statistics. Report - Burcau of Labor 
Statistics ; 457. 


28 cm.— (Report - Bureau of Labor 


OCLC 4332415 


79-2677 
L 2.71:488 
United States. Bureau of Labor Statistics. 

Major programs 1977 Bureau of Labor Statistics. — 
[Washington] : Dept. of Labor, Bureau of Labor Statistics, 
1977. 

20212 

v, 54 p. ; 28 cm. — (Report - Burcau of Labor Statistics ; 
488) 

Prepared by Marilyn T. Shanks. 

[1 cd] 

pbk. 

1. Labor supply — United States — Statistical services. 2. 
United States — Economic conditions — Statistics. 3. Labor 
and laboring classes — United States — Statistics. I. Shanks, 
Marilyn T. Il. Title. Ill. Series: United States. Bureau of 
Labor Statistics. Report - Bureau of Labor Statistics ; 488. 


OCLC 3620703 


WOMEN’S BUREAU 
Labor Dept. 
Washington, DC 20210 


79-2678 
L 36.102:Em 7/3 

Young women and employment : what we know and need to 
know about the school-to-work transition : report of a con- 
ference. — [Washington] : Dept. of Labor, Employment and 
Training Administration, Women’s Bureau, 1978. 

20210 

vill, 91 p. ; 28 cm. 

Prepared in cooperation with Office of Youth Programs. 

Includes bibliographical references 

@ltcm 782 

pbk. 

1. Women — Employment. I. United States. Women’s Bu- 
reau. Il. United States. Employment and Training Adminis- 
tration. Office of Youth Programs. 


OCLC 4332396 
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79-2679 
L 36.102:H 81/4 
United States. Women’s Bureau. 

Women private household workers 
legislative profile. — [Washington] 
Women’s Bureau, 1978. 

20210 

12 p. ; 27 cm. 

@ltem 782 

pbk. 

1. Women — Employment. 


a statistical and 
Dept. of Labor, 


2. Servants. I. Title. 


OCLC 4377058 


79-2680 
L 36.102:Ob 7 
United States. Women’s Bureau. 
Women’s bureaus and commissions on the status of women 
: avoiding an obstacle course. — [Washington] : Dept. of 
Labor, Women’s Bureau, 1978. 
20210 
21 p.; 21 cm. 
pbk. 
1. Women’s rights — Congresses. 
for. I. Title. 


2. Women — Services 


OCLC 4341272 


79-2681 
L 36.102:W 27 
United States. Women’s Bureau. 

WUW-—the Washington Union Women’s group ; a model 
for replication. — [Washington] : Dept. of Labor, Women’s 
Bureau, 1978. 

20210 

23'\p..; 27 cm. 

@ltcm 782 

pbk. 

1. Women — Employment — Congresses. I. Title. 


OCLC 4326854 


EMPLOYMENT AND TRAINING 


ADMINISTRATION 
Labor Dept. 
Washington, DC 20210 


79-2682 
L 37.2:L 11/2 
Adams, John F 
Executive summary : labor markets in the rural South : a 
study based on four rural southern counties / prepared by 
John F. Adams ... [et al.]. — [Washington] : Dept. of Labor, 
Employment and Training Administration, 1977. 
20210 
[1], 30 p. ; 28 cm. 
Prepared for the Employment and Training Administration 
under Research and Development grant no. 51-13-72-10. 
pbk. 
Title. Il. Title: 
Labor markets in the rural South, a study based on four rural 
southern counties. 


|. Labor supply — Southern States. I. 
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79-2683 
L 37.8:Oc 1 
United States. Employment and Training Administration. 
Handbook of occupational keywords. — [Washington] 
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Highlights of the new copyright law. — Washington : Library of 
Congress, Copyright Office, 1978. 
20559 
[4] p. ; 27 cm. — (Circular ; R 99) 
Sept. 1978. 
@ltem 802-A 
pbk. 
1. Copyright — United States. I. United States. Copyright 
Office. 


OCLC 4315966 


NATIONAL AERONAUTICS AND SPACE 
ADMINISTRATION 
Washington, DC 20546 


79-2696 
NAS 1.15:1211 
Herr, Robert W 

Experimental studies of effects of tilt and structural asym- 
merty on vibration characteristics of thin-wall circular cylin- 
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Administration, Scientific and Technical Information Office ; 
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Transonic static and dynamic stability characteristics of a 
finned projectile configuration / Richmond P. Boyden, Cuyler 
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National Aeronautics and Space Administration, Scientific 
and Technical Information Office ; Springfield, Va. : for sale 
by the National Technical Information Office, 1978. 
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Acrodynamic characteristics of a monoplanar missile con- 
cept with bodies of circular and elliptical cross sections / Er- 
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Space Administration, Scientific and Technical Information 
Office ; Springfield, Va. : for sale by the National Technical 
Information Office, 1977. 
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States. National Aeronautics and Space Administration. 
Scientific and Technical Information Office. II. Title. 
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Turbulent boundary layers over nonstationary plane boun- 
daries / Alan T. Roper and Garl L. Gentry, Jr. — 
[Washington] : National Aeronautics and Space Administra- 
tion, Scientific and Technical Information Office ; Spring- 
field, Va. : for sale by the National Technical Information 
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OCLC 4314904 


79-2702 
NAS 1.15:78631 
Bailey, M C 

Design of microstrip disk antenna arrays / M. C. Bailey 
and F. G. Parks. — [Washington] : National Aeronautics and 
Space Administration, Scientific and Technical Information 
Office ; Springfield, Va. : for sale by the National Technical 
Information Office, 1978. 
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Influence of free-stream disturbances on boundary-layer 
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Scientific and Technical Information Office. II. Title. 
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Tenney, Darrel R 

Numerical analyses for treating diffusion in single-, two-, 
and three-phass binary alloy systems / Darrel R. Tenney and 
Jaliah Unnam. — [Washington] : National Aeronautics and 
Space Administration, Scientific and Technical Information 
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Information Office, 1978. 
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Space Administration. Scientific and Technical Information 
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Dynamic wind-tunnel tests of an aeromechanical gust-al- 
leviation system using several different combinations of con- 
trol surfaces / Eric C. Stewart and Robert V. Doggett, Jr. — 
[Washington] : National Aeronautics and Space Administra- 
tion, Scientific and Technical Information Office ; Spring- 
field, Va. : for sale by the National Technical Information 
Office, 1978. 
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States. National Aeronautics and Space Administration. 
Scientific and Technical Information Office. III. Title. 
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tion, Scientific and Technical Information Office ; Spring- 
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tics and Space Administration. Scientific and Technical Infor- 
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Administration, Scientific and Technical Information Office ; 
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special bibliography / compiled by J. C. Felt and W. W. Hal- 
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ministration, Scientific and Technical Information Office ; 
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and Space Administration. Scientific and Technical Informa- 
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Technology requirements for advanced earth orbital trans- 
portation systems / Andrew K. Hepler and E. L. Bangsund. — 
Washington : National Aeronautics and Space Administra- 
tion, Scientific and Technical Information Office ; Spring- 
field, Va. : for sale by the National Information Service, 
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v. : ill. ; 27 cm. — (NASA contractor report ; NASA CR- 
2878) 

Prepared for Langley Research Center, Hampton, Va., 
under contract NAS1-13944. 

Issued July 1978. 

Contents: v.1. Executive summary. 

@ltem 830-H-14 (microfiche) 

pbk. 

1. Reusable space vehicles. I. Bangsund, E L , joint 
author. II. United States. National Aeronautics and Space 
Administration. Scientific and Technical Information Office. 
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NAS 1.26:2932 
Digital computer processing of LANDSAT data for North 
Alabama / A. D. Bond ... [et al.]. — Washington : National 
Aeronautics and Space Administration, Scientific and 
Technical Information Office ; Springfield, Va. : for sale by 
the National Technical Information Service, 1977. 
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and Space Administration. Scientific and Technical Informa- 
tion Office. III. United States. George C. Marshall Space 
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tional Aeronautics and Space Administration. NASA contrac- 
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Ash, Robert L 
Simulation of turbulent wall pressure / Robert L. Ash. — 
Washington : National Aeronautics and Space Administra- 
tion, Scientific and Technical Information Office ; Spring- 
field, Va. : for sale by the National Information Service, 
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States. National Aeronautics and Space Administration. 
Scientific and Technical Information Office. II. United 
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NAS 1.26:2960 
Bennett, A G 

Pilot evaluation of sailplane handling qualities / A. G. 
Bennett, Jr. — Washington : National Aeronautics and Space 
Administration, Scientific and Technical Information Office ; 
Springfield, Va. : for sale by the National Technical Informa- 
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Aeronautics and Space Administration. Scientific and 
Technical Information Office. II. United States. Langley 
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A geometry package for generation of imput data for a 
three-dimensional potenial-flow program / N. Douglas Halsey 
and John L. Hess. — Washington : National Aeronautics and 
Space Administration, Scientific and Technical Information 
Office ; Springfield, Va. : for sale by the National Technical 
Information Service, 1978. 
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Adiministration, Scientific and Technical Information Office ; 
Springfield, Va. : for sale by the National Technical Informa- 
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Aeronautics and Space Adiministration, Scientific and 
Technical Information Office ; Springfield, Va. : for sale by 
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Administration, Scientific and Technical Information Office ; 
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J. Geraci and James K. Luers. — Washington National 
Acronautics and Space Administration, Scientific and 
Technical Information Office ; Springficld, Va. : for sale by 
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United States. Dept. of State. 
Gambia : post report. — [Washington : 
1975. 
12, [1] p.: ill, map ; 27 cm. 
Official post report prepared at the post. 
December 1975. 
Includes list of recommended reading. 
pbk. 
1. Gambia — Description and travel. 2. United States — 
Diplomatic and consular service — Gambia. I. Title. 


Dept. of State], 


OCLC 4367389 


79-2816 
S 1.127:G 31 
United States. Dept. of State. 
German Democratic Republic :_ post 
[Washington : Dept. of State], 1977. 
16 p.: ill., map ; 27 cm. 


report. — 





Official post report prepared at the post. 

June 1977. 

Includes list of recommended reading. 

pbk. 

1. Germany, East — Description and travel. 2. United 
States — Diplomatic and consular service — Germany, East. 
I. Title. 


OCLC 4367324 


79-2817 
S 1.127:G 94 
United States. Dept. of State. 
Guinea : post report. — [Washington : 
1976. 
19 p. : ill., map ; 27 cm. 
Official post report prepared at the post. 
May 1976. 
Includes list of recommended reading. 
pbk. 
1. Guinea — Description and travel. 2. United States — 
Diplomatic and consular service — Guinea. I. Title. 


Dept. of State], 


OCLC 4345770 


79-2818 
S 1.127:J 22 
United States. Dept. of State. 
Jamaica : post report. — [Washington : 
1977. 
24 p. : ill., map ; 27 cm. 
Official post report prepared at the post. 
June 1977. 
Includes list of recommended reading. 
pbk. 
1. Jamaica — Description and travel. 2. United States — 
Diplomatic and consular service — Jamaica. I. Title. 


Dept. of State], 


OCLC 4367491 


79-2819 
S 1.127:K 84 
United States. Dept. of State. 
Korea post report. — [Washington 
1977. 
36 p. : ill., map ; 27 cm. 
Official post report prepared at the post. 
January 1976. 
Includes list of recommended reading. 
1. Korea — Description and travel. 2. United States — 
Diplomatic and consular service — Korea. I. Title. 


Dept. of State], 


OCLC 4345522 


79-2820 
S$ 1.127:L 56 
United States. Dept. of State. 
Lesotho : post report. — [Washington : 
1977. 
16 p.: ill., map ; 27 cm. 
Official post report prepared at the post. 
June 1977. 
Includes list of recommended reading. 
pbk. 
1. Lesotho — Description and travel. 2. United States — 
Diplomatic and consular service — Lesotho. I. Title. 


Dept. of State], 


OCLC 4369653 


Government Publications — January 1979 


79-2821 
S 1.127:L 97 
United States. Dept. of State. 
Luxembourg : post report. — [Washington 
State], 1975. 
16 p. : ill., map ; 27 cm. 
Official post report prepared at the post. 
November 1975. 
Includes list of recommended reading. 
pbk. 
1. Luxembourg — Description and travel. 2. United States 
— Diplomatic and consular service — Luxembourg. I. Title. 


Dept. of 


OCLC 4369647 


79-2822 
S 1.127:M 29/2 
United States. Dept. of State. 
Malawi : post report. — [Washington : 
1977. 
16 p.: ill., map ; 27 cm. 
Official post report prepared at the post. 
July 1977. 
Includes list of recommended reading. 
pbk. 
1. Malawi — Description and travel. 2. United States — 
Diplomatic and consular service — Malawi. I. Title. 


Dept. of State], 


OCLC 4367355 


79-2823 
S$ 1.127:M 29/3 
United States. Dept. of State. 
Malaysia : post report. — [Washington : 
1976. 
19 p. : ill., map ; 27 cm. 
Official post report prepared at the post. 
December 1976. 
Includes list of recommended reading. 
pbk. 
1. Malaysia — Description and travel. 2. United States — 
Diplomatic and consular service — Malaysia. I. Title. 


Dept. of State], 


OCLC 4369360 


79-2824 
S 1.127:M 36 
United States. Dept. of State. 
Martinique : post report. — [Washington : 
1974. 
12 p.: ill., maps ; 27 cm. 
Official post report prepared at the post. 
June 1974. 
Includes list of recommended reading. 
pbk. 
1. Martinique — Description and travel. 
— Diplomatic and consular service — Martinique. 


Dept. of State], 


2. United States 
I. Title. 


OCLC 4369293 


79-2825 
S 1.127:M 44 
United States. Dept. of State. 
Mauritania : post report. — [Washington : 
1974. 
20 p.: ill., maps ; 27 cm. 
Official post report prepared at the post. 
December 1974. 
Includes list of recommended reading. 
pbk. 


Dept. of State], 
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State Department 


2. United States 
I. Title. 


1. Mauritania — Description and travel. 
— Diplomatic and consular service — Mauritania. 


OCLC 4345494 


79-2826 
S 1.127:M 82 
United States. Dept. of State. 
Morocco : post report. — [Washington : 
1977. 
36 p. : ill., maps ; 27 cm. 
Official post report prepared at the post. 
May 1977. 
Includes list of recommended reading. 
pbk. 
1. Morocco — Description and travel. 
Diplomatic and consular service — Morocco. 


Dept. of State], 


2. United States — 
I. Title. 


OCLC 4345481 


79-2827 
S 1.127:N 35 
United States. Dept. of State. 
Nepal post report. — [Washington 
1977. 
24 p. : ill., map ; 27 cm. 


Dept. of State], 


Official post report prepared at the post. 

March 1977. 

Includes list of recommended reading. 

pbk. 

1. Nepal — Description and travel. 
Diplomatic and consular service — Nepal. 


2. United States — 
I. Title. 


OCLC 4345512 


79-2828 
S$ 1.127:N 38 
United States. Dept. of State. 
Netherlands : post report. — [Washington : Dept. of State], 
1977. 
32 p.: ill., maps ; 27 cm. 
Official post report prepared at the post. 
July 1977. 
Includes list of recommended reading. 
pbk. 
1. Netherlands — Description and travel. 
— Diplomatic and consular service — Netherlands. 


2. United States 
I. Title. 


OCLC 4369668 


79-2829 
S 1.127:P 19 
United States. Dept. of State. 
Panama : post report. — [Washington : Dept. of State], 
1977. 
24 p.: ill., map ; 27 cm. 
Official post report prepared at the post. 
January 1977. 
Includes list of recommended reading. 
pbk. 
1. Panama — Description and travel. 2. United States — 
Diplomatic and consular service — Panama. I. Title. 


OCLC 4345490 
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79-2830 
S$ 1.127:P 19/2 
United States. Dept. of State. 
Papua New Guinea : post report. — [Washington : Dept. of 
State], 1976. 
20 p.: ill., map ; 27 cm. 
Official post report prepared at the post. 
December 1976. 
Includes list of recommended reading. 
pbk. 
1. Papua New Guinea — Description and travel. 2. United 
States — Diplomatic and consular service — Papua New 
Guinea. I. Title. 


OCLC 4367440 


79-2831 
S 1.127:P 21 
United States. Dept. of State. 
Paraguay : post report. — [Washington : Dept. of State], 
1977. 
24 p.: ill., map ; 27 cm. 
Official post report prepared at the post. 
April 1977. 
Includes list of recommended reading. 
pbk. 
1. Paraguay — Description and travel. 
Diplomatic and consular service — Paraguay. 


2. United States — 
I. Title. 


OCLC 4369671 


79-2832 
S 1.127:P 75 
United States. Dept. of State. 
Poland : post report. — [Washington : 
1974, 
20 p. : ill., map ; 27 cm. 
Official post report prepared at the post. 
April 1974. 
Includes list of recommended reading. 
pbk. 
1. Poland — Description and travel. 
Diplomatic and consular service — Poland. 


Dept. of State], 


2. United States — 
I. Title. 


OCLC 4369259 


79-2833 
S$ 1.127:Q 1 
United States. Dept. of State. 
Qatar : post report. — [Washington : 
20 p.: ill. ; 27 cm. 
Official post report prepared at the post. 
February 1977. 
Includes list of recommended reading. 
pbk. 
1. Qatar — Description and travel. 2. 
Diplomatic and consular service — Qatar. 


Dept. of State], 1977. 


United States — 
I. Title. 


OCLC 4367496 


79-2834 
S 1.127:R 94 

United States. Dept. of State. 

Rwanda : post report. — [Washington : 

1974. 

20 p.: ill., map ; 27 cm. 

Official post report prepared at the post. 

June 1974. 

Includes list of recommended reading. 

pbk. 


Dept. of Statc], 





2. United States — 
I. Title. 


1. Rwanda — Description and travel. 
Diplomatic and consular service — Rwanda. 


OCLC 4369301 


79-2835 
S 1.127:Sa 8 
United States. Dept. of State. 
Saudi Arabia post report. — [Washington 
State], 1975. 
32, [1] p. : ill., maps ; 27 cm. 
Official post report prepared at the post. 
November 1975. 
Includes list of recommended reading. 
pbk. 
1. Saudi Arabia— Description and travel. 2. United 
States — Diplomatic and consular service — Saudi Arabia. I. 
Title. 


Dept. of 


OCLC 4369353 


79-2836 
S 1.127:Si 1 
United States. Dept. of State. 
Sierra Leone post report. — [Washington 
State], 1976. 
20 p. : ill., map ; 27 cm. 
Official post report prepared at the post. 
July 1976. 
Includes list of recommended reading. 
pbk. 
1. Sierra Leone — Description and 


Dept. of 


travel. 2. United 
States — Diplomatic and consular service — Sierra Leone. I. 
Title. 


OCLC 4345506 


79-2837 
S$ 1.127:Si 6 
United States. Dept. of State. 
Singapore : post report. — [Washington : 
1977. 
24 p. : ill., map ; 27 cm. 
Official post report prepared at the post. 
January 1977. 
Includes list of recommended reading. 
pbk. 
1. Singapore — Description and travel. 
Diplomatic and consular service — Singapore. 


Dept. of State], 


2. United States — 
I. Title. 


OCLC 4367351 


79-2838 
S$ 1.127:Soe 5 
United States. Dept. of State. 
Somalia : post report. — [Washington : 
1976. 
24 p.: ill., map ; 27 cm. 
Official post report prepared at the post. 
September 1976. 
Includes list of recommended reading. 
pbk. 
1. Somalia — Description and travel. 2. United States — 
I. Title. 


Dept. of State], 


Diplomatic and consular service — Somalia. 


OCLC 4345708 
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79-2839 
S$ 1.127:So 8 af 
United States. Dept. of State. 
South Africa : post report. — [Washington 
State], 1976. 
36 p. : ill., maps ; 27 cm. 
Official post report prepared at the post. 
October 1976. 
Includes list of recommended reading. 
pbk. 
1. South Africa— Description and travel. 2. United 
States — Diplomatic and consular service — South Africa. I. 
Title. 


Dept. of 


OCLC 4367466 


79-2840 
S 1.127:Sp 1 
United States. Dept. of State. 
Spain : post report. — [Washington : Dept. of State], 1977. 
44 p. : ill., maps ; 27 cm. 
Official post report prepared at the post. 
March 1977. 
Includes list of recommended reading. 
pbk. 
1. Spain — Description and travel. 2. 
Diplomatic and consular service — Spain. 


United States — 
1. Title. 


OCLC 4345690 


79-2841 
S$ 1.127:Sr 3 
United States. Dept. of State. 
Sri Lanka : post report. — [Washington : Dept. of State], 
1977. 
23, [1] p.: ill., map ; 27 cm. 
Official post report prepared at the post. 
April 1977. 
Includes list of recommended reading. 
pbk. 
1. Sri Lanka — Description and travel. 
Diplomatic and consular service — Sri Lanka. 


2. United States — 
I. Title. 


OCLC 4367557 


79-2842 
S 1.127:Su 2 
United States. Dept. of State. 
Sudan post report. — [Washington 
1976. 
20 p.: ill, map ; 27 cm. 
Official post report prepared at the post. 
January 1976. 
Includes list of recommended reading. 
pbk. 
1. Sudan — Description and travel. 2. United States — 
Diplomatic and consular service — Sudan. I. Title. 


Dept. of State], 


OCLC 4367549 


79-2843 
S 1.127:Sw 6 
United States. Dept. of State 
Switzerland : post report. — [Washington : 
1976. 
24 p.: ill., maps ; 27 cm. 
Official post report prepared at the post. 
August 1976. 
Includes list of recommended reading. 
pbk. 


Dept. of State], 
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State Department 


2. United States 
I. Title. 


1. Switzerland — Description and travel. 
— Diplomatic and consular service — Switzerland. 


OCLC 4345704 


79-2844 
S 1.127:Sy 8 
United States. Dept. of State. 
Syrian Arab Republic : post report. — [Washington : Dept. 
of State], 1975. 
20 p. : ill., map ; 27 cm. 
Official post report prepared at the post. 
November 1975. 
Includes list of recommended reading. 
pbk. 
1. Syria — Description and _ travel. 
Diplomatic and consular service — Syria. 


2. United States — 
1. Title. 


OCLC 4367487 


79-2845 
S 1.127:T 13 
United States. Dept. of State. 
Taiwan : post report. — [Washington : 
1976. 
40 p.: ill., map ; 27 cm. 
Official post report prepared at the post. 
December 1976. 
Includes list of recommended reading. 
pbk. 
1. Taiwan — Description and travel. 
Diplomatic and consular service — China. 


Dept. of State], 


2. United States — 
I. Title. 


OCLC 4367481 


79-2846 
S$ 1.127:T 15 
United States. Dept. of State. 
Tanzania : post report. — [Washington : 
1977. 
24 p.: ill., maps ; 27 cm. 
Official post report prepared at the post. 
July 1977. 
Includes list of recommended reading. 
pbk. 
1. Tanzania — Description and travel. 
Diplomatic and consular service — Tanzania. 


Dept. of State], 


2. United States — 
I. Title. 


OCLC 4369341 


79-2847 
S$ 1.127:T 32 
United States. Dept. of State. 
Thailand : post report. — [Washington : 
1977. 
27 p. : ill., map ; 27 cm. 
Official post report prepared at the post. 
June 1977. 
Includes list of recommended reading. 
pbk. 
1. Thailand — Description and travel. 
Diplomatic and consular service — Thailand. 


2. United States — 
I. Title. 


OCLC 4367409 


79-2848 
S$ 1.127:T 57 
United States. Dept. of State. 
‘Togo : post report. — [Washington : Dept. of State], 1975. 
20 p.: ill., map ; 27 cm. 
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Dept. of State], 


Official post report prepared at the post. 

December 1975. 

Includes list of recommended reading. 

pbk. 

1. Togo — Description and travel. 
Diplomatic and consular service — Togo. 


2. United States — 
I. Title. 


OCLC 4367553 


79-2849 
S 1.127:T 73 
United States. Dept. of State. 
Trinidad and Tobago : post report. — [Washington : 
of State], 1975. 
16 p.: ill., map ; 27 cm. 
Official post report prepared at the post. 
August 1975. 
Includes list of recommended reading. 
pbk. 
1. Trinidad and Tobago — Description and travel. 2. 
United States — Diplomatic and consular service — Trinidad 
and Tobago. I. Title. 


Dept. 


OCLC 4367544 


79-2850 
S 1.127:Ug 1 
United States. Dept. of State. 
Uganda : post report. — [Washington : 
1972. 
16 p. : ill., map ; 27 cm. 
Official post report prepared at the post. 
November 1972. 
Includes list of recommended reading. 
pbk. 
1. Uganda — Description and travel. 
Diplomatic and consular service — Uganda. 


Dept. of State], 


2. United States — 
I. Title. 


OCLC 4369684 


79-2851 
S$ 1.127:Un 3/3 
United States. Dept. of State. 
United Kingdom : post report. — [Washington 
State], 1977. 
48 p. : ill., maps ; 27 cm. 
Official post report prepared at the post. 
March 1977. 
Includes list of recommended reading. 
pbk. 
1. Great Britain — Description and travel. 2. United 
States — Diplomatic and consular service — Great Britain. I. 
Title. 


: Dept. of 


OCLC 4367448 


79-2852 
S$ 1.127:Ur 1 
United States. Dept. of State. 
Uruguay : post report. — [Washington 
1977. 
24 p.: ill., map ; 27 cm. 
Official post report prepared at the post. 
July 1977. 
Includes list of recommended reading. 
pbk. 
1. Uruguay — Description and travel. 
Diplomatic and consular service — Uruguay. 


: Dept. of State], 


2. United States — 
I. Title. 


OCLC 4367457 





79-2853 
S$ 1.127:Z 1 
United States. Dept. of State. 
Zambia : post report. — [Washington 
1975. 
20 p. : ill., map ; 27 cm. 
Official post report prepared at the post. 
November 1975. 
Includes list of recommended reading. 
pbk. 
1. Zambia — Description and travel. 2. United States — 
Diplomatic and consular service — Zambia. I. Title. 


Dept. of State], 


OCLC 4369344 


79-2854 
S 1.129:45 
United States. Dept. of State. 

Semiannual report to the Commission on Security and 
Cooperation in Europe. Washington, Dept. of State, Bureau 
of Public Affairs, Office of Public Communication. 

2201 C St., NW, 20520 

27 cm. (Special report - Dept. of State, Office of Public 
Communication ; no. 45) 

@ltcm 864-B-1 

ISSN 0148-1924 


Main scries: Special report - Department of State, Office of 


Public Communication 


1. Conference on Security and Cooperation in Europe. 2. 
United States — Foreign relations — 1945- — Periodicals. I. 


Title. II. Series: United States. Dept. of State. Office of 


Public Communication. Special report - Department of State, 
Office of Public Communication ; no. 45. 

JX1393.C65U5S4a 

327/.17/094 

OCLC 3276464 


Treaties and other international series. Supt. of Docs. subscrip- 
tion $75.00 a year (approximately 150 issues), $18.75 addi- 
tional for foreign mailing; single copies vary in price. 
79-2855 

S 9.10:8840 
United States. Treaties, etc. Thailand, Jan. 19, 1977. 

Research institute of medical sciences : agreement between 
the United States of America and Thailand modifying and 
continuing the agreements of December 23, 1960 and April 
1 and 25, 1963 effected by exchange of notes signed at 
Bangkok January 19 and 28, 1977. — [Washington] : Dept. 
of State : for sale by the Supt. of Docs., U.S. Govt. Print. 
Off., 1978. 

20402 

3 p. ; 24 cm. — (Treaties and other international acts se- 
rics ; 8840) 

@ltcm 899 

S/N 044-000-9 1693-2 

pbk. : $0.70 

1. Armed Forces Research Institute of Medical Sciences. 
2. Medical research — Asia, Southeastern — International 

cooperation. 1. United States. Dept. of State. IL. Tithe. HL 
Series: United States. Dept. of State. Treaties and other inter- 
national acts series ; 8840. 


OCLC 4340055 


Government Publications — January 1979 


79-2856 


S 9.10:8863 
United States. Treaties, etc. Austria, Sept. 15, 1976. 

Customs assistance : agreement between the United States 
of America and Austria signed at Vienna September 15, 
1976. — [Washington] : Dept. of State : for sale by the Supt 
of Docs., U.S. Govt. Print. Off., 1978. 

20402 

17 p. ; 24 cm. 
rics ; 8863) 

English and German. 

@ltcm 899 

3/N 044-000-91716-5 

pbk. : $1.10 

1. Usages of trade — United 
cooperation. 2. Usages of trade — Austria — International 
cooperation. I. United States. Dept. of State. Hl. Title. III 
Series: United States. Dept. of State. Treatics and other inter- 
national acts series ; 8863. 


(Treaties and other international acts se- 


States — International 


OCLC 4359810 


79-2857 
S 9.10:8865 
United States. Treaties, etc. Philippines, May 25, 1977. 

Agricultural commodities : transfer under Title Il : agree- 
ment between the United States of America and the Philip- 
pines signed at Manila January 4 and 7, 1977 and amending 
agreement signed at Manila May 25 and June 6, 1977. 
[ Washington] Dept. of State : for sale by the Supt. of 
Docs., U.S. Govt. Print. Off., 1978 

20402 

8 p. ; 24 cm 
ries ; 8865) 

@ltcm 899 

S/N 044-000-91718-1 

pbk. : $0.70 

1. Surplus agricultural commodities, American — Philip- 
pines. 2. Food relief, American — Philippines. I. United 
States. Dept.of State. II. Title. IIL. Series: United States. 
Dept. of State. Treaties and other international acts series ; 
8865. 


(Treaties and other international acts se- 


OCLC 4367843 


79-2858 


S 9.10:8868 
United States. Treaties, etc. Czechoslovakia, Aug. 12, 1977 
Air transport services : agreement between the United 

States of America and Czechoslovak Socialist republic 
amending and extending the agreement of February 28, 
1969, as amended and extended effected by exchange of 
notes signed at Prague August 12, 1977 
Dept. of State 
Print. Off., 1978 

20402 

4 p. ; 24 cm 
rics : S868) 

@ltem 899 

S/N 044-000-91721-1 

pbk $0.70 

1. Acronautics, Commerical -- Law and legislation 
United States. 2. Acronautics, Commercial Law and 
legislation — Czechoslovakia. [. United States. Dept. of 
State. Il. Title. IU. Series: United States. Dept. of State 
Freaties and other international acts series , 8868 


{| Washington] 


for sale by the Supt. of Docs., U.S. Govt 


(Treaties and other international acts se- 


OCLC 4337602 
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State Department 


79-2859 
S 9.10:8874 
United States. Treaties, etc. Japan, April 27, 1977. 

Whaling international observer scheme agreement 
between the United States of America and Japan extending 
the agreement of May 2, 1975, as extended effected by 
exchange of notes signed at Tokyo April 27, 1977. — 
[Washington] : Dept. of State : for sale by the Supt. of 
Docs., U.S. Govt. Print. Off., 1978. 

20402 

6 p. ; 23 cm. — (Treaties and other international acts se- 
rics ; 8874) 

English and Japanese. 

@ltcm 899 

S/N 044-000-91727-1 

pbk. : $0.70 

1. Whaling — Laws and regulations. |. United States. 
Dept. of State. Il. Title. III. Series: United States. Dept. of 
State. Treaties and other international acts scrics ; 8874. 


OCLC 4360271 


79-2860 
S 9.10:8880 
United States. Treaties, etc. Philippines, July 25 and 28, 1977. 
Trade in textiles : agreement between the United States of 
America and the Philippines amending the agreement of Oc- 
tober 15, 1975, as amended effected by exchange of notes 
signed at Manila July 25 and 28, 1977. — [Washington] : 
Dept. of State : for sale by the Supt. of Docs., U.S. Govt. 
Print. Off., 1978. 
20402 
5 p. ; 24 cm. — (Treaties and other international acts se- 
rics ; 8880) 
@ltcm 899 
S/N 044-000-9 1733-5 
pbk. : $0.70 
1. Textile industry — Law and legislation — Philippines. 
2. Textile industry — Law and legislation — United States. I. 


79-2862 


S 9.10:8885 


United States. Treaties, etc. Korea (Republic), July 13, 1977. 


Trade : non-rubber footwear : agreement between the 
United States of America and the Republic of Korea effected 
by exchange of notes signed at Washington June 21, 1977 
with agreed minutes and related notes and exchanges of let- 
ters signed at Washington July 13 and August 4, 1977. — 
[Washington] : Dept. of State : for sale by the Supt of Docs., 
U.S. Govt. Print. Off., 1978. 

20402 

37 p. ; 24 cm. -— (Treaties and other international acts se- 
ries ; 8885) 

@ltem 899 

S/N 044-000-91738-6 

pbk. : $1.50 

1. Boots and shoes — Law and legislation — United States. 
2. Boots and shoes —Law and _ legislation — Korea. I. 
United States. Dept. of State. II. Title. III. Series: United 
States. Dept. of State. Treaties and other international acts 
series ; 8885. 


OCLC 4360248 


79-2863 


S 9.10:8894 


United States. Treaties, etc. China (Republic of China), July 


18, 1977. 

Trade in textiles : agreement between the United States of 
America and the Republic of China modifying the agreement 
of May 21, 1975, as modified effected by exchange of letters 
signed at Washington July 18 and 25, 1977. — [Washington] 
: Dept. of State : for sale by the Supt of Docs., U.S. Govt. 
Print. Off., 1978. 

20402 

3 p. ; 23 cm. — (Treaties and other international acts se- 


ries ; 8894) 

@ltem 899 

S/N 044-000-91747-5 

pbk. : $0.70 

1. Textile industry — Law and legislation — United States. 
2. Textile industry — Law and legislation — China. I. United 
States. Dept. of State. II. Title. III. Series: United States. 

S 9.10:8884 Dept. of State. Treaties and other international acts series ; 

United States. Treaties, ete. China (Republic of China), Aug. 4, 8894. 

1977. 

Trade : non-rubber footwear : agreement between the 
United States and the Republic of China effected by 
exchange of notes signed at Washington June 14, 1977 with 
agreed minutes and related notes and exchange of letters 
signed at Washington August 4 and 5, 1977. — [Washington] 
: Dept. of State : for sale by the Supt. of Docs., U.S. Govt. 
Print. Off., 1978. 

20402 

32 i. 2 bs OOD. 
rics : S884) 

@licm 899 

S/N 044-000-9 1737-8 

pbk. : $1.40 

1. Boots and shoes — Law and legislation — United States. 
2. Boots and shoes — Law and _ legislation — China. I. 
United States. Dept. of State. IL Title. HI. Series: United 
States. Dept. of State. Treaties and other international acts 
serics ; S884. 


United States. Dept. of State. II. Title. IIL. Series: United 
States. Dept. of State. Treaties and other international acts 
serics ; 8880. 


OCLC 4367881 
79-2861 


OCLC 4359790 


79-2864 
S 9.10:8898 
United States. Treaties, etc. Bangladesh, Sept. 21, 1977. 
Agriculture commodities : agreement between the United 
States of America and Bangladesh signed at Dacca April 1, 
1977 with agreed minutes and amending agreements effected 
by exchange of notes signed at Dacca June 30, 1977 and 
exchange of notes signed at Dacca August 8, 1977 and 
exchange of notes signed at Dacca September 21, 1977. — 
{Washington] : Dept. of State : for sale by the Supt. of 
Docs., U.S. Govt. Print. Off., 1978. 
20402 
27 p. ; 24 cm. — (Treaties and other international acts se- 
ries ; 8898) 
@ltcm 899 
S/N 044-000-91751-3 
pbk. : $1.30 


(Treaties and other international acts se- 


OCLC 4360209 
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1. Surplus agricultural commodities, American — Ban- 1. Meteorological stations — United States. 2. 
gladesh. I. United States. Dept. of State. II. Title. III. Se- Meteorological stations — Chile. I. United States. Dept. of 
ries: United States. Dept. of State. Treaties and other interna- State. Il. Title. Il. Series: United States. Dept. of State 
tional acts series ; 8898. Treaties and other international acts series ; 8912. 


OCLC 4336967 
79-2865 


OCLC 4360137 
79-2868 
S 9.10:8907 
United States. Treaties, etc. Venezucla, June 16, 1977. 
Military assistance : eligibility requirements pursuant to the 


S 9.10:8919 
United States. Treaties, etc. Spain, Oct. 17, 1977. 
Air transport services : low-cost fares : agreement between 


International security assistance and arms export control act 
of 1976 : agreement between the United States of America 
and Venczucla effected by exchange of notes dated at 
Caracas June 16 and 30, 1977. — [Washington] : Dept. of 
State : for sale by the Supt. of Docs., U.S. Govt. Print. Off., 
1978. 

20402 

4 p. ; 24 cm. — (Treaties and other international acts se- 
ries ; 8907) 

English and Spanish. 

@ltem 899 

S/N 044-000-91760-2 

pbk. : $0.70 

1. Military assistance, American — Law and legislation — 
Venezuela. I. United States. Dept. of State. Il. Title. IIL. 
Series: United States. Dept. of State. Treaties and other inter- 
national acts series ; 8907. 


OCLC 4340035 


the United States of America and Spain modifying the agrec- 
ment of February 20, 1973, effected by exchange of notes 
dated at Madrid October 17 and 20, 1977. — [Washington] : 
Dept. of State : for sale by the Supt. of Docs., U.S. Govt. 
Print. Off., 1978. 

20402 

3 p. ; 24 cm. — (Treaties and other international acts se- 
rics ; 8919) 

English and Spanish. 

@ltcm 899 

S/N 044-000-91772-6 

pbk. : $0.70 

1. Aeronautics, Commercial — Law and _ legislation - 
United States. 2. Acronautics, Commercial — Law and 
legislation — Spain. I. United States. Dept. of State. Il 
Title. Hl. Series: United States. Dept. of State. Treaties and 
other international acts series ; 8919. 


OCLC 4339987 


79-2866 tie 
S 9.10:8927 


United States. Treaties, etc. India, Nov. 29, 1977. 


S 9.10:8909 
United States. Treaties, etc. Japan, July 12, 1977. 


Defense : production and acquisition of improved Hawk 
missile system : agreement between the United States of 
America and Japan effected by exchange of notes signed at 
Tokyo July 12, 1977. — [Washington] : Dept. of State : for 
sale by the Supt. of Docs., U.S. Govt. Print. Off., 1978. 

20402 

9 p. ; 24 cm. — (Treaties and other international acts se- 
rics ; 8909) 

English and Japanese. 

@ltcm 899 

S/N 044-000-91762-9 

pbk. : $0.80 

1. Hawk (Missile) 2. Japan — Air defenses, Military. 3. 
United States— Air defenses, Military. I. United States. 
Dept. of State. Il. Title. III. Series: United States. Dept. of 
State. Treaties and other international acts series ; 8909. 


OCLC 4340070 


79-2867 


S 9.10:8912 


United States. Treaties, etc. Chile, Feb. 23, 1977. 


Weather stations : agreement between the United States of 
America and Chile effected by exchange of notes dated at 
Santiago February 23, June 2, and September 7, 1977 with 
memorandum of agreement. — [Washington] : Dept. of State 
: for sale by the Supt. of Docs., U.S. Govt. Print. Off., 1978. 

20402 

13 p.; 23 cm. — (Treaties and other international acts se- 
rics ; 8912) 

English and Spanish. 

@ltcm 899 

S/N 044-000-91765-3 

pbk. : $0.90 


Trade in textiles : agreements between the United States of 
America and India amending and extending the agreement of 
August 6, 1974, as modified effected by exchange of notes 
signed at Washington September 28 and 29, 1977 and 
exchange of notes at Washington October 28, 1977 and 
exchange of notes signed at Washington November 29, 1977 
— [Washington] : Dept. of State : for sale by the Supt. of 
Docs., U.S. Govt. Print. Off., 1978. 

20402 

8 p. ; 23 cm. 
rics ; 8927) 

@itcm 899 

S/N 044-000-91780-7 

pbk : $0.80 

|. Textile industries United States 
2. Textile industry — Law and legislation — India. I. United 
States. Dept. of State. Hl. Title. Hl. Series: United States 
Dept. of State. Treaties and other international acts series ; 
8927 


(Treaties and other international acts se- 


~ Law and legislation 


OCLC 4359801 


79-2870 


S 9.10:8929 


United States. Treaties, etc. Afghanistan, Sept. 28, 1977 


Basic health services agreement between the United 
States of America and Afghanistan signed at Kabul Sep- 
tember 28, 1977 [Washington] : Dept. of State : for sale 
by the Supt. of Docs., U.S. Govt. Print. Off., 1978 

20402 

15S p. ; 23 cm 
ries ; 8929) 

@ltcem 899 

S/N 044-000-91782-3 

pbk. : $1.00 


(Treaties and other international acts se- 
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State Department 


1. Medical care — Afghanistan. 2. Economic assistance, 
American — Afghanistan. I. United States. Dept. of State. 
Il. Title. Ul. Series: United States. Dept. of State. Treaties 
and other international acts series ; 8929. 


OCLC 4360284 


79-2871 
S 9.10:8943 
United States. Treaties, etc. Japan, June 18, 1976. 

Mutual defense assistance : cash contribution by Japan, 
agreement between the United States of America and Japan 
relating to the agreement of March 8, 1954, effected by 
exchange of notes signed at Tokyo July 26, 1977. — 
[Washington] : Dept. of State : for sale by the Supt. of 
Docs., U.S. Govt. Print. Off., 1978. 

20402 

6 p. ; 24 cm. — (Treaties and other international acts se- 
rics ; 8943) 

English and Japanesc. 

@ltcm 899 

S/N 044-000-91797-1 

pbk. : $0.70 

1. Military assistance, American — Law and legislation — 
Japan. 2. Mutual security program, 1951-1. United States. 
Dept. of State. Il. Title. III. Series: United States. Dept. of 
State. Treatics and other international acts series ; 8943. 


OCLC 4369639 


79-2872 
S 9.10:8946 
United States. Treaties, etc. Bahamas, Oct. 27, 1976. 

Social security : agreement between the United States of 
Amcrica and the Bahamas effected by exchange of notes 
signed at Nassau October 27, 1976 and May 6 and Sep- 
tember 23, 1977. — [Washington] : Dept. of State : for sale 
by the Supt. of Docs., U.S. Govt. Print. Off., 1978. 

20402 

8 p. ; 23 cm. — (Treaties and other international acts se- 
rics ; 8946) 

@licm 899 

S/N 044-000-9 1800-5 

pbk. : $0.80 

1. Social security — United States — International coopera- 
tion. 2. Social security — Bahamas — International coopera- 
tion. I. United States. Dept. of State. II. Title. III. Series: 
United States. Dept. of State. Treaties and other international 
acts series ; 8946. 


OCLC 4359724 


79-2873 
S 9.10:8953 
United States. Treaties, etc. Mexico, Sept. 29, 1977. 
Narcotic drugs : additional cooperative arrangements to 


curb illegal traffic : agreement between the United States of 


America and Mexico effected by exchange of letters signed 
at Mexico August 5, 1977 and amending agreement effected 
by exchange of letters signed at Mexico September 29, 1977. 


| Washington] : Dept. of State : for sale by the Supt. of 


Docs., U.S. Govt. Print. Off., 1978. 

20402 

9p. ; 23 cm.— (Treaties and other international acts se- 
ries ; 8953) 

English and Spanish. 

@ltcm 899 

S/N 044-000-9 1 807-2 

pbk. : $0.80 
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1. Narcotics, Control of — United States — International 
cooperation. 2. Narcotics, Control of — Mexico — Interna- 
tional cooperation. I. United States. Dept. of State. II. 
Title. III. Series: United States. Dept. of State. Treaties and 
other international acts series ; 8953. 


OCLC 4359743 


79-2874 


S 9.12:28/pt.1 


United States. Treaties, etc. 


United States treaties and other international agreements. 
[Washington] Dept. of State; for sale by the Supt. of Docs., 
U.S. Govt. Print. Off. 

20402 

26 cm. (Treaties and other international acts series ; 8461- 
8513) 

$18.50 

v. 1- 1950- 

Prior to the publication of this compilation, treaties and 
other international agreements were printed in the United 
States statutes at large. 

Issued in three parts. 

1976, vol. 28, pt. 1. 

Annual. 

@ltem 899-A 

S/N 044-000-01685-1 

Main series: Treaties and other international acts series 

1. United States — Foreign relations — Treaties. 2. Trea- 
ties. I. Title. Il. Series: United States. Dept. of State. Trea- 
ties and other international acts series ; 8461-8513. 


OCLC 1307767 


SMALL BUSINESS ADMINISTRATION 
Washington, DC 20416 


79-2875 


SBA 1.19:W 84 


United States. Small Business Administration. Office of 


Management Assistance. 

Women’s handbook : how SBA can help you go into busi- 
ness / prepared by the Office of Management Assistance, 
U.S. Small Business Administration. — [Washington] : Small 
Business Administration, Office of Management Assistance, 
1978. 

P.O. Box 15434, Fort Worth, TX 76119 

16 p. ; 28 cm. 

Bibliography: p. 16. 

@ltem 901-P 

pbk. 

1. United States. Small Business Administration. 2. 
Women in business. I. Title. 


OCLC 4347979 


SMITHSONIAN INSTITUTION 
Washington, DC 20560 


79-2876 


SI 1.27:273 


Clarke, John Frederick Gates, 1905- 


Neotropical Microlepidoptera, XXI : new genera and spe- 
cies of Oecophoridae from Chile / J. F. Gates Clarke. — 
Washington : Smithsonian Institution Press, 1978. 

20560 

v, 80 p. : ill. ; 26 cm.— (Smithsonian contributions to 
zoology ; no. 273) 





Bibliography: p. 73. 

@ltem 910-D 

pbk. 

1. Oecophoridae. 2. Insects — Classification. 3. Insects 
—Chile. I. Smithsonian Institution. II. Title. III. Series: 
Smithsonian Institution. Smithsonian contributions to zoology 
; no. 273. 

QL1.S54 no. 273 
[QL561.043} 
591/.08 s 
(595.7/81] 
OCLC 3327037 


TREASURY DEPARTMENT 
Washington, DC 20220 


79-2877 
T 1.2:D 46 
United States. Treasury Dept. 

National bicentennial competition for new reverse designs 
of United States coins. — [Washington] : Treasury Dept., 
[1973] 

20220 

[4] p. : ill. ; 22 x 10 cm. 

pbk. 

1. Design, Decorative. 


2. Coins. I. Title. 


OCLC 4377606 


79-2878 
T 1.2:Se 4/978 
United States. Treasury Dept. Office of Administrative Pro- 
grams. 

Selling to the Department of the Treasury. — Washington : 
Treasury Dept., Office of Administrative Programs : 
by the Supt. of Docs., U.S. Govt. Print. Off., 1977. 

20402 

14, [10] p.: ill. ; 27 cm. 

“TD P 70-06.C.” 

GPO stock no. is incorrect in publication. 

@ltem 925 

S/N 048-004-01504-8 

pbk. : $1.20 

1. United States. Treasury Dept. — Procurement. 


for sale 


l. Title. 
OCLC 4366483 


INTERNAL REVENUE SERVICE 
Treasury Dept. 
Washington, DC 20224 


79-2879 
T 22.19:P 93 
Privacy act of 1974 : resource material. — [Washington ] 
Dept. of the Treasury, Internal Revenue Service, 1975. 
20224 
[144] p. ; 27 cm.— (Document - Internal Revenue Ser- 
vice ; 6372) 
Issued Nov. 1975. 
pbk. 
1. Privacy, Right of — United States. 2. Public records — 
United States. 3. Government information — United States. 
I. United States. Internal Revenue Service. 


OCLC 4340716 
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ALCOHOL, TOBACCO AND FIREARMS 
BUREAU 
Treasury Dept. 
Washington, DC 20224 


79-2880 
T 70.5:G 95/975 
United States. Bureau of Alcohol, Tobacco, and Firearms. 

Gun control act of 1968, Public Law 90-618, 90th Con- 
gress, H.R. 17735, Oct. 22, 1968. — [Washington] : Dept. of 
the Treasury, Burcau of Alcohol, Tobacco, and Firearms, 
1976. 

20220 

9 p. ; 27 cm. 

“ATF P 5300.7(7/75) (replaces 627 ).” 

pbk. 

1. Firearms — Laws and regulations. I. Title. 


OCLC 4383145 


UNITED STATES INTERNATIONAL TRADE 
COMMISSION 
Washington, DC 20436 


79-2881 
TC 1.2:K 74 
United States. International Trade Commission. 

Knitting machines for ladies’ seamless hoiscry, from Italy : 
determination of no injury or likelihood thereof or preven- 
tion of establishment ofan industry in the United States in in- 
vestigation no AA1921-160 under the Antidumping act, 
1921, as amended, together with the information obtained in 
the investigation. — Washington : International Trade Com- 

mission, 1976. 
20436 
iv, 9, A89 p.: ill. ; 27 cm. — (USITC publication , 794) 
Includes bibliographical references. 
pbk. 
1. Machine, Knitting. 2. Title. IU. 
United States. International Trade Commmission. USITIC 


Hosiery. I. Series: 


publication ; 794. 


OCLC 4340066 


79-2882 
TC 1.2:L 48/9 
United States. International Trade Commission. 

Information for use in determining whether to remove 
leather wearing apparcl from the list of articles eligible for 
the gencralized system of preferences : report to the Pre- 

sident on investigation no. 332-79(3) under section 332 of 

the Tariff act of 1930. — Washington 

Commission, 1976. 
20436 
(2})53'p. : Gi 
Principally prepared by Carl F. Scastrum and Louis N. De 


: International Trade 


27 cm. — (USITC publication ; 792) 


Toro. 
Includes bibliographical references. 
pbk. 
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United States International Trade Commission 


1. Leather good. 2. Clothing trade — United States. I. 
Seastrum, Carl F II. De Toro, Louis N_ Ill. Title. IV. 
Title: Determining whether to remove leather wearing ap- 
parel from the list of articles eligible for the generalized 
system of perferences, report to the President on investiga- 
tion no. 332-79(3) under section 332 of the Tariff act of 
1930. V. Series: United States. International Trade Com- 
mission. USITIC publication ; 792. 


OCLC 4340154 


79-2883 
TC 1.2:M 97/5 
United States. International Trade Commission. 

Mushrooms : report to the President on investigation no. 
TA-201-17 under section 201 of the Trade act of 1974. — 
Washington : International Trade Commission, 1977. 

20436 

v, 33, A-89 p. : ill. ; 27 cm. — (USITC publication ; 798) 

Principally prepared by Henry H. Dueringer ... et al. 

Issued January 1977. 

Includes bibliographical references. 

pbk. 

1. Tariff on mushrooms — United States. I. Dueringer, 
Henry H_ II. Title. Ill. Series: United States. International 
Trade Commission. USITC publication ; 798. 


OCLC 4330201 


79-2884 
TC 1.2:T 23/11 
United States. International Trade Commission. 

Television receivers, color and monochrome, assembled or 
not assembled, finished or not finished, and subassemblies 
thereof : report to the President on investigation no. TA-201- 
19 under section 201(b) of the Trade act of 1974. — 
Washington : International Trade Commission, 1977. 

20436 

v, 62, A-130 p.: ill. ; 27 em. — (USITC publication ; 808) 

Issued March 1977. 

Includes bibliographical references. 

pbk. 

1. Television — Receivers and reception. 2. Television — 
Economic aspects. If. Title. II. Series: United States. Inter- 
national Trade Commission. USITC publication ; 808. 
HD9999.1T373U68 
338.4/7/621388360973 
OCLC 3627558 


TRANSPORTATION DEPARTMENT 
Washington, DC 20590 


79-2885 
TD 1.20/2:76-57 
Anderton, David 
Review of diesel combustion models for NOx and smoke 
emissions / David Anderton. — Washington : Dept. of Trans- 
portation, Office of the Secretary, Office of the Assistant 
Secretary for Systems Development and Technology, Office 
of Noise Abatement ; Springfield, Va. : for sale by the Na- 
tional Technical Information Service, 1977. 
22161 
xii, 144, A-10 p.: ill. ; 27 cm. (Report - Transportation 
Systems Center ; no. DOT-TSC-OST-76-57 ) 
Prepared by Univ. of Southampton, Institute of Sound and 
Vibration Research, under contract DOT-TSC-1101. 
Final report; October 1977. 
Includes bibliographical references. 
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@ltem 982-I-5 (microfiche) 

pbk. 

1. Diesel motor exhaust gas. 2. Combustion. I. United 
States. Dept. of Transportation. Office of Noise Abatement. 
Il. Title. Ill. Series: Transportation Systems Center. Report - 
Transportation Systems Center ; no. DOT-TSC-OST-76-57. 


OCLC 3693879 


79-2886 


TD 1.20/2:77-38 


Effectiveness of audible warning devices on emergency vehicles 


/ R. C. Potter ... [et al.]. — Washington : Dept. of Transpor- 
taion, Office of the Secretary, Office of the Assistant Secreta- 
ry for Systems Development and Technology, Office of Noise 
Abatement ; Springfield, Va. 
Technical Information Service, 1977. 

22161 

xii, 134 p. : ill. ; 27 cm.— (Report - Transportation 
Systems Center ; no. DOT-TSC-OST-77-38) 

Prepared by Bolt, Beranek and Newman, Inc., under con- 
tract DOT-TSC-868. 

Final report; August 1977. 


: for sale by the National 


Includes bibliographical references. 

@ltem 982-I-5 (microfiche) 

pbk. 

1. Sirens (Signalling devices) I. Potter, RC II. United 
States. Dept. of Transportation. Office of Noise Abatement. 
Ill. Series: Transportation Systems Center. Report - Trans- 
portation Systems Center ; no. DOT-TSC-OST-77-38. 


OCLC 3576287 


79-2887 


TD 1.20/2:77-47 


Feasibility analysis of urban transportation systems with special 


reference to tunnels / M. G. Meyers ... [et al.]. — Washing- 
ton : Dept. of Transportation, Office of the Secretary, Office 
of the Assistant Secretary for Systems Development and 
Technology, Office of Systems Engineering ; Springfield, Va. 
: for sale by the National Technical Information Service, 
1977. 

22161 

xxxil, 426 p. ; 27 cm. — (Report - Transportation Systems 
Center ; no. DOT-TSC-OST-77-47) 

Prepared by SYSTAN, Inc., and ECOSOMETRICS, Inc., 
under contract DOT-TSC-1075. 

Final report, October 1977. 

Bibliography: p. 420-426. 

@ltem 982-I-5 (microfiche) 

pbk. 

1. Subways — Design and construction. 2. Underground 
construction. 3. Tunneling. I. Meyers, M G_ Il. United 
States. Dept. of Transportation. Office of Systems Engincer- 
ing. Ill. Series: Transportation Systems Center. Report - 
Transportation Systems Center ; no. DOT-TSC-OST-77-47. 


OCLC 3694044 
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79-2888 1. Traffic flow. 2. Sampling (Statistics) I. Manski, 
TD 1.20/2:77-56 Charles F , joint author. II. Atherton, Terry J , joint author. 
Anderton, David Ill. United States. Office of Highway Planning. Urban 
Rate of heat release in diesel engines / David Anderton. — Planning Division. IV. Title. 
Washington : Dept. of Transportation, Office of the Secreta- 
ry, Office of the Assistant Secretary for Systems Develop- 
ment and Technology, Office of Noise Abatement ; Spring- 
field, Va. : for sale by the National Technical Information 
Service, 1977. TD 2.2:En 2/5 
22161 United states. Office of Highway Planning. Urban Planning 
x, 136 p. : ill. ; 27 cm.— (Report - Transportation Division. 
Systems Center ; no. DOT-TSC-OST-77-56) Energy conservation in ground transportation : a com- 
Prepared by Univ. of Southampton, Institute of Sound and parison of alternative strategics. — Washington : Dept. of 
Vibration Research, under contract DOT-TSC-1101. Transportation, Federal Highway Administration, Office of 
Final report, October 1977. Highway Planning, Urban Planning Division, 1977. 
Includes bibliographical references. 20590 
@ltem 982-I-S (microfiche ) 53 p. : ill. ; 27 cm. 
pbk. August 1977. 
1. *Diesel motor. I. United States. Dept. of Transporta- Bibliography: p. 50-53. 
tion. Office of Noise Abatement. Il. Title. III. Series: pbk. 


Transportation Systems Center. Report - Transportation 1. Transportation — United States — Energy conservation. 
Systems Center ; no. DOT-TSC-OST-77-56. 2. Transportation, Automotive — United States. I. Title. 


OCLC 4272807 
79-2891 


OCLC 3582586 
79-2889 


OCLC 4319567 


TD 1.20/2:77-69 79-2892 


Transportation Systems Center. 
Workshops on transportation-air quality research needs for 


TD 2.2:Ur 1/16/976 
Appleyard, Donald 


state, regional, and local government officials / Transporta- 
tion Systems Center. — Washington : Dept. of Transporta- 
tion, Office of the Secretary , Office of the Assistant Secreta- 
ry for Systems Development and Technology, Office of 
Systems Enginecring ; Springfield, Va. : for sale by the Na- 
tional Technical Information Service, 1977. 

22161 

114 p. in various pagings ; 27 cm. — (Report - Transpor- 
tation Systems Center ; no. DOT-TSC-OST-77-69) 

Final report; December 1977. 

@ltcm 982-I-5 (microfiche ) 

pbk. 

1. Air quality — Research — United States. I. United 
States. Dept. of Transportation. Office of Systems Engineer- 
ing. II. Title. III. Series: Transportation Systems Center. 
Report - Transportation Systems Center ; no. DOT-TSC- 
OST-77-69. 


OCLC 3819605 


FEDERAL HIGHWAY ADMINISTRATION 
Transportation Dept. 
Washington, DC 20590 


79-2890 


TD 2.2:C 12 


Lerman, Steven R 


Non-random sampling in the calibration of disaggregate 
choice models / Steven R. Lerman, Charles F. Manski, Terry 
J. Atherton. — Washington : Dept. of Transportation, Federal 
Highway Administration, Office of Highway Planning, Urban 
Planning Division, 1975 i.c. 1976. 

20590 

48 p. ; ill. ; 28 cm. 

Prepared by Cambridge Systematics, Inc. 

“Report No. PO-6-3-0021." 

Bibliography: p. 47-48. 

pbk. 


Liveable urban streets : managing auto traffic in neighbor- 
hoods / Donald Applcyard with M. Sue Gerson and Mark 
Lintell. — Washington : Dept. of Transportation, Federal 
Highway Administration : for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1976. 

20402 

xx, 451 p.: ill. ; 28 cm. — (FHWA/SES-76-03) (DOT-FH- 
11-8026) 

Prepared by Institute of Urban and Regional Development, 
Univ. of California. 

Final Report; January 1976. 

Includes bibliographies. 

@ltem 982-G-5 

S/N 050-001-00111-0 

pbk. : $6.50 

1. City traffic — United States. 2. Traffic engineering — 
United States. I. Gerson, M Sue, joint author. II. Lintell, 
Mark, joint author. III. United States. Federal Highway Ad- 
ministration. IV. Title. 

HE333.A66 
388.4/1 
OCLC 2819276 


79-2893 


TD 2.26:11-9122 


Newman, Robert B 


Construction enginecring manpower management : system 
design manual / Robert B. Newman, Fred D. Hejl ; prepared 
by Roy Joregensen Associates. — [Washington] : Dept. of 
Transportation, Federal Highway Administration, 1978. 

20590 

650 p. in various pagings ; 28 cm. — (DOT-FH , 11-9122) 

At head of title: National pooled fund study 

Prepared for Federal Highway Administration and sponsor- 
ing state highway agencies. 

April 1978 

pbk. 
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Federal Highway Administration — Transportation 


1. Personnel management. 2. Construction workers. 3. 
Building trades. I. Hejl, Fred D , joint author. II. Roy Jor- 
gensen Associates. III. United States. Federal Highway Ad- 
ministration. IV. Title. 


OCLC 4325230 


79-2894 
TD 2.30:77-104 
Vedros, Philip J 

Case studies of pavement performance : phase Il, Texas / 
Philip J. Vedros, Jr., Walter R. Barker. — Washington : Dept. 
of Transportation, Federal Highway Administration, Offices 
of Research & Development ; Springfield, Va. : for sale by 
the National Technical Information Service, 1977. 

22161 

vii, 110 p. : ill. ; 28 cm. — (Report - Federal Highway Ad- 
ministration ; no. FHWA-RD-77-104) 

Prepared by U.S. Army Waterways Experiment Station, 
Soils and Pavements Laboratory, under contract order 1-1- 
2195. 

Final report; July 1977. 

Includes bibliographical refercaces. 

@ltcm 982-G-11 

pbk. 

1. Pavements — Testing. I. 
author. Il. United States. Federal Highway Administration. 
Ill. Title. IV. Series: United States. Federal Highway Ad- 
ministration. Report ; no. FHWA-RD-77-104. 


Barker, Walter R joint 


OCLC 4259006 


79-2895 
TD 2.30:77-107 
Hughes, Gregory W 

Wastewater treatment systems for safety rest areas / 
Gregory W. Hughes, Daniel E. Averett, Norman R. Francin- 
gues, Jr.— Washington : Dept. of Transportation, Federal 
Highway Administration, Offices of Research & Development 
; Springfield, Va. : for sale by the National Technical Infor- 
mation Service, 1977. 

22161 

291 p. in various pagings : ill. ; 28 cm.— (Report - 
Federal Highway Administration ; no. FHWA-RD-77-107) 

Prepared by U.S. Army Engineer Waterways Experiment 
Station, Environmental Effects Laboratory under P.O. 4-1- 
O88. 

Final report ; September 1977. 

Includes bibliographical references. 

@ltem 982-G-11 

pbk. 

1. Roadside rest 
Water — Purification. 


arcas — Design and construction. 2. 
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University. Highway Safety Research Institute. IV. Title. 


OCLC 4297708 


79-2932 
TD 8.2:C 93 
Brenner, Robert 
Curriculum workshops for college and university driver 
education instructors / Robert Brenner. — Washington 
Dept. of Transportation, National Highway Traffic Safety Ad- 
ministration , Springfield, Va. : for sale by the National 
Technical Information Service, 1978. 
22161 
vii, 127 ; 28 cm. — (DOT HS 803 029) 
Performing organization: Institute for Safety Analysis. 
Prepared for National Highway Traffic Safety Administra- 
tion under contract no. DOT-HS-5-01109. 
Final report; January 1978. 
@ltem 982-D-1 (microfiche ) 
pbk. 
1. Automobile driver education — Curricula. I. United 
States. National Highway Traffic Safety Administration. II. 
Institute for Safety Analysis. II. Title. 


OCLC 4297724 
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79-2933 
TD 8.2:L 52 
United States. National Highway Traffic Safety Administration. 
Enforcement and Emergency Services Division. 

Model legislation for emergency medical services. — 
[Washington] : Dept. of Transportation, National Highway 
Traffic Safety Administration, Office of Driver and Pedestri- 
an Programs, Enforcement and Emergency Services Division, 
1978. 

20590 

v, 14 p.; 27 cm. — (DOT HS 803 238) 

March 1978. 

@ltcm 982-D-1 (microfiche) 

pbk. 

1. Emergency medical services — Law and legislation — 
United States. 2. Medical emergencies. I. Title. 


OCLC 4012339 


79-2934 
TD 8.2:P 87/v.2 
Klein, Richard H 

Power steering failure study / Richard H. Klein, Henry T. 
Szostak, and Irving Louis Ashkenas. — Washington : Dept. of 
Transportation, National Highway Traffic Safety Administra- 
tion ; Springfield, Va. : for sale by the National Technical In- 
formation Service, 1978- 

22161 

v.: ill. ; 28 cm. — (DOT HS 803 033) 

Performing organization: Systems Technology, Inc. 

Prepared for National Highway Traffic Safety Administra- 
tion under contract DOT HS-6-01428. 

Final report; Jauary 1978. 

Includes bibliographical references. 

Contents: v. 2 Technical report. 

pbk. 

1. Automobiles — Steering gear. I. Szostak, Henry L , 
joint author. II. Ashkenas, Irving L , joint author. III. 
United States. National Highway Traffic Safety Administra- 
tion. IV. Systems Technology, inc. V. Title. 


OCLC 3930282 


79-2935 
TD 8.2:V 53/14 
Planning and Human Systems, inc. 

Development of a_ standardized vehicle identification 
number. — Washington : Dept. of Transportation, National 
Highway Traffic Safety Administration, Office of Driver and 
Pedestrian Research ; Springfield, Va. : for sale by the Na- 
tional Technical Information Service, 1978. 

22161 

iii, 102 p.: ill. ; 28 cm. — (DOT HS 803 182) 

Prepared by Planning and Human Systems, Inc. for Office 
of Driver and Pedestrian Research. 

Contract no. DOT HS-7-01541. 

Final report; February 1978. 

Includes bibliographies. 

@ltem 982-D-1 (microfiche) 

pbk. 

1. Motor vehicles. I. United States. National Highway 
Traffic Safety Administration. Office of Driver and Pedestri- 
an Research. II. Title. 


OCLC 3922322 





CONSUMER PRODUCT SAFETY 
COMMISSION 
Washington, DC 20016 


79-2936 
Y 3.C 76/3:8 M 87/4 
United States. Consumer Product Safety Commission. 
Make your lawn easier (and safer) to mow. — Washington 
: Consumer Product Safety Commission : for sale by the 
Supt. of Docs., U.S. Govt. Print. Off., 1977. 
20402 
[2] p. : ill. (some col.) ; 28 cm. 
Includes mowing safety checklist. 
@ltem 1062-C-6 
S/N 052-011-00165-1 
pbk. : $2.75 per 25 
1. Power lawn mowers — Safety measures. 
Title. 


2. Lawns. I. 


OCLC 3615270 


79-2937 
Y 3.C 76/3:19/5-S 
United States. Consumer Product Safety Commission. 

Kitchen safety : student readings. —- Washington : Con- 
sumer Product Safety Commission : for sale by the Supt. of 
Docs., U.S. Govt. Print. Off., [1978] 

20402 

[7] p. : ill. ; 28 cm. — (Product safety education unit ; no. 
5-8) 

@ltem 1062-C-6 

S/N 052-01 1-00187-2 

pbk. : $3.25 per 50 copies 

1. Kitchens — Safety measures. 


I. Title. Il. Series. 


OCLC 4353412 


79-2938 
Y 3.C 76/3:19/5-T 
United States. Consumer Product Safety Commission. 

Kitchen safety : teacher’s guide. — Washington : Consumer 
Product Safety Commission : for sale by the Supt. of Docs., 
U.S. Govt. Print. Off., [1978] 

20402 

[6] p.: ill. ; 28 cm. — (Product safety education unit ; no. 
5-T) 

@ltem 1062-C-14 

S/N 052-011-00189-9 

pbk. : $0.80 

1. Kitchens — Safety measures. 


I. Title. II. Series. 


OCLC 4353471 


79-2939 
Y 3.C 76/3:19/6-S 
United States. Consumer Product Safety Commission. 

Poison prevention : student readings. — Washington : Con- 
sumer Product Safety Commission : for sale by the Supt. of 
Docs., U.S. Govt. Print. Off., [1978] 

20402 

[4] p.: ill. ; 28 cm. — (Product safety education unit ; no. 
6-S) 

@ltem 1062-C-14 

S/N 052-01 1-00198-8 

pbk. : $10.00 per 50 copies 

1. Poison — Safety measures. 


1. Title. Il. Series. 


OCLC 4354976 


Government Publications — January 1979 


79-2940 
Y 3.C 76/3:19/6-T 
United States. Consumer Product Safety Commission. 

Poison prevention teacher’[s] guide. — Washington 
Consumer Product Safety Commission : for sale by the Supt. 
of Docs., U.S. Govt. Print. Off., [1978] 

20402 

[6] p. ; 28 cm. — (Product safety education unit ; no. 6- 
T) 

@item 1062-C-6 

S/N 052-011-00190-2 

pbk. : $0.80 

1. Poison — Safety measures. 


I. Title. Il. Series 


OCLC 4353517 


COST ACCOUNTING STANDARDS BOARD 
Washington, DC 20548 


79-2941 
Y 3.C 86:2 C 86/3 
National Conference on Criminal Justice, Washington, D.C., 
1973. 

Proceedings of the National Conference on Criminal 
Justice. — [Washington] : National Advisory Commission on 
Criminal Justice Standards and Goals : 
of Docs., U.S. Govt. Print. Off., 1976. 

20402 

v.: ill. ; 26 cm. 

Conference held Jan. 23-26, 1973, Washington, D.C. 

S/N 052-003-00030-0 

pbk. : $5.20 

1. Criminal justice, Administration of — United States 
Congresses. I. National Advisory Commission on Criminal 
Justice Standards and Goals. II. Title. 


for sale by the Supt 


OCLC 4332249 


ADVISORY COUNCIL ON HISTORIC 
PRESERVATION 
Washington, DC 20005 


79-2942 
Y 3.H 88:2 C 43/app. 
United States. National Commission for the Protection of 
Human Subjects of Biomedical and Behavioral Research 
Research involving children appendix to report and 
recommendations. — Washington : National Commission for 
the Protection of Human Subjects of Biomedical and 
Behavioral Research : for sale by the Supt. of Docs., U.S 
Govt. Print. Off., [19777] 
20402 
432 p. in various pagings ; 
no. (OS) 77-0005) 
@ltem 1089 
S/N 052-003-00474-7 
pbk. : $6.00 
1. Human experimentation in medicine. 2. Children 
United States. 3. Medical Moral 
and religious aspects. I. Title. II. Series: United States 
Dept. of Health, Education, and Welfare. DHEW publication 
; no. (OS) 77-0005. 
KF3827.M38A84 Suppl. 
344/.73/041 
OCLC 4057131 


26 cm. — (DHEW publication ,; 
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Joint Publications Research Service 


JOINT PUBLICATIONS RESEARCH SERVICE 
Arlington, VA 22201 


When ordering Joint Publications Rescarch Service publications 
trom the National Technical Information Service, give the JPRS 
number in the order. Do not include the Monthly Catalog entry 
numbers or Superintendent of Documents classification num- 
bers. 


79-2943 
Y 3.J 66:13/(nos.) 

People’s Republic of China scientific abstracts. Arlington, Va., 
Joint Publications Research Service; Springfield, Va., for sale 
by the National Technical Information Service. 

22161 

27 cm. (JPRS) 

no. 62- July 1972- 

No. 185-97; JPRS 70635, 70699, 70880, 70882, 71004, 
71121, 71189, 71304, 71480, 71514, 71594, 71637, 71663. 

@ltcm 1067-L-13 (microfiche) 

Main scries: United States. Joint Publications Research 
Service. JPRS 

Continues: Communist Chinese scientific abstracts 

1. Science — China — Abstracts — Periodicals. 2. China 
— Periodicals. I. United States. Joint Publications Research 
Service. II. Series: United States. Joint Publications 
Research Service. JPRS. 


OCLC 2370889 


79-2944 
Y 3.J 66:13/(nos.) 

Translations from Kommunist. Arlington, Va., Joint Publica- 
tions Research Service; Springfield, Va., for sale by the Na- 
tional Technical Information Service. 

22161 

27 cm. (JPRS) 

no. l- Feb. 14, 1966- 

No. 9-12; JPRS 71596, 71891, 71944, 72097. 

Main series: United States. Joint Publications Research 
Service. JPRS 

1. Russia — Periodicals. 2. Communist countries — 
Periodicals. I. United States. Joint Publications Research 
Service. Hl. Series: United States. Joint Publications 
Research Service. JPRS. 


OCLC 2370756 


79-2945 
Y 3.) 66:13/(nos.) 

Franslations from Red flag. Arlington, Va., Joint Publications 
Research Service; Springficld, Va., for sale by the National 
Fechnical Information Service. 

22161 

27 cm. (JPRS) 

litle varies slightly. 

Franslation of Hung chi (Red flag), monthly theoretical 
journal of the Central Committee of the Chinese Communist 
Party, Peking. 

Monthly. 

No. 12, Dee. 5, 1977; JPRS 70536. 

No. 1-4; JPRS 70738, 70869, 71063, 71314. 

Main series: United States. Joint Publications Research 
Service. JPRS 
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1. China — Periodicals. 2. Communism — China -- 
Periodicals. I. United States. Joint Publications Research 
Service. Il. Series: United States. Joint Publications 
Research Service. JPRS. 


OCLC 3614006 


79-2946 
Y 3.J 66:13/(nos.) 

Translations on Eastern Europe. Economic and industrial af- 
fairs. Arlington, Va., Joint Publications Research Service; 
Springficld, Va., for sale by the National Technical Informa- 
tion Service. 

22161 

27 cm. (JPRS) 

no. 1- June 7, 1968- 

No. 1768-69, 1771; JPRS 71386, 71402, 71436. 

Main series: United States. Joint Publications Research 
Service. JPRS 

1. Europe, Eastern — Economic policy — Periodicals. 2. 
Industry and _ state — Europe, Eastern — Periodicals. I. 
United States. Joint Publications Research Service. II. Se- 
rics: United States. Joint Publications Research Service. 
JPRS. 


OCLC 2370686 


79-2947 
Y 3.J 66:13/(nos.) 

Translations on Eastern Europe. Economic and industrial af- 
fairs. Arlington, Va., Joint Publications Research Service; 
Springfield, Va., for sale by the National Technical Informa- 
tion Service. 

22161 

27 cm. (JPRS) 

no. Il- June 7, 1968- 

No. 1770, 1772-89; JPRS 71418, 71448, 71484, 71495, 
71510, 71531, 71557, 71566, 71584, 71588, 71619, 71631, 
71643, 71661, 71674, 71681, 71692, 71712, 71734. 

@ltem 1067-L-1 (microfiche) 

Main series: United States. Joint Publications Research 
Service. JPRS 

1. Europe, Eastern — Economic policy — Periodicals. 2. 
Industry and_ state — Europe, Eastern — Periodicals. I. 
United States. Joint Publications Research Service. II. Se- 
ries: United States. Joint Publications Research Service. 
JPRS. 


OCLC 2370686 


79-2948 
Y 3.J 66:13/(nos.) 

Translations on USSR military affairs. Arlington, Va., Joint 
Publications Research Service; Springfield, Va., for sale by 
the National Technical Information Service. 

22161 

27 cm. (JPRS) 

No. 1374-76, 1378-90; JPRS 71803, 71823, 71848, 71905, 
71921, 71938, 71965, 71974, 71988, 72008, 72024, 72051, 
72066, 72093, 72099, 72122. 

Main series: United States. Joint Publications Research 
Service. JPRS 

1. Russia — Military policy — Periodicals. |. United 
States. Joint Publications Research Service. Il. Series: 
United States. Joint Publications Research Service. JPRS. 


OCLC 2370974 





Government Publications — January 1979 


79-2949 79-2952 
Y 3.J 66:13/(nos.) 


Translations on Eastern Europe. Political, sociological, and 


Y 3.J 66:13/(nos.) 
Translations on Japan. Arlington, Va., Joint Publications 


military affairs. Arlington, Va., Joint Publications Research 
Service; Springfield, Va., for sale by the National Technical 
Information Service. 

22161 

27 cm. (JPRS) 

no. I- June 7, 1968- 

No. 1559-61, 1562, 1564-78; JPRS 71410, 71415, 71428, 
71444, 71488, 71501, 71509, 71523, 71539, 71553, 71563, 
71581, 71590, 71618, 71635, 71640, 71672, 71708, 71722. 

@ltem 1067-L-1 (microfiche) 

Main series: United States. Joint Publications Research 
Service. JPRS 

1. Europe, Eastern — Military policy — Periodicals. 2. 
Europe, Eastern — Politics and government — Periodicals. 
3. Europe, Eastern — Social conditions — Periodicals. 1. 
United States. Joint Publications Research Service. Il. Se- 
ries: United States. Joint Publications Research Service. 
JPRS. 


OCLC 2370704 


79-2950 
Y 3.J 66:13/(nos.) 

Translations on Eastern Europe. Scientific affairs. Arlington, 
Va., Joint Publications Research Service; Springfield, Va., for 
sale by the National Technical Information Service. 

22161 

27 cm. (JPRS) 

no. l- June 20, 1968- 

No. 584-597; JPRS 71173, 71197, 71216, 71232 
71315, 71375, 71427, 71458, 71529, 71576, 71623 
71699. 

@ltem 1067-L-1 (microfiche) 

Main series: United States. Joint Publications Research 
Service. JPRS 

1. Science and state — Europe, Eastern — Periodicals. 2. 
Europe, Eastern — Periodicals. 1. United States. Joint Publi- 
cations Research Service. II. Series: United States. Joint 
Publications Research Service. JPRS. 


OCLC 2370740 


79-2951 
Y 3.J 66:13/(nos.) 

Translations on environmental quality. Arlington, Va., Joint 
Publications Research Service; Springfield, Va., for sale by 
the National Technical Information Service. 

22161 

27 cm. (JPRS) 

no. l- Dec. 7, 1973- 

No. 165-66, 170-73; JPRS 71155, 71207, 71421, 71493, 
71542, 71583. 

@ltem 1067-L-2 (microfiche) 

Main series: United States. Joint Publications Research 
Service. JPRS 

1. Environmental health Periodicals. 2. Environmental 
enginecring — Periodicals. 3 Pollution — Periodicals. | 
United States. Joint Publications Research Service. Il. Se- 
rics: United States. Joint Publications Research Service. 
JPRS. 


OCLC 2370816 


Research Service; Springfield, Va., for sale by the National 
Technical Information Service. 

22161 

27 cm. (JPRS) 

no. |- Oct. 28, 1975- 

No. 33-39; JPRS 71266, 71316, 71414, 71456, 71552, 
71642, 71700. 

@ltem 1067-L-3 (microfiche) 

Main series: United States. Joint Publications Research 
Service. JPRS 

1. Japan — Periodicals. I. United States. Joint Publica- 
Il. Series: United States. Joint Publi- 
cations Research Service. JPRS. 


tions Research Service. 


OCLC 2370919 


79-2953 
Y 3.J 66:13/(nos.) 

Translations on Latin America. Arlington, Va., Joint Publica- 
tions Research Service; Springfield, Va., for sale by the Na- 
tional Technical Information Service. 

22161 

27 cm. (JPRS) 

No. 1- Nov. 9, 1967- 

No. 1837-87; JPRS 71286, 71293, 71308, 71322, 71342, 
71349, 71358, 71365, 71385, 71397, 71413, 71426, 71434, 
71464, 71482, 71503, 71516, 71534, 71535, 71554, 71565, 
71571, 71582, 71585, 71617, 71622, 71633, 71651, 71670, 
71683, 71687, 71695, 71713, 71720, 71735, 71753, 71766, 
71769, 71796, 71810, 71821, 71829, 71841, 71850, 71861, 
71878, 71889, 71900, 71914, 71928, 71948 

@item 1067-L-4 (microfiche) 

Main series: United States. Joint Publications Research 
Service. JPRS 

1. Latin America — Periodicals. I. United States. Joint 
Publications Research Service. Il. Series: United States 
Joint Publications Research Service. JPRS. 


OCLC 2268673 


79-2954 
Y 3.J 66:13/(nos.) 

Translations on Near East and North Africa. Arlington, Va., 
Joint Publications Research Service; Springfield, Va., for sale 
by the National Technical Information Service. 

22161 

27 cm. (JPRS) 

no. 1289- Jan. 14, 1975- 

No. 1810-12, 1817-18; JPRS 71361, 71363, 71390, 71473, 
71497. 

ISSN 0145-9317 

Main series: United States. Joint Publications Research 
Service. JPRS 

Continues: Translations on Near East 

1. Near East Periodicals. 2. Africa, North Periodi- 
cals. 1. United States. Joint Publications Research Service 
Il. Series: United States. Joint Publications Research Service 
JPRS. 


OCLC 2784659 
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79-2955 
Y 3.J 66:13/(nos.) 

Translations on Near East and North Africa. Arlington, Va., 
Joint Publications Research Service; Springfield, Va., for sale 
by the National Technical Information Service. 

22161 

27 cm. (JPRS) 

no. 1289- Jan. 14, 1975- 

No. 1807-09, 1813-16, 1819-50; JPRS 71302, 71325, 
71346, 71411, 71432, 71439, 71459, 71473, 71497, 71536, 
71551, 71564, 71577, 71587, 71608, 71626, 71630, 71645, 
71660, 71671, 71677, 71703, 71723, 71732, 71754, 71762, 
71779, 71794, 71818, 71833, 71849, 71870, 71873, 71885, 
71887, 71898, 71906, 71924, 71930, 71958, 71962. 

@ltem 1067-L-7 (microfiche) 

ISSN 0145-9317 

Main series: United States. Joint Publications Research 
Service. JPRS 

Continues: Translations on Near East 

1. Near East — Periodicals. 2. Africa, North — Periodi- 
cals. I. United States. Joint Publications Research Service. 
Il. Series: United States. Joint Publications Research Service. 
JPRS. 


OCLC 2784659 


79-2956 
Y 3.J 66:13/(nos.) 

Translations on People’s Republic of China. Arlington, Va., 
Joint Publications Research Service; Springfield, Va., for sale 
by the National Technical Information Service. 

22161 

27 cm. (JPRS) 

No. 436, 439, 441-50; JPRS 71366, 71422, 71461, 71477, 
71479, 71519, 71527, 71541, 71568, 71601, 71634, 71686. 

@ltem 1067-L 12 (microfiche) 

Main series: United States. Joint Publications Research 
Service. JPRS 

1. China — Periodicals. I. United States. Joint Publica- 
tions Research Service. II. Series: United States. Joint Publi- 
cations Research Service. JPRS. 


OCLC 2370938 


79-2957 
Y 3.J 66:13/(nos.) 

Translations on South and East Asia. Arlington, Va., Joint 
Publications Research Service; Springfield, Va., for sale by 
the National Technical Information Service. 

22161 

27 cm. (JPRS) 

no.1- July 27, 1962- 

No. 758-76; JPRS 70563, 70650, 70712, 70757, 70817, 
70897, 70989, 71021, 71082, 71204, 71227, 71311, 71326, 
71483, 71556, 71609, 71636. 

@ltem 1067-L-12 (microfiche) 

Main series: United States. Joint Publications Research 
Service. JPRS 

1. Asia, Southeastern — Periodicals. I. United States. 
Joint Publications Research Service. Hl. Series: United 
States. Joint Publications Research Service. JPRS. 


OCLC 2370829 
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79-2958 
Y 3.J 66:13/(nos.) 

Translations on Sub-saharan Africa. Arlington, Va., Joint Publi- 
cations Research Service; Springfield, Va., for sale by the 
National Technical Information Service. 

22161 

27 cm. (JPRS) 

no. 1619- ; Oct.8, 1975- 

No. 1946, 1953-55, 1961-64; JPRS 71288, 71374, 71388, 
71399, 71478, 71489, 71496, 71500. 

Main series: United States. Joint Publications Research 
Service. JPRS 

Continues: Translations on Africa 

1. Africa — Periodicals. I. United States. Joint Publica- 
tions Research Service. II. Series: United States. Joint Publi- 
cations Research Service. JPRS. 


OCLC 2370729 


79-2959 
Y 3.J 66:13/(nos.) 

Translations on Sub-saharan Africa. Arlington, Va., Joint Publi- 
cations Research Service; Springfield, Va., for sale by the 
National Technical Information Service. 

22161 

27 cm. (JPRS) 

no. 1619- ; Oct.8, 1975- 

No. 1947-52, 1956-60, 1965-81; JPRS 71295, 71310, 
71330, 71335, 71348, 71356,71417, 71425, 71440, 71449, 
71463, 71513, 71532, 71558, 71570, 71574, 71580, 71586, 
71600, 71638, 71644, 71655, 71662, 71668, 71688, 71693, 
71707, 71730. 

@ltem 1067-L-7 (microfiche) 

Main series: United States. Joint Publications Research 
Service. JPRS 

Continues: Translations on Africa 

1. Africa — Periodicals. I. United States. Joint Publica- 
tions Research Service. II. Series: United States. Joint Publi- 
cations Research Service. JPRS. 


OCLC 2370729 


79-2960 
Y 3.J 66:13/(nos.) 

Translations on telecommunications policy, research and 
development. Arlington, Va., Joint Publications Research 
Service; Springfield, Va., for sale by the National Technical 
Information Service. 

22161 

27 cm. (JPRS) 

no. 1- May 18, 1977- 

No. 41-47; JPRS 71333, 71339, 71364, 71423, 71437, 
71499, 71526. 

@ltem 1067-L-10 (microfiche) 

Main series: United States. Joint Publications Research 
Service. JPRS 

1. Telecommunication — Periodicals. I. United States. 
Joint Publications Research Service. Il. Series: United 
States. Joint Publications Research Service. JPRS. 


OCLC 3458555 


79-2961 
Y 3.J 66:13/(nos.) 

Translations on USSR agriculture. Arlington, Va., Joint Publi- 
cations Research Service; Springfield, Va., for sale by the 
National Technical Information Service. 

22161 
27 cm. (JPRS) 





No. 1132-39, 1141-47; JPRS 71543, 71589, 71678, 71726, 
71756, 71795, 71811, 71837, 71884, 71917, 71940, 71993, 
72010, 72053, 72077. 

Main series: United States. Joint Publications Research 
Service. JPRS 

Continues: Translations on Soviet agriculture 

3 Russia — Periodicals. 2. Agriculture — Russia — 
Periodicals. I. United States. Joint Publications Research 
Service. II. Series: United States. Joint Publications 
Research Service. JPRS. 


OCLC 2370673 


79-2962 
Y 3.J 66:13/(nos.) 

Translations on USSR economic affairs. Arlington, Va., Joint 
Publications Research Service; Springfield, Va., for sale by 
the National Technical Information Service. 

22161 

27 cm. (JPRS) 

no. I- Mar. 18, 1969- 

No. 846-53; JPRS 71790, 71842, 71932, 71954, 72005, 
72068, 72095, 72160. 

Main series: United States. Joint Publications Research 
Service. JPRS 

1. Russia — Economic policy — Periodicals. 1. United 
States. Joint Publications Research Service. Il. Series: 
United States. Joint Publications Research Service. JPRS. 


OCLC 2370978 


79-2963 
Y 3.J 66:13/(nos.) 

Translations on USSR industrial affairs. Arlington, Va., Joint 
Publications Research Service; Springfield, Va., for sale by 
the National Technical Information Service. 

22161 

27 cm. (JPRS) 

no. l- Mar. 18, 1969- 

No. 443-52; JPRS 71781, 71793, 71809, 71880, 71946, 
71963, 72000, 72043, 72057, 72C88. 

Main series: United States. Joint Publications Research 
Service. JPRS. 

1. Russia — Industries — Periodicals. I. United States. 
Joint Publications Research Service. II. Series: United 
States, Joint Publications Research Service. JPRS. 


OCLC 1842765 


79-2964 
Y 3.J 66:13/(nos.) 

Translations on USSR political and sociological affairs. Arling- 
ton, Va., Joint Publications Research Service; Springfield, 
Va., for sale by the National Technical Information Service. 

22161 

27 cm. (JPRS) 

no. l- Mar. 19, 1969- 

No. 891-99; JPRS 71780, 71804, 71819, 71952, 72004, 
72034, 72096, 72100, 72110. 

Main series: United States. Joint Publications Research 
Service. JPRS 

1. Russia — Social policy — Periodicals. 2. 
Politics and government — Periodicals. I. United States. 
Joint Publications Research Service. Il. Series: United 
States. Joint Publications Research Service. JPRS. 


Russia — 


OCLC 2370955 
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79-2965 
Y 3.J 66:13/(nos.) 

Translations on USSR resources. Arlington, Va., Joint Publica- 
tions Research Service; Springfield, Va., for sale by the Na- 
tional Technical Information Service. 

22161 

27 cm. (JPRS) 

no. 1- Mar. 18, 1969- 

No. 826-33; JPRS 71825, 71857, 71939, 71953, 72006, 

72064, 72119, 72127. 
Main series: United States. Joint Publications Research 
Service. JPRS. 

1. Russia — Periodicals. 2. Natural resources — Russia — 
Periodicals. I. United States. Joint Publications Research 
Service. II. Series: United States. Joint Publications 
Research Service. JPRS. 
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sciences and technology. Arlington, Va. Joint Publications 
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Technical Information Service. 
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72019. 
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Main series: JPRS 

1. Science — Russia — Periodicals. 2. Technology — Rus- 
sia. 3. Russia — Periodicals. I. United States. Joint Publi- 
cations Research Service. II. Series: United States. Joint 
Publications Research Service. JPRS. 
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the National Technical Information Service. 
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Main series: United States. Joint Publications Research 
Service. JPRS 

1. Russia — Commerce — Periodicals. 1. United States. 
Joint Publications Research Service. II. Series: United 
States. Joint Publications Research Service. JPRS. 
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Translations on Vietnam. Arlington, Va., Joint Publications 
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Technical Information Service. 
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Main series: United States. Joint Publications Research 1. Engineering — Abstracts — Periodicals. 2. Industrial 
Service. JPRS equipment — Abstracts — Periodicals. 3. Russia — Periodi- 
Continues: Translations on North Vietnam July 11, 1966- cals. 4. Europe, Eastern — Periodicals. I. United States. 
Oct. 17, 1975 Joint Publications Research Service. II. Series: United 
1. Vietnam — Periodicals. I. United States. Joint Publica- States. Joint Publications Research Service. JPRS 
tions Research Service. II. Series: United States. Joint Publi- 


cations Research Service. JPRS. OCLC 1597186 


OCLC 2370900 79-2972 
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USSR and Eastern Europe scientific abstracts. Geophysics, as- 
tronomy, and space. Arlington, Va., Joint Publications 
Research Service; Springfield, Va., for sale by the National 
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Translations on Western Europe. Arlington, Va., Joint Publica- 
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tional Technical Information Service. 
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No. 1249-52, 1254-60, 1262-74; JPRS 71256, 71259, 
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71420, 71431, 71441, 71442, 71450, 71457, 71475, 71498, 
71506, 71521, 71537, 71540, 71562. 

Main series: United States. Joint Publications Research 
Service. JPRS 

1. Europe, Western — Periodicals. I. United States. Joint 
Publications Research Service. II. Series: United States. 
Joint Publications Research Service. JPRS. 
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equipment. Arlington, Va., Joint Publications Research Ser- 
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Technical Information Service. 

27 cm. (JPRS) 

no.358- Oct.15, 1975- 

No. 428-32; JPRS 71812, 71871, 71971, 72047, 72159. 

ISSN 0363-7220 

Main series: United States. Joint Publications Research 
Service. JPRS 

Continues: Soviet-bloc research in geophysics, astronomy 
and space 

1. Geophysics — Periodicals. 2. Astronomy — Periodicals. 
3. Outer space — Exploration — Periodicals. 4. Russia — 
Periodicals. 5. Europe, Eastern — Periodicals. I. United 
States. Joint Publications Research Service. II. Series: 
United States. Joint Publications Research Service. JPRS. 
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World epidemiology review. Arlington, Va., Joint Publications 


Research Service; Springfield, Va., for sale by the National 
Technical Information Service. 
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Continues: Epidemiology reports from the world press 

1. Epidemiology — Periodicals. I. United States. Joint 
Publications Research Service. II. Series: United States. 
Joint Publications Research Service. JPRS. 
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NUCLEAR REGULATORY COMMISSION 
Washington, DC 20555 
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Y 3.N 88:10/0179 


Barker, R F 


Regulatory and other responsibilities as related to transpor- 
tation accidents / R. F. Barker. — Washington Nuclear 
Regulatory Commission, Office of Standards Development, 
Division of Engineering Standards ; Springfield, Va. : for sale 
by the National Technical Information Service, 1977. 

22161 

iii, 10 p. ; 27 cm. — (NUREG ; 0179) 

Issued June 1977. 

Bibliography: p. 10. 
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1. Transportation — United States — Accidents. I. United 
States. Nuclear Regulatory Commission. II. Title. Ill. Se- 
ries: United States. Nuclear Regulatory Commission. NUREG 
; 0179. 


OCLC 4329028 


79-2975 
Y 3.N 88:10/0190/supp.1 1 
United States. Office of Nuclear Reactor Regulation. 

Safety evaluation report by the Office of Nuclear Reactor 
Regulation, U.S. Nuclear Regulatory Commission in the 
matter of Public Service Company of Oklahoma, et al, Black 
Fox Station, Units 1 and 2, docket nos. STN 50-556 and 
STN 50-557. — [Washington] : Nuclear Regulatory Commis- 
sion, Office of Nuclear Reactor Regulation ; Springfield, Va. 


: for sale by the National Technical Information Service, 
1977- 


22161 

v.: ill., maps ; 27 cm. — (NUREG ; 0190) 

Cover title: Safety evaluation report related to construction 
of Black Fox Station, Units 1 and 2. 

Includes bibliographical references. 

Contents: Supplement 1, Sept. 5, 1978. 
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1. Public Service Company of Oklahoma. 2. Atomic 
power-plants — Oklahoma — Rogers County — Safety mea- 
sures. 3. Nuclear facilities — Environmental aspects — 
Oklahoma — Rogers County. J. Title. Il. Title: Black Fox 
Station, Units | and 2. III. Series: United States. Nuclear 
Regulatory Commission. NUREG ; 0190. 


OCLC 4369908 


79-2976 
Y 3.N 88:10/0247 
United Engineers & Constructors, inc. 

Cooling systems addendum : capital and total generating 
cost studies / prepared by United Engineers & Constructors, 
inc. — [Washington] : Nuclear Regulatory Commission ; 
Springfield, Va. : for sale by the National Technical Informa- 
tion Service, 1978. 

22161 

212 p. in various pagings : ill. ; 27 cm. — (Commercial 
electric power cost studies ; 7) (NUREG ; 0247) 

Prepared for Nuclear Regulatory Commission under con- 
tract no. AT(49-24)-0351 and Dept. of Energy under con- 
tract no. EY-76-C-02-2477. 

September 1978. 
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1. Cooling towers — Costs. 2. Electric power-plants — 
Cooling. I. United States. Nuclear Regulatory Commission. 
II. United States. Dept. of Energy. IIL. Title. IV. Series. 
V. Series: United States. Nuclear Regulatory Commission. 
NUREG ; 0247. 
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79-2977 
Y 3.N 88:10/0271 
Physical protection equipment study / Wolf Haberman ... [et 
al.]. — [Washington] : Nuclear Regulatory Commission, Of- 
fice of Nuclear Regulatory Research, Division of Safeguards, 
Fucl Cycle and Environmental Research ; Springfield, Va. : 
for sale by the National Technical Information Service, 1978. 
22161 
vii, 109 p. : ill. ; 27 em. — (NUREG ; 0271) 
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Two in a series of five reports on physical protection 
equipment, numbered as NUREG 0270-0274. 

Prepared by MITRE Corporation for Division of 
Safeguards, Fuel Cycle and Environmental Research, under 
contract no. AT(49-24 )-0376. 

Final report; manuscript completed, June 1977; published 
Jan. 1978. 
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1. Nuclear facilities — Safety appliances. 2. Nuclear 
facilities — Safety appliances. I. Haberman, Wolf. II. Mitre 
Corporation. III. United States. Office of Nuclear Regulato- 
ry Research. Division of Safeguards, Fuel Cycle, and En- 
vironmental Research. IV. Series: United States. Nuclear 
Regulatory Commission. NUREG ; 0271. 


OCLC 4349773 


79-2978 


Y 3.N 88:10/0272 


Cross reference index for equipment catalog and evaluation 


guide / Wolf Haberman ... [et al.]. — [Washington] : Nuclear 
Regulatory Commission, Office of Nuclear Regulatory 
Research, Division of Safeguards, Fuel Cycle and Environ- 
mental Research ; Springfield, Va. : for sale by the National 
Technical Information Service, 1978. 

22161 

122 p. in various pagings ; 27 cm. — (NUREG ; 0272) 

Three in a series of five reports on physical protection 
equipment, numbered as NUREG 0270-0274. 

Prepared by MITRE Corporation for Division of 
Safeguards, Fuel Cycle and Environmental Research, under 
contract no. AT(49-24 )-0376. 

Manuscript completed, June 1977; published Jan. 1978. 
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1. Nuclear facilities — Safety appliances — Evaluation. 2. 
Nuclear facilities — Safety appliances — Catalogs. 3. 
Atomic energy industries — Safety appliances — Catalogs. I. 
Haberman, Wolf. II. Mitre Corporation. III. United States. 
Office of Nuclear Regulatory Research. Division of 
Safeguards, Fuel Cycle, and Environmental Research. IV. 
Series: United States. Nuclear Regulatory Commission. 
NUREG ; 0272. 
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Y 3.N 88:10/0273/bk.1-2 


Guide for the evaluation of physical protection equipment / 


Wolf Haberman ... [et al.]. — [Washington] : Nuclear Regu- 
latory Commission, Office of Nuclear Regulatory Research, 
Division of Safeguards, Fuel Cycle and Environmental 
Research ; Springfield, Va. : for sale by the National Techni- 
cal Information Service, 1978. 

22161 

8 v. in 2; 27 cm. — (NUREG ; 0273) 

Four in a series of five reports on physical protection 
equipment, numbered as NUREG 0270-0274. 

Prepared by MITRE Corporation for Division of 
Safeguards, Fuel Cycle and Environmental Research, under 
contract no. AT(49-24 )-0376. 

Manuscript completed June 1977; published Jan. 1978. 
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Contents: bk. 1, v. 1. [Barriers and structural com- 
ponents].—bk. 1, v. 2. [Intrusion detection com- 
ponents].—bk. 1, v. 3. [Entry control components].—bk. 2, 
v. 4. [Surveillance and alarm assessment components].—bk. 
2, v. 5. [Contraband detection components].—bk. 2, v. 6. 
[Automated response components].—bk. 2, v. 7. [General 
purpose display components].—bk. 2, v. 8, [General purpose 
communication components]. 
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1. Nuclear facilities — Safety appliances — Evaluation. 2. 
Atomic energy industries — Safety appliances — Evaluation. 
I. Haberman, Wolf Il. Mitre Corporation. III. United 
States. Office of Nuclear Regulatory Research. Division of 
Safeguards, Fuel Cycle, and Environmental Research. IV. 
Series: United States. Nuclear Regulatory Commission. 
NUREG ; 0273. 
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79-2980 
Y 3.N 88:10/0274/bk.1/v.1-2 
Y 3.N 88:10/0274/bk.2/v.3-5 
Y 3.N 88:10/0274/bk.3/v.6 
Catalog of physical protection equipment / Wolf Haberman ... 
[et al.]. — [Washington] : Nuclear Regulatory Commission, 
Office of Nuclear Regulatory Research, Division of 
Safeguards, Fuel Cycle and Environmental Research, Divi- 
sion of Safeguards, Fuel Cycle and Environmental Research ; 
Springfield, Va. : for sale by the National Technical Informa- 
tion Service, 1978- 

22161 

v.: ill. ; 27 cm. — (NUREG ; 0274) 

Five in a series of five reports on physical protection 
equipment, numbered as NUREG 0270-0274. 

Prepared by MITRE Corporation for Division of 
Safeguards, Fuel Cycle and Environmental Research, under 
contract no. AT(49-24)-0376. 

Manuscript completed, June 1977; published Jan. 1978. 

Contents: bk. 1, v. 1. Barriers and structural com- 
ponents.—bk. 1, v. 2. Intrusion detection components.—bk. 
2, v. 3. Entry control components.—bk. 2, v. 4. Surveillance 
and alarm assessment components.—bk. 2, v. 5. Contraband 
detection components.—bk. 3, v. 6. Automated response 
components. 
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1. Nuclear facilities — Safety appliances — Catalogs. 2. 
Atomic energy industries — Safety appliances — Catalogs. I. 
Haberman, Wolf. II. Mitre Corporation. III. United States. 
Office of Nuclear Regulatory Research. Division of 
Safeguards, Fuel Cycle, and Environmental Research. IV. 
Series: United States. Nuclear Regulatory Commission. 
NUREG ; 0274. 
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79-2981 
Y 3.N 88:10/0283/supp. 1 
United States. Office of Nuclear Reactor Regulation. 

Safety evaluation report by the Office of Nuclear Reactor 
Regulation, U.S. Nuclear Regulatory Commission in the 
matter of Power Authority of the State of New York, Greene 
County Nuclear Power Plant, docket no. 50-549. — 
[Washington] : Nuclear Regulatory Commission, Office of 
Nuclear Reactor Regulation ; Springfield, Va. : for sale by 
the National Technical Information Service, 1977- 

22161 

v.: ill, maps ; 27 cm. — (NUREG ; 0283) 
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Cover title: Safety evaluation report related to construction 
of Greene County Nuclear Power Plant, Power Authority of 
the State of New York. 

Includes bibliographical references. 

Contents: Supplement 1, Sept. 5, 1978. 
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1. Power Authority of the State of New York. 2. Atomic 
power-plants— New York (State)— Greene County — 
Safety measures. 3. Nuclear facilities — Environmental 
aspects — New York (State) — Greene County. I. Title. II. 
Title: Greene County Nuclear Power Plant. Ill. Series: 
United States. Nuclear Regulatory Commission. NUREG ; 
0283. 


OCLC 4369868 


79-2982 


Y 3.N 88:10/0308/supp. 1/corr. 


United States. Office of Nuclear Reactor Regulation. 


Safety evaluation report by the Office of Nuclear Reactor 
Regulation, U.S. Nuclear Regulatory Commission, in the 
matter of Arkansas Power and Light Company, Arkansas 
Nuclear One, Unit 2, docket no. 50-368. — [Washington] : 
Nuclear Regulatory Commission, Office of Nuclear Reactor 
Regulation ; Springfield, Va. : for sale by the National 
Technical Information Service, 1977- 

22161 

v.: ill., maps ; 26 cm. — (NUREG ; 0308) 

Cover title: Safety evaluation report related to operation of 
Arkansas Power and Light Company. 

Includes bibliographical references. 

Contents: Supplement |, corrected edition, June 1978. 
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1. Arkansas Power and Light Company. 2. Atomic 
power-plants — Arkansas — Russellville — Safety measures. 
3. Nuclear facilities — Environmental aspects — Arkansas — 
Russellville. I. Title. II. Title: Arkansas Nuclear One, Unit 
2. Ill. Series: United States. Nuclear Regulatory Commis- 
sion. NUREG ; 0308. 


OCLC 4349087 


79-2983 


Y 3.N 88:10/0308/supp.2 


United States. Office of Nuclear Reactor Regulation. 


Safety evaluation report by the Office of Nuclear Reactor 
Regulation, U.S. Nuclear Regulatory Commission, in the 
matter of Arkansas Power and Light Company, Arkansas 
Nuclear One, Unit 2, docket no. 50-368. — [Washington] : 
Nuclear Regulatory Commission, Office of Nuclear Reactor 
Regulation ; Springfield, Va. : for sale by the National 
Technical Information Service, 1977- 

22161 

v.: ill., maps ; 26 cm. — (NUREG ; 0308) 

Cover title: Safety evaluation report related to operation of 
Arkansas Power and Light Company. 

Includes bibliographical references. 

Contents: Supplement 2, Sept. 1978. 
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1. Arkansas Power and Light Company. 2. Atomic 
power-plants — Arkansas — Russellville — Safety measures. 
3. Nuclear facilities — Environmental aspects — Arkansas — 
Russellville. I. Title. Il. Title: Arkansas Nuclear One, Unit 
2. Ill. Series: United States. Nuclear Regulatory Commis- 
sion. NUREG ; 0308. 


OCLC 4349143 


79-2984 
Y 3.N 88:10/0309/supp.1 
United States. Office of Nuclear Reactor Regulation. 

Safety evaluation report by the Office of Nuclear Reactor 
Regulation, U.S. Nuclear Regulatory Commission, in the 
matter of Puget Sound Power and Light Company, Skagit 
Nuclear Power Project, Units | and 2, docket nos. 50-522 
and 50-523. — [Washington] : Nuclear Regulatory Commis- 
sion, Office of Nuclear Reactor Regulation ; Springfield, Va. 
: for sale by the National Technical Information Service, 
1977- 

22161 

v. : ill., maps ; 26 cm. — (NUREG ; 0309) 

Cover title: Safety evaluation report related to construction 
of Skagit Nuclear Power Project, Units | and 2. 

Includes bibliographical references. 

Contents: Supplement |, Oct. 1978. 
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1. Puget Sound Power and Light Company. 2. Nuclear 
facilities — Environmental aspects — Washington (State) — 
Skagit County. 3. Atomic power-plants — Washington 
(State) — Skagit County — Safety measures. I. Title. II. 
Title: Skagit Nuclear Power Project, Units | and 2. III. Se- 
ries: United States. Nuclear Regulatory Commission. NUREG 
; 0309. 


OCLC 4345445 


79-2985 
Y 3.N 88:10/0358 
United States. Office of Nuclear Reactor Regulation. 

Safety evaluation report by the Office of Nuclear Reactor 
Regulation, U.S. Nuclear Regulatory Commission, for U.S. 
Department of Energy, Fast Flux Test Facility, project no. 
448. — [Washington] : Nuclear Regulatory Commission, Of- 
fice of Nuclear Reactor Regulation ; Springfield, Va. : for 
sale by the National Technical Information Service, 1978- 

22161 

v.: ill., maps ; 26 cm. — (NUREG ; 0358) 

Cover title: Safety evaluation report related to operation of 
Fast Flux Test Facility, U.S. Department of Energy. 

Aug. |, 1978. 

Includes bibliographical references. 
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1. United States. Dept. of Energy. 2. Fast Flux Test 
Facility Program. 3. Nuclear facilities — Washington (State) 
I. Title. Il. Title: Fast Flux Test Facility, U.S. Department of 
Energy. III. Series: United States. Nuclear Regulatory Com- 
mission. NUREG ; 0358. 
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79-2986 
Y 3.N 88:10/0449 
United States. Office of Nuclear Reactor Regulation. 

Final site environmental statement : related to the deter- 
mination of the suitability of site G for eventual construction 
of the Blue Hills Station, Unit nos. 1 and 2, Gulf States Utili- 
ties Company docket nos. 50-510 and 50-511. — Washington 
: Nuclear Regulatory Commission, Office of Nuclear Reactor 
Regulation : Springfield, Va. : for sale by the National 
Technical Information Service, 1976. 

22161 

275 p. in various pagings : ill., maps ; 27 cm. — (NUREG 
; 0449) 

Prepared by Nuclear Regulatory Commission, Office of 
Nuclear Reactor Regulation. 

July 1978. 

Includes bibliographical references. 
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1. Atomic power-plants — Environmental aspects — Texas 
— Newton County. 2. Nuclear facilities — Environmental 
aspects — Texas — Newton County. 3. Gulf States Utilities 
Company. I. Title. II. Title: Blue Hills Station, Unit nos. | 
and 2. Ill. Series: United States. Nuclear Regulatory Com- 
mission. NUREG ; 0449. 


OCLC 4381072 


79-2987 
Y 3.N 88:10/0455/v.1-2 
United States. Office of Nuclear Reactor Regulation. 

Final site environmental statement relative to determina- 
tion of the suitability of the proposed site for eventual con- 
struction of Sundesert Nuclear Plant, Units 1 and 2, San 
Diego Gas and Electric Company, docket nos. 50-582 and 
50-583. — [Washington] : Nuclear Regulatory Commission, 
Office of Nuclear Reactor Regulation ; Springfield, Va. : for 
sale by the National Technical Information Service, 1978. 

22161 

2 v. : ill., maps ; 27 cm. — (NUREG ; 0455) 

Prepared by Office of Nuclear Reactor Regulation, Bureau 
of Land Management, and Bureau of Reclamation. 

October 1978. 

Includes bibliographical references. 
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1. San Diego Gas and Electric Company. 2. Atomic 
power-plants — Environmental aspects — California — River- 
side County. 3. Nuclear facilities — Environmental aspects 
— California — Riverside County. I. United States. Bureau 
of Land Management. II. United States. Bureau of Recla- 
mation. III. Title. IV. Title: Sundesert Nuclear Plant, Units 
1 and 2. V. Series: United States. Nuclear Regulatory Com- 
mission. NUREG ; 0455. 
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79-2988 
Y 3.N 88:25/0032 
Goellner, D 
Radioactive waste management study : task |, review of 
waste projection models : final report / D. Goellner, D. Vogt, 
G. Kniazewycz. — [Washington] : Nuclear Regulatory Com- 
mission, Office of Nuclear Material Safety and Safeguards, 
Division of Fuel Cycle and Material Safety ; Springfield, Va. : 
for sale by the National Technical Information Service, 1978. 
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Prepared for Division of Fuel Cycle and Material Safety 
under contract no. NRC-02-77-160. 

Manuscript completed May 1978, published July 1978. 

Includes bibliographical references. 

@ltem 1051-H-11 

pbk. 

1. Radioactive waste disposal — Mathematical models. I. 
Vogt, D , joint author. II. Kniazewycz, G , joint author. 
Ill. United States. Office of Nuclear Material Safety and 
Safeguards. Division of Fuel Cycle and Material Safety. IV. 
Title. V. Series: United States. Nuclear Regulatory Commis- 
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79-2989 
Y 3.N 88:25/0036 

Radioactive gaseous effluent source terms for postulated ac- 
cident conditions in light-water-cooled nuclear power plants / 
W. L. Slagle ... [et al.]. — [Washington] : Nuclear Regulato- 
ry Commission, Office of Nuclear Reactor Regulation, Divi- 
sion of Site Safety and Environmental Analysis ; Springfield, 
Va. : for sale by the National Technical Information Service, 
1978. 
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xiii, 91, [2] p. ; 27 cm. — (NUREG/CR ; 0036) 

Prepared for Division of Site Safety and Environmental 
Analysis under contract no. EY-76-C-07-1570. 

ICP-1155. 

Manuscript completed July 1978, published September 
1978. 

Includes bibliographical references. 
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1. Radioactive pollution of the atmosphere. 2. Pressurized 
water reactors — Safety measures. I. Slagle, W Lyle II. 
United States. Office of Nuclear Reactor Regulation. Division 
of Site Safety and Environmental Analysis. Ill. Series: 
United States. Nuclear Regulatory Commission. NUREG/CR 
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79-2990 
Y 3.N 88:25/0082 

The pollution history of the Savannah River Estuary / by E. D. 
Goldberg [et al.] — Washington Nuclear Regulatory 
Commission, Office of Nuclear Regulatory Research, Divison 
of Safeguards, Fuel Cycle and Environmental Research 
Springfield, Va. : for sale by the National Technical Informa- 
tion Service, 1978. 

22161 

[1], 37 p.: ill. ; 27 em. — (NUREG/CR ; 0082) 

Prepared by Scripps Institute of Oceanography, Geological 
Research Division, for Division of Safeguards, Fuel Cycle and 
Environmental Research, under contract no. AT(49-24)-036. 

Final report ; September |, 1976 to December 31, 1977. 

@ltem 1051-H-11 

pbk. 

1. Water — Pollution — Savannah River. 2. Factory and 
trade waste — Savannah River. 3. Savannah River. I. 
Goldberg, E D_ II. United States. Office of Nuclear Regula- 
tory Research. Division of Safeguards, Fuel Cycle and En- 
vironmental Research. III. Series: United States. Nuclear 
Regulatory Commission. NUREG/CR ; 0082. 
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Keeton, § C 


A tactical game for use in the development and evaluation 
of road-transit physical protection systems / S. C. Keeton, R. 
J. Gallagher. — [Washington] : Nuclear Regulatory Commis- 
sion, Office of Nuclear Regulatory Research, Division of 
Safeguards, Fuel Cycle and Environmental Research ; Spring- 
field, Va. : for sale by the National Technical Information 
Service, 1978. 
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14 p.: ill. ; 27 cm. — (NUREG/CR ; 0101) 

Prepared for Division of Safeguards, Fuel Cycle and En- 
vironmental Research under contract no. 60-78-096. 

SAND78-8652. 

Manuscript completed May 1978, published June 1978. 

Includes bibliographical references. 
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1. Radioactive substances — Transportation. 2. Atomic 
energy industries — United States — Security measures. I. 
Gallagher, R J , joint author. II. United States. Office of 
Nuclear Regulatory Research. Division of Safeguards, Fuel 
Cycle and Environmental Research. III. Title. IV. Series: 
United States. Nuclear Regulatory Commission. NUREG/CR 
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of the Committee on Commerce, Science, and Transporta- 
tion, United States Senate, Ninety-fifth Congress, second ses- 
sion ... March 31, 1978. — Washington : U.S. Govt. Print. 
Off., 1978. 

ili, 82 p. : ill. ; 24 cm.— (Serial - Senate, Committee on 
Commerce, Science, and Transportation ; no. 95-87) 

“Technical status of the space shuttle main engine; a re- 
port of the Ad Hoc Committee for Review of the Space 
Shuttle Main Engine Development Program, Assembly of En- 
gineering, National Research Council”: p. 16-57. 

@ltcm 1041 

pbk. 

1. Reusable space vehicles. I. National Research Council. 
Ad Hoc Committee for Review of the Space Shuttle Main 
Engine Development Program. Technical status of the space 
shuttle main engine. Il. Title. Hl. Serics: United States. 
Congress. Senate. Committee on Commerce, Science, and 
Transportation. Serial, 95th Congress ; no. 95-87. 


OCLC 4352555 


79-3052 
Y 4.C 73/7:95-103 
United States. Congress. Senate. Committee on Commerce, 
Science, and Transportation. 

Nomination, National Transportation Safety Board : hear- 
ing before the Committee on Commerce, Science, and Trans- 
portation, United States Senate, Ninety-fifth Congress, 
second session, on nomination of Francis H. McAdams, to be 
a Member of the National Transportation Board, July 31, 
1978. — Washington : U.S. Govt. Print. Off., 1978. 

ili, 22 p. ; 24 cm. (Serial - Senate, Committee on Com- 
merce, Science, and Transportation ; no. 95-103) 
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1. McAdams, Francis H , 1915- 2. United States. Na- 
tional Transportation Safety Board — Appointments, promo- 
I. Title. Il. Series: United States. Con- 
gress. Senate. Committee on Commerce, Science, and Trans- 
portation. Serial, 9Sth Congress ; no. 95-103 


tions, salaries, etc. 


OCLC 4316456 


79-3053 


Y 4.C 73/7:95-107 


United States. Congress. Senate. Committee on Commerce, 


Science, and Transportation. 


Nomination of Assistant Secretary to the National 


Telecommunications and = Information Administration 
hearings before the Committee on Commerce, Science, and 
Transportation, United States Senate, Ninety-fifth Congress, 
second session ... April 14, 1978. — Washington : U.S. Govt. 
Print. Off., 1978. 

iii, 113 p. ; 24 cm.— (Serial - Senate, Committee on 
Commerce, Science, and Transportation ; no. 95-107) 

Hearing on nomination of Henry Geller, to be Assistant 
Secretary of the National Telecommunications and Informa- 
tion Administration. 

@licm 1041 

pbk. 

1. Geller, Henry, 1924- 2. 


Telecommunications and Information Administration — Ap- 


United States. National 
pointsments, promotions, salaries, etc. I. Title. Il. Series: 
United States. Congress. Senate. Committee on Commerce, 
Science, and Transportation. Serial, 95th Congress ; no. 95- 
107. 


OCLC 4358785 


79-3054 


Y 4.C 73/7:95-108 
United States. Congress. Senate. Committee on Commerce, 
Science, and Transportation. Subcommittee on Aviation 
Aircraft and airport noise reduction : hearings before the 
Subcommittee on Aviation of the Committee on Commerce, 
Science, and Transportation, United States Senate, Ninety- 
fifth Congress, second session, on S. 747 ... S. 3064 ... H.R. 
8729 ... — Washington : U.S. Govt. Print. Off., 1978 
iv, 397 p.: ill. ; 24 cm. — (Serial - Senate, Committee on 
Commerce, Science, and Transportation ; no. 95-108) 
Hearings held May 24-June 17, 1978 
@ltem 1041 
pbk 
United States. 
United States. I 


1. Airplanes — Noise. 2. Airport noise 


3. Noise control — Law and legislation - 
Title. UL. Series: United States. Congress. Senate. Committee 
on Commerce, Science, and Transportation. Serial, 95th 


Congress ; no. 95-108. 


OCLC 4358398 
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Commerce, Science, and — TRANSPORTATION, Committee on, Senate 


79-3055 
Y 4.C 73/7:95-110 
United States. Congress. Senate. Committee on Commerce, 
Science, and Transportation. Subcommittee for Consumers. 
National traffic and motor vehicle information and cost 
savings authorizations of 1979 and 1980 : hearings before the 
Subcommitte for Consumers of the Committee on Com- 
merce, Science, and Transportation, United States Senate, 
Nincty-fifth Congress, second session, on S. 2604, March 21, 
22, and 23, 1978.— Washington : U.S. Govt. Print. Off., 
1978. 
iv, 545 p.: ill. ; 24 cm. — (Serial - Senate, Committee on 
Commerce, Science, and Transportation ; no. 95-110) 
Includes bibliographical references. 
@ltem 1041 
pbk. 


Includes bibliographical references. 

@ltem 1015--- 
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1. Age and employment — United States. 2. Aged — 
United States. I. Title. 


OCLC 4315466 


79-3058 


Y 4.Ed 8/1:Em 7/29/pt.1 


United States. Congress. House. Committee on Education and 


Labor. Subcommittee on Compensation, Health, and Safety. 
Oversight hearings on the Federal employee’s compensa- 
tion act : hearings before the Subcommittee on Compensa- 
tion, Health, and Safety of the Committee on Education and 
Labor, House of Representatives, Ninety-fifth Congress, first 


1. Automobiles — Law and legislaion — United States. 2. 
Motor vehicles — Standards — Law and legislation — United 
States. I. Title. Il. Series: United States. Congress. Senate. 
Committee on Commerce, Science, and Transportation. Seri- 
al, 95th Congress ; no. 95-110. 


session ... — Washington : U.S. Govt. Print. Off., 1978- 

v.: ill. ; 24 cm. 

Hearings held: pt. 1, May 26-July 19, 1977. 

@item 1015 
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1. Workmen's compensation — United States. 2. United 
States — Officials and employees — Salaries, allowances, etc. 
I. Title. 


OCLC 4358705 


JOINT ECONOMIC COMMITTEE 


Washington, DC 20510 OCLC 4332974 


79-3056 
Y 4.Ec 7:N 21/2/v.1 79-3059 


United States. National Commission on Employment and Y 4.Ed 8/1:F 15/2 


United States. Congress. House. Committee on Education and 


Unemployment Statistics. 

Public hearings before the National Commission on Em- 
ployment and Unemployment Statistics ... : report of the 
Joint Economic Committee, Congress of the United States. — 
Washington : U.S. Govt. Print. Off., 1978- 

20402 

v.: ill. ; 24 cm. 

At head of title: 95th Congress, 2d session. Joint commit- 
tee print. 

Hearings held: pt. 1, May 9 and 10, 1978. 

Issued: pt. 1, Oct. 3, 1978. 

Includes bibliographical references. 

@litcm 1000 

S/N 052-070-04690-2 (pt.1) 

pbk. : $4.00 (pt.1) 

1. Unemployed — United States. 2. United States — Full 
employment policies. 3. Labor supply — United States. I. 
United States. Congress. Joint Economic Committee. II. 
Title. 


OCLC 4325954 


EDUCATION AND LABOR, Committee on, 
House 
Washington, DC 20515 


79-3057 
Y 4.Ed 8/1:Ag 3/5 
United States. Congress. House. Committee on Education and 
Labor. Subcommittee on Select Education. 

Oversight on the Age discrimination act of 1975 and ex- 
tension of the Older Americans act of 1965 : hearings before 
the Subcommittee on Select Education of the Committee on 
Education and Labor, House of Representatives, Ninety-fifth 
Congress, second session ... — Washington : U.S. Govt. Print. 

OIf., 1978. 
vii, 1037 p.: ill. ; 24 cm. 
Hearings held Jan. 20-Mar. 20, 1978. 
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Labor. Subcommittee on Labor Standards. 

Application of the Fair labor standards act to blind and 
handicapped workers : hearings before the Subcommittee on 
Labor Standards of the Committee on Education and Labor, 
House of Representatives, Ninety-fifth Congress, second ses- 
sion, on H. R. 8104 ... May 10 and 11, 1978. — Washington : 
U.S. Govt. Print. Off., 1978. 

iv, 236 p.: ill. ; 24 cm. 
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1. Wages — Handicapped — United States. 2. Han- 
dicapped — Law and legislation — United States. I. Title. 


OCLC 4371015 


79-3060 


Y 4.Ed 8/1:J 98/8/978 


United States. Congress. House. Committee on Education and 


Labor. Subcommittee on Equal Opportunities. 

Oversight hearing on the Juvenile justice and delinquency 
prevention act : hearing before the Subcommittee on Equal 
Opportunities of the Committee on Education and Labor, 
House of Representatives, Ninety-fifth Congress, second ses- 
sion, on Public Law 93-415 ... June 27, 1978. — Washington 
: U.S. Govt. Print. Off., 1978. 

vi, 592 p.: ill. ; 24 cm. 

Bibliography: p. 575-592. 
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1. Juvenile delinquency — United States — Prevention. 2. 
Juvenile justice, Administration of — United States. 3. 
United States. Law Enforcement Assistance Administration. 
Office of Juvenile Justice and Deliquency Prevention. I. 
Title. 


OCLC 4369755 
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79-3061 ENERGY AND NATURAL RESOURCES, 


ee rs x, ne neo mes ie P Committee on, Senate 
nite atcs. ongrcss. ousc. ommittee on Education an Washington, DC 20510 


Labor. Subcommittee on Postsecondary Education. 

Middle income student assistance act : hearings before the 79-3064 
Subcommittee on Postsecondary Education of the Committee Y 4.En 2:95-132 
on Education and Labor, House of Representatives , Ninety- United States. Congress. Senate. Committee on Energy and 
fifth Congress, second session on H.R. 10854 ...— Washing- 
ton : U.S. Govt. Print. Off., 1978. 

v, 396 p.: ill. ; 24 cm. 

Hearings held Feb. 9-23, 1978. 

Includes bibliographical references. 
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1. Student aid — Law and Iegislation — United States. I. 
Title. 


Natural Resources. 

Constitution of Guam : hearing before the Committee on 
Energy and Natural Resourcs, United States Senate, Nincty- 
fifth Congress, second session ... May 22, 1978. — Washing- 
ton : Govt. Print. Off., 1978. 

ili, 85 p. ; 23 cm. — (Serial - Senate, Committee on Ener- 
gy and Natural Resources ; no. 95-132) 

@ltcm 1040 

pbk. 

OCLC 4308823 1. Guam. Constitution. I. Title. IL. Series: United States. 

Congress. Senate. Committee on Energy and Natural 
79-3062 Resources. Serial, 9Sth Congress ; no. 95-132. 
Y 4.Ed 8/1:R 31/2 
United States. Congress. House. Committee on Education and OCLC 4271142 

Labor. Subcommittee on Labor Standards. Pension Task 

er oh a : FINANCE, Committee on, 

ension Task Force report on public employee retirement 

systems / Committee on Education and Labor, House of Senate 

Representatives, Nincty-fifth Congress, second session. — Washington, DC 20510 

Washington : U.S. Govt. Print. Off., 1978. 79-3065 

20402 

v, 858 p. ; 24 cm. 

At head of title: 95th Congress, 2d session. Committee 
print. 

Issued Mar. 15, 1978. 

“Public pension plans, a bibliography” p. 769-858. 

@ltem 1015 

S/N 052-070-04607-4 

pbk. : $6.75 

1. Civil service pensions — United States. 2. State govern- 


Y 4.F 49:B 22/3 
United States. Congress. Senate. Committee on Finance. Sub- 
committee on Taxation and Debt Management Gencrally 
Bankruptcy reform act of 1978 : hearing before the Sub- 
committee on Taxation and Debt Management Gencrally of 
the Committee on Finance, United States Senate, Ninety-fifth 
Congress, second session, on sections 346 ... of 2266, August 
4, 1978. — Washington : U.S. Govt. Print. Off., 1978 
iii, 31 p. ; 24 cm.— (Senate report - 95th Congress, 2d 
session ; no. 95-1106) 
@ltcm 1038 
States. Congress. House. Committee on Education and pok. 
Labor. Il. Title. Hl. Title: Public employee retirement 1. Bankruptcy — United States. 2. Taxation — United 
systems. States — Law. I. Title. 


ments — Officials and employees — Pensions. 3. Local offi- 
cials and employees — United States — Pensions. I. United 


OCLC 4157542 OCLC 4369424 


79-3063 79-3066 
Y 4.Ed 8/1:T 73 Y 4.F 49:P 38/18 

United States. Congress. House. Committee on Education and United States. Congress. Senate. Committee on Finance. Sub- 

Labor. Subcommittee on Postsecondary Education. committee on Private Pension Plans and Employee Fringe 

Tribally controlled community college act : hearings before Benefits. 

the Subcommittee on Postsecondary Education of the Com- Pension plan bookkeeping methods : hearing before the 
mittee on Education and Labor, House of Representatives, 
Ninety-fifth Congress, second session, on H.R. 9158 ... May 
18, and June 14, 1978. — Washington : U.S. Govt. Print. 
Off., 1978. 

iv, 178 p. : ill. ; 24 cm. 

Includes bibliographical references 
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pbk. @ltem 1038 

1. Indians of North America — Education — Law and pbk. 
legislation. I. Title. 1. Pension trusts — United States — Accounting 


Subcommittee on Private Pension Plans and Employce Fringe 
Benefits of the Committee on Finance, United States Senate, 
Ninety-fifth Congress, second session, on S. 2992 ... June 14, 
1978. — Washington : U.S. Govt. Print. Off., 1978 

iii, 100 p. : ill. ; 24 cm. 


Includes bibliographical references. 


OCLC 4315855 OCLC 4369542 


Page 221 





Finance, Committee on — Senate 


79-3067 
Y 4.F 49:R 32/8/978/pt.1-5 
United States. Congress. Senate. Committee on Finance. 
Revenue act of 1978 : hearings before the Committee on 
Finance, United States Senate, Ninety-fifth Congress, second 
session, on H.R. 13511 ... — Washington : U.S. Govt. Print. 
Off., 1978- 


20402 

v.: ill. ; 24 (2) 

Hearings held® pt. 1, Aug. 17, 1978; pt. 2, Aug. 21 and 22, 
1978; pt. 3, Aug. 23, 1978; pt. 4, Aug. 24, 1978; pt. 5, Aug. 
25, and Sept. 6, 1978. 

@ltem 1038 

S/N 052-070-04655-4 (pt.1) 0 052-070-04684-8 (pt.2) 0 
052-070-04671-6 (pt.3) 0 052-070-04672-4 (pt.4) 0 052- 
070-04673-2 (pt.5) 

pbk. : $3.25 (pt.1) : 
(pt.4) : $3.00 (pt.5) 

1. Income tax — United States—Law. 2. Taxation — 
United States — Law. I. Title. 


$4.50 (pt.2) : $2.75 (pt.3) : $4.25 


OCLC 4338946 


79-3068 
Y 4.F 49:W 45/12/pt.2-5 
United States. Congress. Senate. Committee on Finance. Sub- 
committee on Public Assistance. 

Welfare reform proposals : hearings before the Subcommit- 
tec on Public Assistance of the Committee on Finance, 
United States Senate, Nincty-fifth Congress, second session ... 

Washington : U.S. Govt. Print. Off., 1978- 

20402 

v.: ill. ; 24 em. 

Hearings held: pt. 3, Apr. 17, 18, and 25, 1978; pt. 4, Apr. 
26 and May 1, 1978; pt 5, May 2 and 4, 1978. 

Includes bibliographical references. 

Contents: pt. 2. Appendixes.—pt. 3-4. Oral testimony.—pt. 
5. Oral testimony and communications. 

@ltem 1038 

S/N 052-070-04686-4 (pt.2) 0 052-070-04680-5 (pt.3) 0 
052-070-0468 1-3 (pt.4) 0 052-070-04682-1 (pt.5) 

pbk. : $5.50 (pt.2) : $4.25 (pt.3) : $3.50 (pt.4) : $3.75 
(pt.S) 

1. Public welfare — United States. I. Title. 


OCLC 4152479 


FOREIGN RELATIONS, Committee on, 
Senate 
Washington, DC 20510 


79-3069 
Y 4.F 76/2:P 22 
United States. Congress. Senate. Committee on Foreign Rela- 
tions. Subcommittee on East Asian and Pacific Affairs. 

U.S. participation in parliamentary conference with Japan : 
hearing before the Subcommittee on East Asian and Pacific 
Affairs of the Committee on Foreign Relations, United States 
Senate, Ninety-fifth Congress. second session, on §.J. Res. Ill 

. August TI, 1978. : U.S. Govt. Print. Off., 
1978, 

ili, 29 p. ; 24 em. 
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1. United States — Relations (general) with Japan. 2. 
Japan — Relations (general) with the United States. [. Title. 


Washington 


OCLC 4336252 


Fuge. 222 


GOVERNMENT OPERATIONS, Committee on, 
House 
Washington, DC 20515 


79-3070 


Y 4.G 74/7:C 73/16 


United States. Congress. House. Committee on Government 


Operations. Legislation and National Security Subcommittee. 

Strengthening Comptroller Genecral’s access to records, : 
new procedure for appointment : hearings before a subcom- 
mittee of the Committee on Government Operations, House 
of Representatives, Nincty-fifth Congress, second session, on 
H.R. 12171 ... May 17 and June 26, 1978. — Washington : 
U.S. Govt. Print. Off., 1978. 

iii, 83 p. ; 24 cm. 
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1. United States. General Accounting Office. 2. Public 
records — Law and legislation — United States. I. Title. 


OCLC 4360508 


79-3071 


Y 4.G 74/7:Ed 8/2 


United States. Congress. House. Committee on Government 


Operations. Legislation and National Security Subcommittee. 

Establishing a Department of Education : hearings before a 
subcommittee of the Committee Operations, House of 
Representatives, Ninety-fifth Congress, second session, on 
H.R. 13343 ... — Washington : U.S. Govt. Print. Off., 1978. 

vi, 831 p.: ill. ; 24 cm. 

Hearings held July 17-Aug. 2, 1978. 

Includes bibliographical references. 
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1. United States. Dept. of Education. I. Title. 


OCLC 4369816 


79-3072 


Y 4.G 74/7:Em 1/2 


United States. Congress. House. Committee on Government 


Operations. Legislation and National Security Subcommittee. 

United States Embassy operations— Rio de Janeiro : hear- 
ing before a subcommittee of the Committee on Government 
Operations, House of Representatives, Ninety-fifth Congress, 
second session, April 1, 1978.— Washington : U.S. Govt. 
Print. Off., 1978. 

iii, 38 p. ; 24 cm. 
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1. United States. Embassy (Brazil) I. Title. 


OCLC 4304429 


79-3073 


Y 4.G 74/7:In 8/27 


United States. Congress. House. Committee on Governmert 


Operations. 

The effectiveness of the Internal Revenue Service's income 
information document matching program and tax collection 
and other problems caused by bank-issued “numbered” 
bonds or certificates of deposit : hearing before a subcommit- 
tee of the Committee on Government Operations, House of 
Representatives, Ninety-fifth Congress, second _ session, 
March 9, 1978. — Washington : U.S. Govt. Print. Off., 1978. 

iv, 251 p.: ill. ; 24 cm. 
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pbk. 





1. United States. Internal Revenue Service. 2. Tax audit- 
ing — United States. 3. Taxation of bonds, securities, etc. — 
United States. I. Title. 


OCLC 4265837 


79-3074 
Y 4.G 74/7:J 98/2 
United States. Congress. House. Committee on Government 
Operations. Subcommittee on Government Information and 
Individual Rights. 

Justice Department treatment of criminal cases involving 
CIA personnel and claims of national security : hearings be- 
fore a subcommittee of the Committee on Government 
Operations, House of Representatives, Ninety-fourth Con- 
gress, first session ...— Washington : U.S. Govt. Print, Off., 
1975 [i.c. 1978] 

iv, 431 p. ; 24 cm. 

Hearings held July 22-Aug. 1, 1975. 
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1. Criminal investigation — United States. 2. United 
States. Dept. of Justice. 3. United States. Central Intel- 
ligence Agency — Officials and employees. I. Title. 


OCLC 4088537 


79-3075 
Y 4.G 74/7:J 98/3 
United States. Congress. House. Committee on Government 
Operations. Subcommittee on Government Information and 
Individual Rights. 

Justice Department policy concerning news media search 
warrants : hearing before a subcommittee of the Committee 
on Governments Operations, House of Representatives, 
Nincty-fifth Congress, second session, June 26, 1978. — 
Washington : U.S. Govt. Print. Off., 1978. 

ili, 270 p. ; 24 cm. 

Includes bibliographical references. 
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1. Warrants (Law) — United States. 2. Government and 
the press— United States. 3. 
Justice. I. Title. 


OCLC 4360651 


79-3076 
Y 4.G 74/7:M 59/14 

United States. Congress. House. Committee on Government 

Operations. Legislation and National Security Subcommittee. 

Military medical health and research : hearings before a 

Subcommittee on the Committee on Government Operations, 
House of Representatives, Ninety-fifth Congress, second ses- 
sion, July 26 and 27, 1978 U.S. Govt. Print. 
Otf., 1978. 

iv, 615 p.: ill. ; 24 cm. 
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1. Hospitals, Military 
Armed Forces — Medical care 


Washington : 


United States. 2. United States - 


I. Title. 


OCLC 4369856 


United States. Dept. of 
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79-3077 


Y 4.G 74/7:N 81/2 
United States. Congress. House. Committee on Government 
Operations. Government Activitics and Transportation Sub- 
committee. 

Northeast corridor improvement project : hearings before a 
Subcommittee on the Committee on Government Operations, 
House of Representatives, Nincty-fifth Congress, second ses- 
sion, June 15 and 19, 1978. — Washington : U.S. Govt. Print. 
Off., 1978. 

iii, 353 p.: ill. ; 24 cm. 
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1. Railroads — Northeastern States. 2. Transportation — 
Northeastern States. I. Title. 


OCLC 4369902 


79-3078 
Y 4.G 74/7:Su 7/15/978 
United States. Congress. House. Committce on Government 

Operations. Intergovernmental Relations and Human 
Resources Subcommittee. 

Supplementary fiscal assistance of 1978 : hearings before a 
subcommittee of the Committee on Government Operations, 
House of Respresentatives, Nincty-fifth Congress, second ses- 
sion, on H.R. 12293 ... May 4, 5, and 9, 1978. — Washington 
: U.S. Govt. Print. Off., 1978 

iii, 185 p. ; 24 cm. 
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1. Local finance — United States. 2. Intergovernmental 
fiscal relations — United States. 3. Economic assistance, 
Domestic — Law and legislation — United States. I. Title 
OCLC 4374995 


GOVERNMENTAL AFFAIRS, Committee on, 
Senate 
Washington, DC 20510 


79-3079 
Y 4.G 74/9:G 28/2 
United States. Congress. Senate. Committee on Governmental 
Affairs. Subcommittee on Energy, Nuclear Proliferation, and 
Federal Services. 

General Accounting Office Icgislation : hearing before the 
Subcommittee on Energy, Nuclear Proliferation, and Federal 
Services of the Committee on Governmental Affairs, United 
States Senate, Ninety-fifth Congress, second session, on S. 
3411 ... S. 3412 ... and August 21, 1978. — Washington 
U.S. Govt. Print. Off., 1978 

ili, 40 p. ; 24 cm. 
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1. United States. General Accounting Office — Officials 
and employees — Pensions. I. Title 


OCLC 4369516 
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79-3080 
Y 4.G 74/9:W 37 
United States. Congress. Senate. Committee on Governmental 
Affairs. Subcommittee on Intergovernmental Relations. 
Government preparedness for weather emergencies for 
winter of 1977-1978 : hearings before the Subcommittee on 
Intergovernmental Relations of the Committee on Govern- 
mental Affairs, United States Senate, Ninety-fifth Congress, 
first session. — Washington : U.S. Govt. Print. Off., 1978. 
vi, 870 p. : ill. ; 24 cm. 
Hearings held in Washington, D.C. and Nashville, Tenn., 
Sept. 19-Nov. 2, 1977. 
@ltem 1037-A 
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1. Cold. 2. Weather — Economic — aspects — United 
States. 3. Energy consumption — United States — Climatic 
factors. I. Title. 


OCLC 4284329 


HUMAN RESOURCES, Committee on, 
Senate 
Washington, DC 20510 


79-3081 
Y 4.H 88:Ed 8/4/pt.3 
United States. Congress. Senate. Committee on Human 
Resources. Subcommittee on Education, Arts, and Humani- 
tics. 

Education amendments of 1977 : hearings before the Sub- 
committee on Education, Arts, and Humanities of the Com- 
mittee on Human Resources, United States Senate, Ninety- 
fifth Congress, first session, on S. 1753 
U.S. Govt. Print. Off., 1978- 

v.: ill. ; 24 cm. 

Hearings held: pt. 3, Mar. 8, 1978. 
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1. Educational law and _ legislation 


. — Washington 


~ United States. 
Federal aid to education — United States. I. Title. 


OCLC 3721989 


79-3082 
Y 4.H 88:F 21 
Inited States. Congress. Senate. Committee on Human 
Resources. Subcommittee on Child and Human Develop- 
ment. 
Family planning services and population rsearch act exten- 
sion of 1978 : hearing before the Subcommittee on Child and 
Human Development of the Committee on Human 


Resources, United States Senate, Ninety-fifth Congress, 
second session, on S$. 2522 ... February 24, 1978. 
ton : U.S. Govt. Print. Off., 1978. 

vii, S89 p. all.» 24 em. 


— Washing- 


Includes bibliographical references 
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|. Birth control — Law and legislation — United States. 2. 
Public health laws — United States. IL. Title. 


OCLC 4369612 


Pape 224 


79-3083 


Y 4.H 88:H 34/5 


United States. Congress. Senate. Committee on Human 


Resources. Subcommittee on Health and Scientific Research. 

Health services extension act of 1978 : hearings before the 
Subcommittee on Health and Scientific Research of the 
Committee on Human Resources, United States Senate, 
Nincty-fifth Congress, second session on S. 2474, to amend 
the Public health service act .... February 9 and March 1, 
1978. — Washington : U.S. Govt. Print. Off., 1978. 

vi, 388 p.: ill. ; 24 cm. 

Includes bibliographies. 
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1. Medical care — Law and legislation — United States. 2. 
Public health — United States — Finance. I. Title. 


OCLC 4284369 


79-3084 


Y 4.H 88:In 3/978 


United States. Congress. Senate. Committee on Human 


Resources. Subcommittee on Health and Scientific Research. 

Marketing and promotion of infant formula in the develop- 
ing nations, 1978 : hearing berore the Subcommittee on 
Health and Scientific Research of the Committee on Human 
Resources, United States Senate, Ninety-fifth Con- 
gress,sccond session ... May 23, 1978. — Washington : U.S. 
Govt. Print. Off., 1978. 

vi, 1498 p.: ill. ; 24 cm. 

Includes bibliographies. 
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1. Infant formulas. 2. Infants — Nutrition. 
derdeveloped areas — Child welfare. I. Title. 


OCLC 4369319 


79-3085 


Y 4.H 88:L 11/3 


United States. Congress. Senate. Committee on Human 


Resources. 

Labor law reform act of 1978 : hearing before the Com- 
mittee on Human Resources, United States Senate, Ninety- 
fifth Congress, second session, on H.R. 8410 ... June 29, 
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lending — United States. I. Title. II. Series: United States. 
95th Congress, 2d session, 1978. House. Report ; no. 95- 
1404. 


OCLC 4379070 


79-3218 
95-2:H.rp.1405 
United States. Congress. House. Committee on the Judiciary. 

Proposed equal rights amendment extension report 
together with concurring, supplemental, additional, in- 
dividual, separate, dissenting, and minority views to accom- 
pany H.J. Res. 638. — [Washington : U.S. Govt. Print. Off., 
1978] 

64 p. ; 24 cm.— (House report - 95th Congress, 2d ses- 
sion ; no. 95-1405) 

Caption title. 

Corrected print, issued Aug. 1, 1978. 
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1. Women — Legal status, laws, etc. — United States. 2. 
Women’s rights — United States. 3. United States. Constitu- 
tion — Amendments. I. Title. Il. Title: Equal rights amend- 
ment extension. III. Series: United States. 95th Congress, 2d 
session, 1978. House. Report ; no. 95-1405. 


OCLC 4281690 


79-3219 
95-2:H.rp.1409 
United States. Congress. House. Committee on House Adminis- 
tration. 

Providing funds for the further expenses of investigations 
and studies by the Ad Hoc Committee on Energy : report to 
accompany H. Res. 1237. — [Washington : U.S. Govt. Print. 
Off., 1978] 

4 p. ; 24 cm. — (House report - 95th Congress, 2d session 
; no. 95-1409) 

Caption title. 

Issued Aug. 2, 1978. 

@ltem 1008-A 

pbk. 

1. United States. Congress. House. Ad Hoc Committee on 
Energy — Appropriations and expenditures. I. Title. II. Se- 
ries: United States. 95th Congress, 2d session, 1978. House. 
Report ; no. 95-1409. 


OCLC 4373377 





79-3220 
95-2:H.rp.1417 
United States. Congress. House. Committee on House Adminis- 
tration. 

Authorizing the Smithsonian Institution to acquire the 
Museum of African Art, and for other purposes : report to 
accompany H.R. 10792. — [Washington : U.S. Govt. Print. 
Off., 1978] 

7 p. ; 24 cm. — (House report - 95th Congress, 2d session 
; no. 95-1417) 

Caption title. 

Issued Aug. 2, 1978. 

@ltem 1008-A 

pbk. 

1. Smithsonian Institution. 2. Museum of African Art. I. 
Title. Il. Series: United States. 95th Congress, 2d session, 
1978. House. Report ; no. 95-1417. 


OCLC 4377648 


79-3221 
95-2:H.rp.1418 
United States. Congress. House. Committee on the Judiciary. 
Amending the Federal charter of the Boy Scouts of Amer- 
ica : report to accompany H.R. 11956. — [Washington : U.S. 
Govt. Print. Off., 1978] 
6 p. ; 24 cm. — (House report - 95th Congress, 2d session 
; no. 95-1418) 
Caption title. 
Issued August 2, 1978. 
@ltem 1008-A 
pbk. 
1. Boy Scouts of America. I. Title. II. Series: United 
States. 95th Congress, 2d session, 1978. House. Report ; no. 
95-1418. 


OCLC 4373255 


79-3222 
95-2:H.rp.1427 
United States. Congress. House. Committee on Interior and In- 
sular Affairs. 

Providing for the disposition of funds appropriated to pay a 
judgement in favor of the Cowlitz Tribe of Indians in Indian 
Claims Commission docket numbered 218, and for other pur- 
poses : report to accompany H. R. 5523. — [Washington : 
U.S. Govt. Print. Off., 1978] 

9 p. ; 24 cm. — (House report - 95th Congress, 2d session 
; no. 95-1427) 

Caption title. 

Issued Aug. 3, 1978. 

@ltem 1008-A 

pbk. 

1. Cowlitz Indians — Claims. 2. Indians of North America 
— Washington — Legal status, laws, etc. I. Title. II. Series: 
United States. 95th Congress, 2d session, 1978. House. Re- 
port ; no. 95-1427. 


OCLC 4370984 
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79-3223 
95-2:H.rp.1428 
United States. Congress. House. Committee on Interior and In- 
sular Affairs. 

Establishing the true location of a portion of northerly 
boundary of the Angeles National Forest, located in Los An- 
geles County, Calif., on the common line between sections 
16 and 17, township 4 north, range 10 west, San Bernardino 
meridian, establishing the center quarter corner of said sec- 
tion 16 : report to accompany H.R. 11451. — [Washington : 
U.S. Govt. Print. Off., 1978] 

7 p. ; 23 cm. — (House report - 95th Congress, 2d session 
; no. 95-1428) 

Caption title. 

Issued Aug. 3, 1978. 

@ltem 1008-A 

pbk. 

1. Angeles National Forest, Calif. I. Title. Il. Series: 
United States. 95th Congress, 2d session, 1978. House. Re- 
port ; no. 95-1428. 


OCLC 4374089 


79-3224 
95-2:H.rp.1447 
United States. Congress. House. Committee on the Judiciary. 
Providing for nationwide service of subpoenas in all suits 
involving the False claims act, and for other purposes : report 
to accompany H.R. 12393. — [Washington : U.S. Govt. Print. 
Off., 1978] 
9 p. ; 24 cm. — (House report - 95th Congress, 2d session 
; no. 95-1447) 
Caption title. 
Issued Aug. 7, 1978. 
@ltem 1008-A 
pbk. 
1. United States — Claims. 2. Subpoena — United States. 
3. Civil procedure — United States. I. Title. Il. Series: 
United States. 95th Congress, 2d session, 1978. House. Re- 
port ; no. 95-1447. 


OCLC 4370969 


79-3225 
95-2:H.rp.1480/pt.1-2 
United States. Congress. House. Committee on Interior and In- 
sular Affairs. 

Authorizing the Secretary of Energy to enter into coopera- 
tive agreements with certain States respecting residual 
radioactive material at existing sites, providing for the regula- 
tion of uranium mill tailings under the Atomic energy act of 
1954, and for other purposes : report to accompany H.R. 
13650 / referred jointly to the Committees on Interior and 
Insular Affairs and Interstate and Foreign Commerce. — 
[Washington : U.S. Govt. Print. Off., 1978] 

2 v. ; 24 cm. — (House report - 95th Congress, 2d session 
; no. 95-1480) 

Caption title. 

Pt. 2, reported from the Committee on Interstate and 
Foreign Commerce, is entitled Uranium mill tailings radiation 
control act of 1978. 

Issued: pt. 1, Aug. 11, 1978; pt. 2, Sept. 30, 1978. 

@ltem 1008-A 

pbk. 
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1. Radioactive waste disposal— Law and legislation — 
United States. 2. Uranium. I. United States. Congress. 
House. Committee on Interstate and Foreign Commerce. _ II. 
Title. Il. Title: Uranium mill tailings radiation control act 
of 1978. IV. Series: United States. 95th Congress, 2d ses- 
sion, 1978. House. Report ; no. 95-1480. 


OCLC 4321871 


79-3226 
95-2:H.rp.1560 
United States. Congress. Conference Committees, 1978. 
Federal pesticide act of 1978 : conference report to ac- 
company S. 1678. — [Washington : U.S. Govt. Print. Off., 
1978] 
51 p. ; 24 cm.— (House report - 95th Congress, 2d ses- 
sion ; no. 95-1560) 
Caption title. 
Issued Sept. 12, 1978. 
@ltem 1008-A 
pbk. 
1. Pesticides — Law and legislation — United States. I. 
Title. II. Series: United States. 95th Congress, 2d session, 
1978. House. Report ; no. 95-1560. 


OCLC 4277847 


79-3227 
95-2:H.rp.1563 
United States. Congress. House. Committee on the Judiciary. 
For relief of Batavia Turf Farms, Inc. : report to accom- 
pany H.R.412556. — [Washington : U.S. Govt. Print. Off., 
1978] 
4 p. ; 24 cm. — (House report - 95th Congress, 2d session 
; no. 95-1563) 
Caption title. 
Issued Sept. 12, 1978. 
@ltem 1008-B 
pbk. 
1. Batavia Turf Farms. I. Title. II. Series: United States. 
95th Congress, 2d session, 1978. House. Report ; no. 95- 
1563. 


OCLC 4334077 


79-3228 
95-2:H.rp.1568 
United States. Congress. House. Committee on House Adminis- 
tration. 
Improving the administration and operation of the Over- 
seas citizens voting rights act of 1975, and for other purposes 
: report together with additional and dissenting views to ac- 
company S. 703.— [Washington : U.S. Govt. Print. Off., 
1978] 
21 p. ; 24 cm.— (House report - 95th Congress, 2d ses- 
sion ; no. 95-1568) 
Caption title. 
Issued Sept. 13, 1978. 
@ltem 1008-A 
pbk. 
1. Voting, Absent — United States. 2. Americans in 
foreign countries. I. Title. II. Series: United States. 95th 
Congress, 2d session, 1978. House. Report ; no. 95-1568. 


OCLC 4321324 
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79-3229 
95-2:H.rp.1574 
United States. Congress. House. Committee on Banking, 
Finance, and Urban Affairs. 
Carson City silver dollar sales : report to accompany H.R. 
9937. — [Washington : U.S. Govt. Print. Off., 1978] 
6 p. ; 24 cm. — (House report - 95th Congress, 2d session 
; no. 95-1574) 
Caption title. 
Issued Sept. 18, 1978. 
@ltem 1008-A 
pbk. 
1. Dollar, American (Coin) 2. Silver coins — Prices — 
United States. I. Title. II. Series: United States. 95th Con- 
gress, 2d session, 1978. House. Report ; no. 95-1574. 


OCLC 4321739 


79-3230 
95-2:H.rp.1593 
United States. Congress. Conference Committees, 1978. 

Environmental Protection Agency research authorization 
for appropriations for fiscal year 1979 : conference report to 
accompany H.R. 11302. — [Washington : U.S. Govt. Print. 
Off., 1978] 

12 p. ; 24 cm.— (House report - 95th Congress, 2d ses- 
sion ; no. 95-1593) 

Caption title. 

Issued Sept. 20, 1978. 

@ltem 1008-A 

pbk. 

1. United States. Environmental Protection Agency. Office 
of Research and Development — Appropriations and expen- 
ditures. 2. Environmental protection — Research — United 
States. I. Title. II. Series: United States. 95th Congress, 2d 
session, 1978. House. Report ; no. 95-1593. 


OCLC 4321346 


79-3231 
95-2:H.rp.1603 
United States. Congress. House. Committee on Banking, 
Finance, and Urban Affairs. 

Presentation of gold medal to Lt. Gen. Ira C. Eaker : re- 
port to accompany S. 425. — [Washington : U.S. Govt. Print. 
Off., 1978] 

3 p. ; 24 cm. — (House report - 95th Congress, 2d session 
; no. 95-1603) 

Caption title. 

Issued Sept. 21, 1978. 

@item 1008-A 

pbk. 

1. Eaker, IraC 2. Medals — Law and legislation — United 
States. I. Title. II. Series: United States. 95th Congress, 2d 
session, 1978. House. Report ; no. 95-1603. 


OCLC 4326033 


79-3232 
95-2:H.rp.1606 
United States. Congress. House. Committee on Agriculture. 
Animal and plant quarantine notice requirements : report 
to accompany S. 286. — [Washington : U.S. Govt. Print. Off., 
1978] 
10 p. ; 24 cm. — (House report - 95th Congress, 2d ses- 
sion ; no. 95-1606) 
Caption title. 
Issued Sept. 21, 1978. 
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1. Plant quarantine — United States. 2. Quarantine, 
Veterinary — United States. I. Title. II. Series: United 
States. 95th Congress, 2d session, 1978. House. Report ; no. 
95-1606. 


OCLC 4319520 


79-3233 
95-2:H.rp.1613 
United States. Congress. Conference Committees, 1978. 

IMF supplementary financing facility : conference report to 
accompany H.R. 9214.— [Washington : U.S. Govt. Print. 
Off., 1978] 

9 p. ; 24 cm. — (House report - 95th Congress, 2d session 
; no. 95-1613) 

Caption title. 

Issued Sept. 22, 1978. 

@ltem 1008-A 

pbk. 

1. International Monetary Fund. 2. International finance. 
. Title. II. Series: United States. 95th Congress, 2d session, 
1978. House. Report ; no. 95-1613. 


OCLC 4326174 


79-3234 
95-2:H.rp.1617 
United States. Congress. House. Committee on the Judiciary. 
For the relief of Thomas Joseph Hunter and Rose Hunter : 
report to accompany H.R.10600. — [Washington : U.S. Govt. 
Print. Off., 1978] 
4 p. ; 24 cm. — (House report - 95th Congress, 2d session 
; no. 95-1617) 
Caption title. 
Issued Sept. 22, 1978. 
@item 1008-B 
pbk. 
1. Hunter, Thomas Joseph. 2. Hunter, Rose. I. Title. 
II. Series: United States. 95th Congress, 2d session, 1978. 
House. Report ; no. 95-1617. 


OCLC 4334274 


79-3235 
95-2:H.rp.1618 
United States. Congress. Conference Committees, 1978. 
Comprehensive older Americans act amendments of 1978 : 
conference report to accompany H. R._ 12255. — 
[Washington : U.S. Govt. Print. Off., 1978] 
88 p. ; 24 cm.— (House report - 95th Congress, 2d ses- 
sion ; no. 95-1618) 
Caption title. 
Issued Sept. 22, 1978. 
@ltem 1008-A 
pbk. 
1. Aged — Legal status, laws, etc. — United States. I. 
Title. Il. Series: United States. 95th Congress, 2d session, 
1978. House. Report ; no. 95-1618. 


OCLC 4319493 
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79-3236 
95-2:H.rp.1627 
United States. Congress. House. Committee on the Judiciary. 

Amateur sports act of 1978 : report together with dissent- 
ing views to accompany S. 2727. — [Washington : U.S. Govt. 
Print. Off., 1978] 

48 p. ; 24 cm.— (House report - 95th Congress, 2d ses- 
sion ; no. 95-1627) 

Caption title. 

Issued Sept. 25, 1978. 

@ltem 1008-A 

pbk. 

1. Athletes — Legal status, laws, etc. — United States. 2. 
Sports — Law and legislation — United States. 3. United 
States Olympic Committee. I. Title. II. Series: United 
States. 95th Congress, 2d session, 1978. House. Report ; no. 
95-1627. 


OCLC 4292090 


79-3237 
95-2:H.rp.1628 
United States. Congress. Conference Committees, 1978. 
Futures trading act of 1978 : conference report to accom- 
pany S. 2391. — [Washington : U.S. Govt. Print. Off., 1978] 
31 p. ; 24 cm.— (House report - 95th Congress, 2d ses- 
sion ; no. 95-1628) 
Caption title. 
Issued Sept. 25, 1978. 
@ltem 1008-A 
pbk. 
1. United States. Commodity Futures Trading Commission. 
2. Commodity exchanges — United States. I. Title. II. Se- 
ries: United States. 95th Congress, 2d session, 1978. House. 
Report ; no. 95-1628. 


OCLC 4326076 


79-3238 
95-2:H.rp.1632 
United States. Congress. House. Committee on the Judiciary. 
Renate Irene McCord : report to accompany H.R. 9568. — 
{Washington : U.S. Govt. Print. Off., 1978] 
30 p. ; 24 cm.— (House report - 95th Congress, 2d ses- 
sion ; no. 95-1632) 
Caption title. 
Issued Sept. 26, 1978. 
@ltem 1008-B 
pbk. 
1. McCord, Renate Irene. |. Title. Hl. Series: United 
States. 95th Congress, 2d session, 1978. House. Report ; no. 
95-1632. 


OCLC 4334292 


79-3239 
95-2:H.rp.1633 
United States. Congress. House. Committee on the Judiciary. 
Kim In Hung report to accompany H.R. 8810. — 
[Washington : U.S. Govt. Print. Off., 1978] 
6 p. ; 24 cm. — (House report - 95th Congress, 2d session 
; no. 95-1633) 
Caption title. 
Issued Sept. 26, 1978. 
@ltem 1008-B 
pbk. 
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1. Hyung, Kim In. I. Title. II. Series: United States. 95th 
Congress, 2d session, 1978. House. Report ; no. 95-1633. 


OCLC 4334334 


79-3240 
95-2:H.rp.1645 
United States. Congress. House. Committee on the Judiciary. 
John F. Johnson : report to accompany H.R. 9075. — 
(Washington : U.S. Govt. Print. Off., 1978] 
3 p. ; 24 cm. — (House report - 95th Congress, 2d session 
; no. 95-1645) 
Caption title. 
Issued Sept. 28, 1978. 
@ltem 1008-B 
pbk. 
1. Johnson, John F I. Title. II. Series: United States. 
95th Congress, 2d session, 1978. House. Report ; no. 95- 
1645. 


OCLC 4334359 


79-3241 
95-2:H.rp.1646 
United States. Congress. House. Committee on the Judiciary. 
Russell W. Allen : report to accompany H.R. 12555. — 
[Washington : U.S. Govt. Print. Off., 1978] 
9 p. ; 24 cm. — (House report - 95th Congress, 2d session 
; no. 95-1646) 
Caption title. 
Issued Sept. 28, 1978. 
@ltem 1008-B 
pbk. 
1. Allen, Russell WI. Title. II. Series: United States. 
95th Congress, 2d session, 1978. House. Report ; no. 95- 
1646. 


OCLC 4334376 


79-3242 
95-2:H.rp.1651 
United States. Congress. House. Committee on the Judiciary. 
Witness fees report to accompany S. 2049. — 
(Washington : U.S. Govt. Print. Off., 1978] 
11 p. ; 24 cm.— (House report - 95th Congress, 2d ses- 
sion ; no. 95-1651) 
Caption title. 
Issued Sept. 28, 1978. 
Includes bibliographical references. 
@ltem 1008-A 
pbk. 
1. Witnesses — United States — Fees. I. Title. II. Series: 
United States. 95th Congress, 2d session, 1978. House. Re- 
port ; no. 95-1651. 


OCLC 4326234 


79-3243 
95-2:H.rp.1652 
United States. Congress. House. Committee on the Judiciary. 
Jury system improvements act of 1978 : report to accom- 
pany S. 2075. — [Washington : U.S. Govt. Print. Off., 1978] 
25 p. ; 24 cm. — (House report - 95th Congress, 2d ses- 
sion ; no. 95-1652) 
Caption title. 
Issued Sept. 28, 1978. 
Includes bibliographical references. 
@ltcm 1008-A 
pbk. 
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1. Jury— United States. I. Title. II. Series: United 
States. 95th Congress, 2d session, 1978. House. Report ; no. 
95-1652. 


OCLC 4326014 


79-3244 
95-2:H.rp.1659 
United States. Congress. House. Committee on the Judiciary. 
Lawrence Youngman : report to accompany S. 2079. — 
[Washington : U.S. Govt. Print. Off., 1978] 
4 p. ; 24 cm. — (House report - 95th Congress, 2d session 
; no. 95-1659) 
Caption title. 
Issued Sept. 29, 1978. 
@ltem 1008-B 
pbk. 
1. Youngman, Lawrence. I. Title. II. Series: United 
States. 95th Congress, 2d session, 1978. House. Report ; no. 
95-1659. 


OCLC 4334483 


79-3245 
95-2:H.rp.1670 
United States. Congress. House. Committee on Ways and 
Means. 

Tariff treatment of certain products of the insular posses- 
sions : report together with dissenting views to accompany 
H.R. 8222. — [Washington : U.S. Govt. Print. Off., 1978] 

14 p. ; 24 cm. — (House report - 95th Congress, 2d ses- 
sion ; no. 95-1670) 

Caption title. 

Issued Sept. 29, 1978. 
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pbk. 

1. Duty-free importation— United States. 2. United 
States — Insular possessions. I. Title. II. Series: United 
States. 95th Congress, 2d session, 1978. House. Report ; no. 
95-1670. 


OCLC 4326024 


79-3246 
95-2:H.rp.1671 
United States. Congress. Conference Committees, 1978. 

Amending the Small business act and the Small business 
investment act of 1958 : conference report to accompany 
H.R. 11445. — [Washington : U.S. Govt. Print. Off., 1978] 

63 p. ; 24 cm. — (House report - 95th Congress, 2d ses- 
sion ; no. 95-1671) 

Caption title. 

Issued Sept. 29, 1978. 

@ltem 1008-A 

pbk. 

1. United States. Small Business Administration — Ap- 
propriations and expenditures. 2. Disaster relief — United 
States. 3. Small business — Law and legislation — United 
States. I. Title. II. Series: United States. 95th Congress, 2d 
session, 1978. House. Report ; no. 95-1671 


OCLC 4311041 





79-3247 
95-2:H.rp.1672 
United States. Congress. Conference Committees, 1978. 

Making appropriations for the Department of the Interior 
and related agencies : conference report to accompany H.R. 
12932. — [Washington : U.S. Govt. Print. Off., 1978] 

32 p. ; 24 cm.— (House report - 95th Congress, 2d ses- 
sion ; no. 95-1672) 

Caption title. 

Issued Sept. 29, 1978. 

@ltem 1008-A 

pbk. 

1. United States. Dept. of the Interior — Appropriations 
and expenditures. 2. United States — Appropriations and 
expenditures, 1979. I. Title. II. Series: United States. 95th 
Congress, 2d session, 1978. House. Report ; no. 95-1672. 


OCLC 4319658 


79-3248 
95-2:H.rp.1673 
United States. Congress. Conference Committees, 1978. 
Making appropriations for Treasury Department, U.S. 
Postal Service, Executive Office of the President, and certain 
independent agencies, fiscal year 1979 : conference report to 
accompany H.R. 12930. — [Washington : U.S. Govt. Print. 
Off., 1978] 
11 p. ; 24 cm.— (House report - 95th Congress, 2d ses- 
sion ; no. 95-1673) 
Caption title. 
Issued Sept. 29, 1978. 
@ltem 1008-A 
pbk. 
1. United States — Appropriations and expenditures, 1979. 
I. Title. Il. Series: United States. 95th Congress, 2d session, 
1978. House. Report ; no. 95-1673. 


OCLC 4319631 


79-3249 
95-2:H.rp.1683 
United States. Congress. House. Committee on the Judiciary. 
Eugenia Cortes report to accompany S. 2247. — 
[Washington : U.S. Govt. Print. Off., 1978] 
4 p. ; 24 cm. — (House report - 95th Congress, 2d session 
; no. 95-1683) 
Caption title. 
Issued Oct. 4, 1978. 
@ltem 1008-B 
pbk. 
1. Cortes, Eugenia. I. Title. II. Series: United States. 
95th Congress, 2d session, 1978. House. Report ; no. 95- 
1683. 


OCLC 4334043 


79-3250 
95-2:H.rp.1688 
United States. Congress. House. Committee on the Judiciary. 
Josclyn Buccat Lalley and Jodelyn Buccat Lalley : report 
to accompany S. 2294. — [Washington : U.S. Govt. Print. 
Off., 1978] 
5 p. ; 24 cm. — (House report - 95th Congress, 2d session 
; no. 95-1688) 
Caption title. 
Issued Oct. 4, 1978. 
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1. Lalley, Joselyn Buccat. 2. Lalley, Jodelyn Buccat. I. 
Title. II. Series: United States. 95th Congress, 2d session, 
1978. House. Report ; no. 95-1688. 


OCLC 4334006 


79-3251 
95-2:H.rp.1689 
United States. Congress. House. Committee on the Judiciary. 
Susanna Shu-Hui Jean : report to accompany S. 2248. — 
[Washington : U.S. Govt. Print. Off., 1978] 
9 p. ; 24 cm. — (House report - 95th Congress, 2d session 
; no. 95-1689) 
Caption title. 
Issued Oct. 4, 1978. 
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pbk. 
1. Jean, Susanna Shu-Hui. I. Title. II. Series: United 
States. 95th Congress, 2d session, 1978. House. Report ; no. 
95-1689. 


OCLC 4333978 


79-3252 
95-2:H.rp.1690 
United States. Congress. House. Committee on the Judiciary. 
Sang Yun Yoon report to accompany S. 1618.— 
[Washington : U.S. Govt. Print. Off., 1978] 
7 p. ; 24 cm. — (House report - 95th Congress, 2d session 
; no. 95-1690) 
Caption title. 
Issued Oct. 4, 1978. 
@ltem 1008-B 
pbk. 
1. Yoon, Sang Yun. I. Title. II. Series: United States. 
95th Congress, 2d session, 1978. House. Report ; no. 95- 
1690. 


OCLC 4333953 


79-3253 
95-2:H.rp.1691 
United States. Congress. House. Committee on the Judiciary. 
Do Sook Park report to accompany S. 1563.— 
{Washington : U.S. Govt. Print. Off., 1978] 
8 p. ; 24 cm. — (House report - 95th Congress, 2d session 
; no. 95-1691) 
Caption title. 
Issued Oct. 4, 1978. 
@ltem 1008-B 
pbk. 
1. Park, Do Sook. I. Title. Il. Series: United States. 95th 
Congress, 2d session, 1978. House. Report ; no. 95-1691. 


OCLC 4333932 


79-3254 
95-2:H.rp.1692 
United States. Congress. House. Committee on the Judiciary. 
Elvi Engelsmann Jensen : report to accompany S. 1401. — 
{Washington : U.S. Govt. Print. Off., 1978] 
7 p. ; 24 cm. — (House report - 95th Congress, 2d session 
; no. 95-1692) 
Caption title. 
Issued Oct. 4, 1978. 
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1. Jensen, Elvi Engelsmann. I. Title. II. Series: United 
States. 95th Congress, 2d session, 1978. House. Report ; no. 
95-1692. 


OCLC 4333911 


79-3255 
95-2:H.rp.1693 
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@ltem 1008-A 

pbk. 

1. Bills, Legislative — United States. I. Title. II. Series: 
United States. 95th Congress, 2d session, 1978. House. Re- 
port ; no. 95-1759. 


OCLC 2864012 


79-3296 
95-2:H.rp.1762 
United States. Congress. Conference Committees, 1978. 
Victims of crime act of 1978 : conference report to ac- 
company H.R. 7010. — [Washington : U.S. Govt. Print. Off., 
1978] 
15 p. ; 23 cm. — (House report - 95th Congress, 2d ses- 
sion ; no. 95-1762) 
Caption title. 
Issued Oct. 11, 1978. 
@ltem 1008-A 
pbk. 
1. Victims of crime — United States. I. Title. Il. Series: 
United States. 95th Congress, 2d session, 1978. House. Re- 
port ; no. 95-1762. 


OCLC 4337957 
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79-3297 
95-2:H.rp.1764 
United States. Congress. Conference Committees, 1978. 
Defense appropriation, fiscal year 1979 : conference report 
to accompany H.R. 13635. — [Washington : U.S. Govt. Print. 
Off., 1978] 
45 p. ; 24 cm. — (House report - 95th Congress, 2d ses- 
sion ; no. 95-1764) 
Caption title. 
Issued Oct. 11, 1978. 
@ltem 1008-A 
pbk. 
1. United States. Dept. of Defense — Appropriations and 
expenditures. I. Title. II. Series: United States, 95th Con- 
gress, 2d session, 1978. House. Report ; no. 95-1764. 


OCLC 4359091 


79-3298 
95-2:H.rp.1765 
United States. Congress. Conference Committees, 1978. 

Comprehensive employment and training act amendments 
of 1978 conference report to accompany S. 2570. — 
[Washington : U.S, Govt. Print. Off., 1978] 

161 p. ; 24 cm. — (House report - 95th Congress, 2d ses- 
sion ; no. 95-1765) 

Caption title. 

Issued Oct. 11, 1978. 

@ltem 1008-A 

pbk. 

1. Manpower policy — United States. 2. Occupational 
training — Law and legislation — United States. I. Title. II. 
Series: United States. 95th Congress, 2d session, 1978. 
House. Report ; no. 95-1765. 


OCLC 4326360 


79-3299 
95-2:H.rp.1766 
United States. Congress. Conference Committees, 1978. 

Economic opportunity amendments of 1978 : conference 
report to accompany H.R. 7577. — [Washington : U.S. Govt. 
_ Print. Off., 1978] 

41 p. ; 24 cm. — (House report - 
sion ; no. 95-1766) 

Caption title. 

Issued Oct. 11, 1978. 

@ltem 1008-A 

pbk. 

1. Economic assistance, Domestic — Law and legislation — 
United States. 2. Federal aid to community development — 
United States. 3. United States. Community Services Ad- 
ministration. I. Title. II. Series: United States. 95th Con- 
gress, 2d session, 1978. House. Report ; no. 95-1766. 


95th Congress, 2d ses- 


OCLC 4333631 


79-3300 
95-2:H.rp.1768 
United States. Congress. Conference Committees, 1978. 
Veterans’ and survivors’ pension improvement act of 1978 
conference report to accompany H.R. 10173. — 
[Washington : U.S. Govt. Print. Off., 1978] 
33 p. ; 24 cm. — (House report - 95th Congress, 2d ses- 
sion ; no. 95-1768) 
Caption title. 
Issued Oct. 12, 1978. 
@ltem 1008-A 
pbk. 
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1. Pensions, Military — United States. 2. Survivors’ 


benefits — United States. 3. Veterans — Laws and legisla- 
tion — United States. I. Title. Il. Series: United States. 
95th Congress, 2d session, 1978. House. Report ; no. 95- 
1768. 


OCLC 4337991 


79-3301 
95-2:H.rp.1773 
United States. Congress. Conference Committees, 1978. 

Energy tax act of 1978 : conference report to accompany 
H.R. 5263. — [Washington : U.S. Govt. Print. Off., 1978] 

86 p. ; 24 cm. — (House report - 95th Congress, 2d ses- 
sion ; no. 95-1773) 

Caption title. 

Issued Oct. 12, 1978. 

@ltem 1008-A 

pbk. 

1. Energy conservation — Law and _ legislation — United 
States. 2. Power resources — Taxation — United States. I. 
Title. Il. Series: United States. 95th Congress, 2d session, 
1978. House. Report ; no. 95-1773. 


OCLC 4359096 


79-3302 
95-2:H.rp.1774 
United States. Congress. Conference Committees, 1978. 

Public telecommunications financing act of 1978 : con- 
ference report to accompany H.R. 12605. — [Washington : 
U.S. Govt. Print. Off., 1978] 

36 p. ; 24 cm. — (House report - 95th Congress, 2d ses- 
sion ; no. 95-1774) 

Caption title. 

Issued Oct. 12, 1978. 

@ltcm 1008-A 

pbk. 

1. Telecommunication — United States — Finance. 2. 
Telecommunication — Law and legislation — United States. 

I. Title. Il. Series: United States. 95th Congress, 2d session, 
1978. House. Report ; no. 95-1774. 


OCLC 4333620 


79-3303 
95-2:H.rp.1777 
United States. Congress. Conference Committees, 1978. 
Department of Justice appropriation authorization act, 
fiscal year 1979 : conference report to accompany S. 3151. 
— [Washington : U.S. Govt. Print. Off., 1978] 
13 p. ; 24 cm. — (House report - 95th Congress, 2d ses- 
sion ; no. 95-1777) 
Caption title. 
Issued Oct. 12, 1978. 
@licm 1008-A 
pbk. 
1. United States. Dept. of Justice — Appropriations and ex- 
penditures. I. Title. Il. Series: United States. 95th Con- 
gress, 2d session, 1978. House. Report ; no. 95-1777. 


OCLC 4333606 
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79-3304 
95-2:H.rp.1778 
United States. Congress. Conference Committees, 1978. 

Eliminating racketeering in the sale of cigarettes : con- 
ference report to accompany S. 1487. — [Washington : U.S. 
Govt. Print. Off., 1978] 

13 p. ; 23 cm. — (House report - 95th Congress, 2d ses- 
sion ; no. 95-1778) 

Caption title. 

Issued Oct. 12, 1978. 

@ltem 1008-A 

pbk. 

1. Cigarette manufacture and trade — United States. 2. 
Racketeering — United States. I. Title. II. Series: United 
States. 95th Congress, 2d session, 1978. House. Report ; no. 
95-1778. 


OCLC 4333599 


79-3305 
95-2:H.rp.1779 
United States. Congress. Conference Committees, 1978. 

Airline deregulation act of 1978 : conference report to ac- 
company S. 2493. — [Washington : U.S. Govt. Print. Off., 
1978] 

124 p. ; 24 cm. — (House report - 95th Congress, 2d ses- 
sion ; no. 95-1779) 

Caption title. 

Issued Oct. 12, 1978. 

@ltem 1008-A 

pbk. 

1. Aeronautics, Commercial— Law and _ legislation — 
United States. 2. Air lines— United States — Rates. I. 
Title. II. Series: United States. 95th Congress, 2d session, 
1978. House. Report ; no. 95-1779. 


OCLC 4359102 


79-3306 
95-2:H.rp.1780 
United States. Congress. Conference Committees, 1978. 

Comprehensive rehabilitation services amendments of 1978 

conference report to accompany H.R. 12467. — 
[Washington : U.S. Govt. Print. Off., 1978] 

113 p. ; 24 cm. — (House report - 95th Congress, 2d ses- 
sion ; no. 95-1780) 

Caption title. 

Issued Oct. 13, 1978. 

@ltem 1008-A 

pbk. 

1. Vocational rehabilitation— Law and _ legislation — 
United States. 2. Handicapped —Law and legislation — 
United States. I. Title. II. Series: United States. 95th Con- 
gress, 2d session, 1978. House. Report ; no. 95-1780. 


OCLC 4359116 


79-3307 
95-2:H.rp.1781 
United States. Congress. House. Committee on Rules. 

Providing for the consideration of S. 666 : report to ac- 
company H. Res. 1431. — [Washington : U.S. Govt. Print. 
Off., 1978] 

[1] p. ; 24 cm. — (House report - 95th Congress, 2d ses- 
sion ; no. 95-1781) 

Issued Oct. 13, 1978. 

@ltem 1008-A 

pbk. 





1. Bills, Legislative — United States. I. Title. II. Series: 
United States. 95th Congress, 2d session, 1978. House. Re- 
port ; no. 95-1781. 


OCLC 2864012 


79-3308 
95-2:H.rp.1782 
United States. Congress. House. Committee on Rules. 

Providing for the consideration en bloc of the conference 
reports on the bills H.R. 4018, H.R. 5146, H.R. 5037, H.R. 
5289, and H.R. 5236 : report to accompany H. Res. 1434. — 
[Washington : U.S. Govt. Print. Off., 1978] 

[1] p. ; 24 cm.— (House report - 95th Congress, 2d ses- 
sion ; no. 95-1782) 

Issued Oct. 13, 1978. 

@ltem 1008-A 

pbk. 

1. Bills, Legislative — United States. I. Title. Il. Series: 
United States. 95th Congress, 2d session, 1978. House. Re- 
port ; no. 95-1782. 


OCLC 2864012 


79-3309 
95-2:H.rp.1784 
United States. Congress. Conference Committees, 1978. 

Health maintenance organization amendments of 1978 : 
conference report to accompany S. 2534. — [Washington : 
U.S. Govt. Print. Off., 1978] 

24 p. ; 24 cm. — (House report - 95th Congress, 2d ses- 
sion ; no. 95-1784) 

Caption title. 

Issued Oct. 13, 1978. 

@ltem 1008-A 

pbk. 

1. Health maintenance organizations — Law and legislation 
— United States. I. Title. II. Series: United States. 95th 
Congress, 2d session, 1978. House. Report ; no. 95-1784. 


OCLC 4333586 


79-3310 
95-2:H.rp.1785 
United States. Congress. Conference Committees, 1978. 

Nurse training amendments of 1978 : conference report to 
accompany S. 2416. — [Washington : U.S. Govt. Print. Off., 
1978] 

11 p. ; 24 cm.— (House report - 95th Congress, 2d ses- 
sion ; no. 95-1785) 

Caption title. 

Issued Oct. 13, 1978. 

@ltem 1008-A 

pbk. 

1. Nursing —Law and legislation — United States. 2. 
Federal aid to nursing education — United States. I. Title. 
II. Series: United States. 95th Congress, 2d session, 1978. 
House. Report ; no. 95-1785. 


OCLC 4359137 


79-3311 
95-2:H.rp.1786 
United States. Congress. Conference Committees, 1978. 
Pregnancy disability : conference report to accompany S. 
995. — [Washington : U.S. Govt. Print. Off., 1978] 
5 p. ; 24 cm. — (House report - 95th Congress, 2d session 
; no. 95-1786) 
Caption title. 
Issued Oct. 13, 1978. 
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@ltem 1008-A 

pbk. 

1. Sex discrimination against women — Law and legislation 
— United States. I. Title. II. Series: United States. 95th 
Congress, 2d session, 1978. House. Report ; no. 95-1786. 


OCLC 4356011 


79-3312 
95-2:H.rp.1790 
United States. Congress. Conference Committees, 1978. 
Tuition tax credit act of 1978 : conference report to ac- 
company H.R. 12050. — [Washington U.S. Govt. Print. 
Off., 1978] 
12 p. ; 24 cm. — (House report - 95th Congress, 2d ses- 
sion ; no. 95-1790) 
Caption title. 
Issued Oct. 13, 1978. 
@ltem 1008-A 
pbk. 
1. Income tax — United States — Deductions — Expenses. 
2. Tax credits — United States. I. Title. Il. Series: United 
States. 95th Congress, 2d session, 1978. House. Report ; no. 
95-1790. 


OCLC 4333591 


79-3313 
95-2:H.rp.1796 
United States. Congress. Conference Committees, 1978. 

Authorizing appropriations, Nuclear Regulatory Commis- 
sion, fiscal year 1979 : conference report to accompany S. 
2584. — [Washington : U.S. Govt. Print. Off., 1978] 

18 p. ; 24 cm.— (House report - 95th Congress, 2d ses- 
sion ; no. 95-1796) 

Caption title. 

Issued Oct. 14, 1978. 

@ltem 1008-A 

pbk. 

1. United States. Nuclear Regulatory Commission — Ap- 
propriations and expenditures. I. Title. II. Series: United 
States. 95th Congress, 2d session, 1978. House. Report ; no. 
95-1796. 


OCLC 4359150 


79-3314 
95-2:H.rp.1797 
United States. Congress. Conference Committees, 1978. 
Surface transportation assistance act of 1978 : conference 
report to accompany H.R. 11733. — [Washington : U.S. 
Govt. Print. Off., 1978] 
147 p. ; 24 cm. — (House report - 95th Congress, 2d ses- 
sion ; no. 95-1797) 
Caption title. 
Issued Oct. 14, 1978. 
@ltem 1008-A 
pbk. 
1. Federal aid to transportation — United States. 2. Roads 
— United States— Finance. |. Title. Il. Series: United 
States. 95th Congress, 2d session, 1978. House. Report ; no. 
95-1797. 


OCLC 4359170 
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79-3315 
95-2:H.rp.1798 
United States. Congress. Conference Committees, 1978. 
Taxation of Americans abroad : conference report to ac- 
company H.R. 9251. — [Washington : U.S. Govt. Print. Off., 
1978] 
21 p. ; 24 cm.— (House report - 95th Congress, 2d ses- 
sion ; no. 95-1798) 
Caption title. 
Issued Oct. 15, 1978. 
@ltem 1008-A 
pbk. 
1. Taxation— United States— Law. 2. Americans in 
foreign countries. I. Title. II. Series: United States. 95th 
Congress, 2d session, 1978. House. Report ; no. 95-1798. 


OCLC 4359178 


79-3316 
95-2:H.rp.1800 
United States. Congress. Conference Committees, 1978. 

Revenue act of 1978 : conference report to accompany 
H.R. 13511. — [Washington : U.S. Govt. Print. Off., 1978] 

311 p. ; 24 cm. — (House report - 95th Congress, 2d ses- 
sion ; no. 95-1800) 

Caption title. 

Issued Oct. 15, 1978. 

Information incorrect in publication as to sale by Supt. of 
Docs. 

@ltcm 1008-A 

pbk. 

1. Income tax — United States—Law. 2. Taxation — 
United States— Law. I. Title. II. Series: United States. 
95th Congress, 2d session, 1978. House. Report ; no. 95- 
1800. 


OCLC 4359019 


79-3317 
95-2:H.rp.1803 
United States. Congress. House. Committee on Rules. 

Providing for the agreeing to the Senate amendments to 
H.R. 2852 report to accompany H. Res. 1445. — 
[Washington : U.S. Govt. Print. Off., 1978] 

[1] p. ; 24 cm. — (House report - 95th Congress, 2d ses- 
sion ; no. 95-1803) 

Issued Oct. 15, 1978. 

@ltcm 1008-A 

pbk. 

1. Bills, Legislative — United States. I. Title. Il. Series: 
United States. 95th Congress, 2d session, 1978. House. Re- 
port ; no. 95-1803. 


OCLC 2864012 


79-3318 
95-2:H.rp.1804 
United States. Congress. Conference Committees, 1978. 
Endangered species act amendments of 1978 : conference 
report to accompany S. 2899. — [Washington : U.S. Govt. 
Print. Off., 1978] 
28 p. ; 24 cm. — (House report - 95th Congress, 2d ses- 
sion ; no. 95-1804) 
Caption title. 
Issued Oct. 15, 1978. 
@licm 1008-A 
pbk. 


Page 260 


1. Wildlife conservation — Law and legislation — United 
States. I. Title. II. Series: United States. 95th Congress, 2d 
session, 1978. House. Report ; no. 95-1804. 


OCLC 4359186 


79-3319 
95-2:H.rp.1805 
United States. Congress. House. Committee on Rules. 
Providing for the agreeing to the Senate amendments to 
H.R. 50 : report to accompany H. Res. 1446. — [Washington 
: U.S. Govt. Print. Off., 1978] 
{1] p. ; 24 cm. — (House report - 95th Congress, 2d ses- 
sion ; no. 95-1805) 
Issued Oct. 15, 1978. 
@ltem 1008-A 
pbk. 
1. Bills, Legislative — United States. I. Title. II. Series: 
United States. 95th Congress, 2d session, 1978. House. Re- 
port ; no. 95-1805. 


OCLC 2864012 


79-3320 
95-2:H.rp.1806 
United States. Congress. Conference Committees, 1978. 

Carson City silver dollar sales : conference report to ac- 
company H.R. 9937. — [Washington : U.S. Govt. Print. Off., 
1978] 

3 p. ; 24 cm. — (House report - 95th Congress, 2d session 
; no. 95-1806) 

Caption title. 

Issued Oct. 15, 1978. 

@item 1008-A 

pbk. 

1. Dollar, American (Coin) 
United States. 3. Tariff on textile fabrics — United States. 

I. Title. II. Series: United States. 95th Congress, 2d session, 
1978. House. Report ; no. 95-1806. 


2. Silver coins — Prices — 


OCLC 4333646 


LAWS 


Public laws in slip form are for sale by the Supt. of Docs., 
Washington, D.C. 20402, at a subscription price of $90.00 per 
session. Add $22.00 for foreign mailing. Single copies vary in 
price. 


79-3321 
95-2:Pub.Law 306 
United States. Laws, statutes, etc. 

An act to provide for an expanded and comprehensive ex- 
tension program for forest and rangeland renewable 
resources. — [Washington : for sale by the Supt. of Docs., 
U.S. Govt. Print. Off., 1978] 

20402 

[4] p. ; 24 cm. — (Public Law ; 95-306) 

Caption title. 

H.R. 11779 enacted into Pub. Law 95-306. 

Approved June 30, 1978. 

“92 STAT. 349.” 

@ltem 575 

pbk. : $0.50 

1. Renewable natural resources — Law and legislation — 
United States. 2. Agricultural extension work — United 
States. I. Title. II. Series. 


OCLC 4311636 





79-3322 
95-2:Pub.Law 313 
United States. Laws, statutes, etc. 

An act to authorize the Secretary of Agriculture to provide 
cooperative forestry assistance to States and others, and for 
other purposes. — [Washington : for sale by the Supt. of 
Docs., U.S. Govt. Print. Off., 1978] 

20402 

[11] p. ; 24cm. — (Public Law ; 95-313) 

Caption title. 

H.R. 11777 enacted into Pub. Law 95-313. 

Approved July 1, 1978. 

“92 STAT. 365.” 

@ltem 575 

pbk. : $0.70 

1. Forests and forestry, Cooperative — United States. 2. 
Forestry law and legislation — United States. I. Title. UI. 
Series. 


OCLC 4311418 
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79-3325 


95-2:Pub.Law 330 


United States. Laws, statutes, etc. 


Joint resolution making urgent supplemental appropriations 
for the Department of Agriculture, Agricultural Stabalization 
and Conservation Service, and for other purposes for the 
fiscal year ending September 30, 1978. — [Washington : for 
sale by the Supt. of Docs., U.S. Govt. Print. Off., 1978] 

20402 

[1] p. ; 24 cm. — (Public Law ; 95-330) 

H.J. Res. 1024 enacted into Pub. Law 95-330. 

Approved July 31, 1978. 

“92 STAT. 413.” 

@ltem 575 

pbk. : $0.50 

1. United States. Agricultural Stabilization and Conserva- 
tion Service — Appropriations and expenditures. 2. Com- 
modity Credit Corporation — Appropriations and expendi- 
tures. I. Title. II. Series. 


OCLC 4348849 


79-3326 
79-3323 95-2:Pub.Law 332 
United States. Laws, statutes, etc. 


Joint resolution making an urgent appropriation for the 


95-2:Pub.Law 314 
United States. Laws, statutes, etc. 


An act to amend the Fishery conservation zone transition 
act in order to give effect to the Reciprocal Fisheries Agree- 
ment for 1978 between the United States and Canada. — 
[Washington : for sale by the Supt. of Docs., U.S. Govt. 
Print. Off., 1978] 

20402 

{1] p. ; 24 cm. — (Public Law ; 95-314) 

H.R. 12571 enacted into Pub. Law 95-314. 

Approved July 1, 1978. 

“92 STAT. 376.” 

@ltem 575 

pbk. : $0.50 

1. Fishery law and legislation — United States. 2. Fishery 
law and legislation— Canada. 3. Territorial waters — 
United States. 4. Territorial waters — Canada. I. Title. II. 
Series. 


OCLC 4311681 


79-3324 
95-2:Pub.Law 323 
United States. Laws, statutes, etc. 

An act to amend section 216(b) of the Merchant marine 
act, 1936, to entitle the Delegates in Congress from the Dis- 
trict of Columbia, Guam, and the Virgin Islands to make 
nominations for appointments to the Merchant Marine 
Academy, and for other purposes. — [Washington : for sale 
by the Supt. of Docs., U.S. Govt. Print. Off., 1978] 

20402 

[1] p. ; 24 cm. — (Public Law ; 95-323) 

H.R. 3489 enacted into Pub. Law 95-323. 

Approved July 28, 1978. 

“92 STAT. 396.” 

@ltcm 575 

pbk. : $0.50 

1. United States Merchant Marine Academy. I. Title. II. 
Scrics. 


OCLC 4311565 


black lung program of the Department of Labor, and for 
other purposes, for the fiscal year ending September 30, 
1978. — [Washington : for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1978] 

20402 

[2] p. ; 24 cm. — (Public Law ; 95-332) 

Caption title. 

H.J. Res. 945 enacted into Pub. Law 95-332. 

Approved Aug. 2, 1978. 

“92 STAT. 417.” 

@ltem 575 

pbk. : $0.50 

1. Coal-miners — Legal status, laws, etc. — United States. 
2. Insurance, Disability — United States. 3. United States — 
Appropriations and expenditures, 1978. I. Title. II. Series. 


OCLC 4348955 


79-3327 


95-2:Pub.Law 351 


United States. Laws, statutes, etc. 


An act to provide for consumers a further means of 
minimizing the impact of inflation and economic depression 
by narrowing the price spread between costs to the producer 
and the consumer of needed goods, service, facilities, and 
commodities through the development and funding of spe- 
cialized credit sources for, and technical assistance to, self- 
help, not-for-profit cooperatives, and for other purposes. — 
[Washington : for sale by the Supt. of Docs., U.S. Govt. 
Print. Off., 1978] 

20402 

[16] p. ; 24 cm. — (Public Law ; 95-351) 

Caption title. 

H.R. 2777 enacted into Pub. Law 95-351. 

Approved Aug. 20, 1978. 

“92 STAT. 499.” 

@ltem 575 

pbk. : $0.90 

1. National Consumer Cooperative Bank. 2. Consumer 
cooperatives— Law and _ legislation — United States. I. 
Title. II. Series. 


OCLC 4360438 
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79-3328 
95-2:Pub.Law 352 
United States. Laws, statutes, etc. 

An act to authorize appropriations for activities and pro- 
grams carried out by the Secretary of the Interior through 
the Bureau of Land Management. — [Washington : for sale 
by the Supt. of Docs., U.S. Govt. Print. Off., 1978] 

20402 

{3] p. ; 24 cm. — (Public Law ; 95-352) 

Caption title. 

H.R. 10787 enacted into Pub. Law 95-352. 

Approved Aug. 20, 1978. 

“92 STAT. 515.” 

@ltem 575 

pbk. : $0.60 

1. United States. Bureau of Land Management — Ap- 
propriations and expenditures. I. Title. II. Series. 


OCLC 4311577 


79-3329 
95-2:Pub.Law 354 
United States. Laws, statutes, etc. 

An act to authorize appropriations to carry out the Fishery 
conservation and management act of 1976 during fiscal year 
1979, to provide for the regulation of foreign fish processing 
vessels in the fishery conservation zone, and for other pur- 
poses. — [Washington : for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1978] 

20402 

[4] p. ; 24 cm. — (Public Law ; 95-354) 

Caption title. 

H.R 10732 enacted into Pub. Law 95-354. 

Approved Aug. 28, 1978. 

“92 STAT. 519.” 

@ltem 575 

pbk. : $0.60 

1. Fishery law and legislation — United States. 2. Fishery 
policy — United States. 3. United States — Appropriations 
and expenditures, 1979. I. Title. Il. Series. 


OCLC 4311623 


79-3330 
95-2:Pub.Law 358 
United States. Laws, statutes, etc. 

An act to amend title 10, United States Code, to allow na- 
tionals, as well as citizens, of the United States to participate 
in the Junior Reserve Officers’ Training Corps program. — 
[Washington : for sale by the Supt. of Docs., U.S. Govt. 
Print. Off., 1978] 

20402 

[1] p. ; 24 cm. — (Public Law ; 95-358) 

H.R. 7161 enacted into Pub. Law 95-358. 

Approved Sept. 8, 1978. 

“92 STAT. 592.” 

@ltcm 575 

pbk. : $0.60 


1. United States — Armed Forces — Samoa — Reserves. I. 


Title. HU. Series. 
OCLC 4348930 
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79-3331 
95-2:Pub.Law 362 
United States. Laws, statutes, etc. 

An act to amend section 2632 of title 10, United States 
Code, to provide the Secretary of the department in which 
the Coast Guard is operating with the authority to transport 
Coast Guard employees to and from certain places of em- 
ployment. — [Washington : for sale by the Supt. of Docs., 
U.S. Govt. Print. Off., 1978] 

20402 

[1] p. ; 24 cm. — (Public Law ; 95-362) 

H.R. 185 enacted into Pub. Law 95-362. 

Approved Sept. 11, 1978. 

“92 STAT. 596.” 

@ltem 575 

pbk. : $0.60 

1. United States. Coast Guard — Transportation. 2. 
United States — Officials and employees — Travel regula- 
tions. I. Title. II. Series. 


OCLC 4348979 


79-3332 
95-2:Pub.Law 366 
United States. Laws, statutes, etc. 
An act to amend title 5, United States Code, to authorize 
the Civil Service Commission to comply with the terms of a 
court decree, order, or property settlement in connection 
with the divorce, annulment, or legal separation of a Federal 
employee who is under the civil service retirement system, 
and for other purposes. — [Washington : for sale by the Supt. 
of Docs., U.S. Govt. Print. Off., 1978] 
20402 
{1] p. ; 24 cm. — (Public Law ; 95-366) 
H.R. 8771 enacted into Pub. Law 95-366. 
Approved Sept. 15, 1978. 
“92 STAT. 600.” 
@ltem 575 
pbk. : $0.60 
1. Civil service pensions — United States. 2. Support 
(Domestic relations) — United States. I. Title. Il. Series. 


OCLC 4311397 


79-3333 
95-2:Pub.Law 367 
United States. Laws, statutes, etc. 

An act to establish a comprehensive and coordinated na- 
tional climate policy and program, and for other purposes. — 
[Washington : for sale by the Supt. of Docs., U.S. Govt. 
Print. Off., 1978] 

20402 

{5] p. ; 24 cm. — (Public Law ; 95-367) 

Caption title. 

H.R. 6669 enacted into Pub. Law 95-367. 

Approved Sept. 17, 1978. 

“92 STAT. 601." 

@ltem 575 

pbk. : $0.70 

1. Weather control — Law and legislation — United States. 
I. Title. II. Series. 


OCLC 4311720 





79-3334 


95-2:Pub.Law 370 


United States. Laws, statutes, etc. 


Intelligence and intelligence-related activities authorization 
act for fiscal year 1979 : [an act to authorize appropriations 
for fiscal year 1979 for intelligence and intelligence-related 
activities of the United States Government ...]. — 
[Washington : for sale by the Supt. of Docs., U.S. Govt. 
Print. Off., 1978] 

20402 

[2] p. ; 24 cm. — (Public Law ; 95-370) 

H.R. 12240 enacted into Pub. Law 95-370. 

Approved Sept. 17, 1978. 

“92 STAT. 626.” 

@ltem 575 

pbk. : $0.60 

1. United States. Central Intelligence Agency — Appropria- 
tions and expenditures. 2. Intelligence service — United 
States. I. Title. II. Series. 


OCLC 4311372 


79-3335 


95-2:Pub.Law 373 
United States. Laws, statutes, etc. 

An act making appropriations for the government of the 
District of Columbia and other activities chargeable in whole 
or in part against the revenues of said District for the fiscal 
year ending September 30, 1979, and for other purposes. — 
[Washington : for sale by the Supt. of Docs., U.S. Govt. 
Print. Off., 1978] 

20402 

[8] p. ; 24 cm. — (Public Law ; 95-373) 

Caption title. 

H.R. 13468 enacted into Pub. Law 95-373. 

Approved Sept. 18, 1978. 

“92 STAT. 699.” 

@ltem 575 

pbk. : $0.70 

1. District of Columbia — Appropriations and expendi- 
tures. I. Title. II. Series. 


OCLC 4348864 


79-3336 
95-2:Pub.Law 374 
United States. Laws, statutes, etc. 

An act making appropriations for military construction for 
the Department of Defense for the fiscal year ending Sep- 
tember 30, 1979, and for other purposes. — [Washington : 
for sale by the Supt. of Docs., U.S. Govt. Print. Off., 1978] 

20402 

[5] p. ; 24 cm. — (Public Law ; 95-374) 

Caption title. 

H.R. 12927 enacted into Pub. Law 95-374. 

Approved Sept. 18, 1978. 

“92 STAT. 707.” 

@ltem 575 

pbk. : $0.70 

1. United States. Dept. of Defense — Appropriations and 
expenditures. 2. United States — Armed Forces — Military 
construction operations. I. Title. II. Series. 


OCLC 4311712 
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79-3337 


95-2:Pub.Law 375 


United States. Laws, statutes, etc. 


Pascua Yaqui Indians, Ariz., extension of Federal benefits : 
[an act to provide for the extension of certain Federal 
benefits, services, and assistance to the Pascua Yaqui Indians 
of Arizona, and for other purposes]. — [Washington : for sale 
by the Supt. of Docs., U.S. Govt. Print. Off., 1978] 

20402 

[2] p. ; 24 cm. — (Public Law ; 95-375) 

S. 1633 enacted into Pub. Law 95-375. 

Approved Sept. 18, 1978. 

“92 STAT. 712.” 

@ltem 575 

pbk. : $0.60 

1. Indians of North America — Arizona — Legal status, 
laws, etc. 2. Yaqui Indians — Legal status, laws, etc. I. 
Title. II. Series. 


OCLC 4311359 


79-3338 


95-2:Pub.Law 380 


United States. Laws, statutes, etc. 


An act to authorize the issuance of substitute Treasury 
checks without undertakings of indemnity, except as the 
Secretary of the Treasury may require. — [Washington : for 
sale by the Supt. of Docs., U.S. Govt. Print. Off., 1978] 

20402 

{1] p. ; 24 cm. — (Public Law ; 95-380) 

H.R. 13087 enacted into Pub. Law 95-380. 

Approved Sept. 22, 1978. 

“92 STAT. 725.” 

@ltem 575 

pbk. : $0.60 

1. Checks — United States. 2. United States. Treasury 
Dept. I. Title. II. Series. 


OCLC 4349032 


79-3339 


95-2:Pub.Law 381 


United States. Laws, statutes, etc. 


An act to authorize appropriations for the fiscal year 1979 
under the International investment survey act of 1976, and 
for other purposes. — [Washington : for sale by the Supt. of 
Docs., U.S. Govt. Print. Off., 1978] 

20402 

{1] p. ; 24 cm. — (Public Law ; 95-381) 

S. 2928 enacted into Pub. Law 95-381. 

Approved Sept. 22, 1978. 

“92 STAT. 726.” 

@ltem 575 

pbk. : $0.60 

1. Investments, Foreign — Law and legislation — United 
States. I. Title. II. Series. 


OCLC 4311761 


79-3340 


95-2:Pub.Law 382 


United States. Laws, statutes, etc. 


An act to amend title 5, United States Code, to provide 
that Japanese-Americans shall be allowed civil service retire- 
ment credit for time spent in World War II interment camps. 
— [Washington : for sale by the Supt. of Docs., U.S. Govt. 
Print. Off., 1978] 

20402 

(2] p. ; 24 cm. — (Public Law ; 95-382) 
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Caption title. 

H.R. 9471 enacted into Pub. Law 95-382. 

Approved Sept. 22, 1978. 

“92 STAT. 727.” 

@ltem 575 

pbk. : $0.60 

1. Civil service pensions — United States. 2. Japanese- 
Americans — Legal status, laws, etc. — United States. [. 
Title. II. Series. 


OCLC 4311754 


79-3341 
95-2:Pub.Law 383 
United States. Laws, statutes, etc. 

An act to amend the Bankruptcy act to provide for 
uniform supervision and control of employees of referees in 
bankruptcy. — [Washington : for sale by the Supt. of Docs., 
U.S. Govt. Print. Off., 1978] 

20402 

[1] p. ; 24 cm. — (Public Law ; 95-383) 

S. 3107 enacted into Pub. Law 95-383. 

Approved Sept. 22, 1978. 

“92 STAT. 729.” 

@ltem 575 

pbk. : $0.60 

1. Bankruptcy — United States. 2. District courts — 
United States — Officials and employees. I. Title. II. Se- 
ries. 


OCLC 4311732 


79-3342 
95-2:Pub.Law 384 
United States. Laws, statutes, etc. 
International security assistance act of 1978 : [an act to 


amend the Foreign assistance act of 1961 and the Arms ex- 
port control act to authorize international security assistance 
programs for fiscal year 1979, and for other purposes]. — 
[Washington : for sale by the Supt. of Docs., U.S. Govt. 
Print. Off., 1978] 

20402 


[19] p. ; 24 cm. — (Public Law ; 95-384) 

S. 3075 enacted into Pub. Law 95-384. 

Approved Sept. 26, 1978. 

“92 STAT. 730.” 

@ltem 575 

pbk. : $1.10 

1. United States— Foreign relations. 2. Military 
assistance, American. 3. Economic assistance, American. 
I. Title. Il. Series. 


OCLC 4326478 


79-3343 
95-2:Pub.Law 387 
United States. Laws, statutes, etc. 

An act to permit any State the reciprocal right to sue in 
the Superior Court of the District of Columbia to recover 
taxcs due such State. — [Washington : for sale by the Supt. 
of Docs., U.S. Govt. Print. Off., 1978] 

20402 

[2] p. ; 24 cm. — (Public Law ; 95-387) 

Caption title. 

S. 1103 enacted into Pub. Law 95-387. 

Approved Sept. 27, 1978. 

“92 STAT. 751.” 

@ltcm 575 

pbk. : $0.60 
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1. Taxation — United States — States. 2. Taxation — Dis- 
trict of Columbia. I. Title. II. Series. 


OCLC 4311692 


79-3344 
95-2:Pub.Law 388 
United States. Laws, statutes, etc. 

An act to change the name of the District of Columbia 
Bail Agency to the District of Columbia Pretrial Services 
Agency. — [Washington : for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1978] 

20402 

[1] p. ; 24 cm. — (Public Law ; 95-388) 

S. 2556 enacted into Pub. Law 95-388. 

Approved Sept. 27, 1978. 

“92 STAT. 753.” 

@ltem 575 

pbk. : $0.60 

1. District of Columbia. Pretrial Services Agency. I. Title. 
II. Series. 


OCLC 4349065 


79-3345 
95-2:Pub.Law 390 
United States. Laws, statutes, etc. 

An act to authorize Federal agencies to experiment with 
flexible and compressed employee work schedules. — 
[Washington : for sale by the Supt. of Docs., U.S. Govt. 
Print. Off., 1978] 

20402 

[8] p. ; 24 cm. — (Public Law ; 95-390) 

Caption title. 

H.R. 7814 enacted into Pub. Law 95-390. 

Approved Sept. 29, 1978. 

“92 STAT. 755.” 

@ltem 575 

pbk. : $0.70 

1. Hours of labor, Flexible — Law and legislation — United 
States. 2. Civil service — United States. I. Title. II. Se- 
ries. 


OCLC 4326464 


79-3346 
95-2:Pub.Law 391 
United States. Laws, statutes, etc. 

An act making appropriations for the legislative branch for 
the fiscal year ending September 30, 1979, and for other pur- 
poses. — [Washington : for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1978] 

20402 

[28] p. ; 24 cm. — (Public Law ; 95-391) 

Caption title. 

H.R. 12935 enacted into Pub. Law 95-391. 

Approved Sept. 30, 1978. 

“92 STAT. 763.” 

@ltem 575 

pbk. : $1.30 

1. United States. Congress — Appropriations and expendi- 
tures. 2. United States — Appropriations and expenditures, 
1979. I. Title. IL. Series. 


OCLC 4326376 





79-3347 
95-2:Pub.Law 393 
United States. Laws, statutes, etc. 

Diplomtic relations act : [an act to complement the Vienna 
convention on diplomatic relations]. — [Washington : for sale 
by the Supt. of Docs., U. S. Govt. Print. Off., 1978] 

20402 

[3] p. ; 24 cm. — (Public Law ; 95-393) 

H.R. 7819 enacted into Pub. Law 95-393. 

Approved Sept. 30, 1978. 

“92 STAT. 808.” 

@ltem 575 

pbk. : $0.60 

1. Diplomatic privileges and immunities. 2. Vienna con- 
vention on diplomatic relations. I. Title. II. Series. 


OCLC 4326386 


79-3348 
95-2:Pub.Law 395 
United States. Laws, statutes, etc. 

An act to settle Indian land claims within the State of 
Rhode Island and Providence Plantations, and for other pur- 
poses. — [Washington : for sale by the Supt. of Docs., U. S. 
Govt. Print. Off., 1978] 

20402 

[6] p. ; 24 cm. — (Public Law ; 95-395) 

Caption title. 

H.R. 12860 enacted into Pub. Law 95-395. 

Approved Sept. 30, 1978. 

“92 STAT. 813.” 

@ltem 575 

pbk. : $0.70 

1. Indians of North America — Rhode Island — Legal 
Status, laws, etc. 2. Narraganset Indians — Legal status, 
laws, etc. I. Title. II. Series. 


OCLC 4326405 


79-3349 
95-2:Pub.Law 396 
United States. Laws, statutes, etc. 

An act to amend the Federal insecticide, fungicide, and 
rodenticide act, as amended. — [Washington : for sale by the 
Supt. of Docs., U.S. Govt. Print. Off., 1978] 

20402 

[24] p. ; 24 cm. — (Public Law ; 95-396) 

Caption title. 

S. 1678 enacted into Pub. Law 95-396. 

Approved Sept. 30, 1978. 

“92 STAT. 819.” 

@ltem 575 

pbk. : $1.10 

1. Pesticides — Law and legislation — United States. I. 
Title. II. Series. 


OCLC 4348986 


79-3350 
95-2:Pub.Law 397 
United States. Laws, statutes, etc. 

An act to amend title 10, United States Code, to make cer- 
tain changes in the Retired Serviceman’s Protection Plan and 
the Survivor Benefit Plan as authorized by chapter 73 of that 
title, and for other purposes. — [Washington : for sale by the 
Supt. of Docs., U. S. Govt. Print. Off., 1978] 

20402 

[7] p. ; 24 cm. — (Public Law ; 95-397) 

Caption title. 


Government Publications — January 


H.R 3702 enacted into Pub. Law 95-397. 

Approved Sept. 30, 1978. 

“92 STAT. 843.” 

@ltem 575 

pbk. : $0.70 

1. Pensions, Military — Cost of living adjustments — United 
States. 2. Survivors’ benefits — United States. I. Title. IL. 
Series. 


OCLC 4326454 


79-3351 
95-2:Pub.Law 398 
United States. Laws, statutes, etc. 

An act to provide that members of the Sisseton-Wahpeton 
Sioux Tribe may request the Secretary of the Interior to 
acquire certain lands, and to provide that the tribe shall have 
a preference right to purchase certain lands held in trust by 
the United States for tribal members. — [Washington : for 
sale by the Supt. of Docs., U.S. Govt. Print. Off., 1978] 

20402 

[1] p. ; 24cm. — (Public Law ; 95-398) 

S. 3069 enacted into Pub. Law 95-398. 

Approved Sept. 30, 1978. 

“92 STAT. 850.” 

@ltem 575 

pbk. : $0.60 

1. Sisseton Indians — Land transfers. 2. Wahpeton Indi- 
ans — Land transfers. 3. Sisseton Indian Reservation, S.D 
and N.D. L. Title. Il. Series. 


OCLC 4349019 


79-3352 
95-2:Pub.Law 400 
United States. Laws, statutes, etc. 

An act to amend the pilot project workfare provisions of 
the Food stamp act of 1977. — [Washington : for sale by the 
Supt. of Docs., U.S. Govt. Print. Off., 1978] 

20402 

[1] p. ; 24cm. — (Public Law ; 95-400) 

S. 3271 enacted into Pub. Law 95-400. 

Approved Sept. 30, 1978. 

“92 STAT. 856.” 

@ltem 575 

pbk. : $0.60 

1. Food stamp program — Law and legislation — United 
States. I. Title. II. Series. 


OCLC 4348925 


79-3353 
95-2:Pub.Law 403 
United States. Laws, statutes, etc. 

An act to amend the Hazardous materials transportation 
act to authorize appropriations for fiscal year 1979. — 
[Washington : for sale by the Supt. of Docs., U.S. Govt. 
Print. Off., 1978] 

20402 

[1] p. ; 24 cm. — (Public Law ; 95-403) 

S. 1896 enacted into Pub. Law 95-403. 

Approved Sept. 30, 1978. 

“92 STAT. 863.” 

@ltem 575 

pbk. : $0.60 

1. Hazardous substances — Transportation— Law and 
legislation — United States. I. Title. II. Series. 


OCLC 4349007 
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79-3354 
95-2:Pub.Law 404 
United States. Laws, statutes, etc. 

An act to amend the Water resources planning act (79 
Stat. 244, as amended). — [Washington : for sale by the 
Supt. of Docs., U.S. Govt. Print. Off., 1978] 

20402 

[1] p. ; 24 cm. — (Public Law ; 95-404) 

S. 2701 enacted into Pub. Law 95-404. 


Approved Sept. 30, 1978. 

“92 STAT. 864.” 

@ltem 575 

pbk. : $0.60 

1. Water resources development — Law and legislation — 
United States. 
Appropriations and expenditures. 


2. United States. Water Resources Council — 
I. Title. II. Series. 


OCLC 4348966 


79-3355 
95-2:Pub.Law 405 
United States. Laws, statutes, etc. 

An act to extend the Commodity exchange act, and for 
other purposes. — [Washington : for sale by the Supt. of 
Docs., U.S. Govt. Print. Off., 1978]. 

20402 

[14] p. ; 24 cm. — (Public Law ; 95-405) 

S. 2391 enacted into Pub. Law 95-405. 

Approved Sept. 30, 1978. 

“92 STAT. 865.” 

@ltem 575 

pbk. : $0.90 

1. United States. Commodity Futures Trading Commission. 
2. Commodity exchanges — United States. I. Title. II. Se- 
ries. 


OCLC 4355847 


79-3356 
95-2:Pub.Law 409 
United States. Laws, statutes, etc. 

Packers and stockyards act, 1921, amendments : [an act to 
amend the Packers and stockyards act, 1921, and for other 
purposes]. — [Washington : for sale by the Supt. of Docs., 
U.S. Govt. Print. Off., 1978] 

20402 

(2] p. ; 24 cm. — (Public Law ; 95-409) 

S. 3272 enacted into Pub. Law 95-409. 

Approved Oct. 2, 1978. 

“92 STAT. 886.” 

@ltem 575 

pbk. : $0.60 

1. Meat industry and trade — Law and legislation — United 
States. I. Title. II. Series. 


OCLC 4355870 


79-3357 
95-2:Pub.Law 410 
United States. Laws, statutes, etc. 
Customs procedural reform and simplification act of 1978 : 
[an act to provide customs procedural reform, and for other 
purposes]. — [Washington : for sale by the Supt. of Docs., 
U.S. Govt. Print. Off., 1978] 
20402 
[18] p. ; 24 cm. — (Public Law ; 95-410) 
H.R. 8149 enacted into Pub. Law 95-410. 
Approved Oct. 3, 1978. 
“92 STAT. 888.” 
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@ltem 575 

pbk. : $1.00 

1. Customs administration — United States. 
Series. 


I. Title. I. 


OCLC 4355862 


79-3358 
95-2:Pub.Law 412 
United States. Laws, statutes, etc. 

An act to amend section 201(a), 202(c), and 203(a) of 
the Immigration and nationality act, as amended, and to 
establish a Select Commission on Immigration and Refugee 
Policy. — [Washington : for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1978] 

20402 

[3] p. ; 24 cm. — (Public Law ; 95-412) 

Caption title. 

H.R. 12443 enacted into Pub. Law 95-412. 

Approved Oct. 5, 1978. 

“92 STAT. 907.” 

@ltem 575 

pbk. : $0.60 

1. Emigration and immigration law — United States. 2. 
United States. Select Commission on Immigration and Refu- 
gee Policy. I. Title. II. Series. 


OCLC 4355779 


79-3359 
95-2:Pub.Law 416 
United States. Laws, statutes, etc. 

An act to amend chapter 21 of title 44, United States 
Code, to include new provisions relating to the acceptance 
and use of records transferred to the custody of the Adminis- 
trator of General Services. — [Washington : for sale by the 
Supt. of Docs., U.S. Govt. Print. Off., 1978] 

20402 

[2] p. ; 24 cm. — (Public Law ; 95-416) 

Caption title. 

S. 1265 enacted into Pub. Law 95-416. 

Approved Oct. 5, 1978. 

“92 STAT. 915.” 

@ltem 575 

pbk. : $0.60 

1. United States. General Services Administration. 2. Ad- 
ministrative agencies — United States— Records and cor- 
respondence. 3. Freedom of information — United States. 

I. Title. II. Series. 


OCLC 4355888 


79-3360 
95-2:Pub.Law 417 
United States. Laws, statutes, etc. 

An act to amend the Immigration and nationality act to 
facilitate the admission into the United States of more than 
two adopted children, and to provide for the expeditious 
naturalization of adopted children. — [Washington : for sale 
by the Supt. of Docs., U.S. Govt. Print. Off., 1978] 

20402 

[2] p. ; 24 cm. 

Caption title. 

H.R. 12508 enacted into Pub. Law 95-417. 

Approved Oct. 5, 1978. 

“92 STAT. 917.” 

@ltem 575 

pbk. : $0.60 





1. Emigration and immigration law — United States. 2. 
Naturalization — United States. 3. Children, Adopted — 
United States. I. Title. 


OCLC 4355953 


79-3361 
95-2:Pub.Law 421 
United States. Laws, statutes, etc. 

An act to amend the Rail passenger service act to extend 
the authorizations of appropriations for an additional fiscal 
year, to provide for public consideration and implementation 
of a rail passenger service study, and for other purposes. — 
[Washington : for sale by the Supt. of Docs., U.S. Govt. 
Print. Off., 1978] 

20402 

[9] p. ; 24 cm. — (Public Law ; 95-421) 

Caption title. 

S. 3040 enacted into Pub. Law 95-421. 

Approved Oct. 5, 1978. 

“92 STAT. 923.” 

@ltem 575 

pbk. : $0.80 

1. Amtrak — Appropriations and expenditures. I. Title. 
II. Series. 


OCLC 4355795 


79-3362 
95-2:Pub.Law 424 
United States. Laws, statutes, etc. 

An act to amend the Foreign assistance act of 1961 to 
authorize development and economic assistance programs for 
fiscal year 1979, to make certain changes in the authorities 
of the act and tue Agricultural trade development and 
assistance act of 1954, to improve coordination and adminis- 
tration of United States development-related policies and 
programs, and for other purposes. — [Washington : for sale 
by the Supt. of Docs., U.S. Govt. Print. Off., 1978] 

20402 

[25] p. ; 24 cm. — (Public Law ; 95-424) 

Caption title. 

H.R. 12222 enacted into Pub. Law 95-424. 

Approved Oct. 6. 1978. 

“92 STAT. 937.” 

@ltem 575 

pbk. : $1.20 

1. Food relief — Law and legislation — United States. 2. 
Economic assistance, American. I. Title. II. Series. 


OCLC 4355901 


79-3363 
95-2:Pub.Law 426 
United States. Laws, statutes, etc. 

An act to authorize appropriations for fiscal year 1979 for 
the Department of State, the International Communication 
Agency, and the Board for International Broadcasting, to 
make changes in the laws relating to those agencies, to make 
changes in the Foreign Service personnel system, to establish 
policies and responsibilities with respect to science, technolo- 
gy, and American diplomacy, and for other purposes. — 
[Washington : for sale by the Supt. of Docs., U.S. Govt. 
Print. Off., 1978] 

20402 

[33] p. ; 24 cm. — (Public Law ; 95-426) 

Caption title. 

H.R. 12598 enacted into Pub. Law 95-426. 

Approved Oct. 7, 1978. 
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“92 STAT. 963.” 

@ltem 575 

pbk. : $1.40 

1. United States. Dept. of State — Appropriations and ex- 
penditures. 2. United States. International Communication 
Agency — Appropriations and expenditures. 3. United 
States. Board for International Broadcasting — Appropria- 
tions and expenditures. I. Title. II. Series. 


OCLC 4355841 


79-3364 


95-2:Pub.Law 429 


United States. Laws, statutes, etc. 


An act making appropriations for the Treasury Depart- 
ment, the United States Postal Service, the Executive Office 
of the President, and certain independent agencies, for the 
fiscal year ending September 30, 1979, and for other pur- 
poses. — [Washington : for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1978] 

20402 

[19] p. ; 24 cm. — (Public Law ; 95-429) 

Caption title. 

H.R. 12930 enacted into Pub. Law 95-429. 

Approved Oct. 10, 1978. 

“92 STAT. 1001.” 

@ltem 575 

pbk. : $1.10 

1. United States — Appropriations and expenditures, 1979. 
I. Title. II. Series. 


OCLC 4355946 


79-3365 
95-2:Pub.Law 454 
United States. Laws, statutes, etc. 
An act to reform the civil service laws. — [Washington : 
for sale by the Supt. of Docs., U.S. Govt. Print. Off., 1978] 
20402 
[117] p. ; 24 cm. — (Public Law ; 95-454) 
Caption title. 
S. 2640 enacted into Pub. Law 95-454. 
Approved Oct. 13, 1978. 
“92 STAT. 1111.” 
@ltem 575 
pbk. : $2.40 
1. Civil service reform. 2. United States. Civil Service 
Commission. I. Title. Il. Series. 


OCLC 4355939 


SENATE DOCUMENTS 


Senate documents are available from the Senate Document 
Room unless otherwise indicated. 


79-3366 
95-2:S.doc.99 
United States. Congress. Senate. Committee on Governmental 
Affairs. Subcommittee on Reports, Accounting and Manage- 
ment. 

Voting rights in major corporations a staff study / 
prepared by the Subcommittee on Reports, Accounting and 
Management of the Committee on Governmental Affairs, 
United States Senate. — Washington : U.S. Govt. Print. Off., 
1978. 

xii, 824 p. : ill. ; 24 cm. — (Senate document - 95th Con- 
gress, 2d session ; no. 95-99) 

Issued Apr. 4, 1978. 
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Senate Documents 


Includes bibliographical references. 

To be sent to depository libraries as Serial 13207-4. 

pbk. 

1. Corporations — United States. 2. Stockholders’ voting 
— United States. I. Title. II. Series: United States. 95th 


Congress, 2d session, 1978. Senate. Document ; no. 95-99. 


OCLC 4355902 


79-3367 
95-2:S.doc.127 
United States. Congress. Conference Committees, 1978. 

Ethics in government act of 1978 : conference report as 
corrected by Senate Concurrent Resolution 112 to accom- 
pany S. 555. — [Washington : U.S. Govt. Print. Off., 1978] 

80 p. ; 24 cm.— (Senate document - 95th Congress, 2d 
session ; no. 95-127) 

Caption title. 

Corrected conference report of H.rp. 95-1756, issued Oct. 
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tatives, Ninety-fifth Congress, first ses- 
sion ..., 79-3123 


United States. Congress. House. Committee 
on Science and Technology. Subcommittee 
on Science, Research, and Technology. 
Fire prevention and_ control, fire 

authorization : hearings before the 
Subcommittee on Science, Research, 
and Technology of the Committee on 
Science and Technology, U.S. House 
of Representatives, Ninety-fifth Con- 
gress, second session, February 2, 7, 
1978., 79-3126 


A national policy for materials, research 
and resources : hearings before the 
Subcommittee on Science, Research, 
and Technology of the Committee on 
Science and Technology, U.S. House 
of Representatives, Ninety-fifth Con- 
gress, first and second sessions ..., 79- 
3127 


United States. Congress. House. Committee 
on Small Business. 

Miscellaneous amendments to Small 
Business Administration programs : re- 
port to accompany H.R. 13418., 79- 
3206 


United States. Congress. House. Committee 
on Small Business. Subcommittee on 
Capital, Investment, and Business 
Opportunities. 

H.R. 12666 : hearings before the Com- 
mittee on Capital, Investment, and 
Business Opportunities of the Commit- 
tee on Small Business, House of 
Respresentatives, Ninety-fifth Con- 
gress, second session ... July 18, 19, 
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United States. Congress. House. Committee 
on Small Business. Subcommittee on 
Special Small Business Problems. 

Food and Drug Administration's food 
labeling regulation : its effect on small 
business : a report of the Subcommit- 
tee on Special Small Business 
Problems of the Committee on Small 
Business, House of Representatives, 
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United States. Congress. House. Committee 
on the Budget. Task Force on Economic 
Policy. 

Effectiveness of economic stimulus pro- 
grams : hearings before the Task Force 
on Economic Policy of the Committee 
on the Budget, House of Representa- 
tives, Ninety-fifth Congress, second 
session, February 18 and 20, 1978, 
(Dallas, Tex., and Mesquite, Tex.)., 
79-3049 


United States. Congress. House. Committee 
on the District of Columbia. 
Amending the District of Columbia 
redevelopment act of 1945 : report to 
accompany H.R. 10311., 79-3194 


District of Columbia Pretrial Services 
Agency : report to accompany S. 
2556., 79-3204 


Revenue bonds for housing finance agen- 
cy : report to accompany H.R. 12343., 
79-3213 


Transfer of real property of the United 
States to the District of Columbia 
Redevelopment Land Agency : report 
to accompany H.R. 13224., 79-3195 


United States. Congress. House. Committee 
on the Judiciary. 
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together with dissenting views to ac- 
company S. 2727., 79-3236 


Amending the Federal charter of the Boy 
Scouts of America : report to accom- 
pany H.R. 11956., 79-3221 


Brigitte Marie Harwood : report to ac- 
company S. 391., 79-3264 
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83., 79-3152 
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pany S. 1165., 79-3256 
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company S. 1401., 79-3254 
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2247., 79-3249 
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report to accompany H.R.412556., 
79-3227 


For the relief of Thomas Joseph Hunter 
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pany H.R.10600., 79-3234 
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H.R. 9660., 79-3269 
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2379., 79-3267 
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3271 

Michael Bruce Holland : report to ac- 
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pany S. 612., 79-3260 


report to accompany S. 
79-3242 


Worldwide ceiling on immigration : re- 
port to accompany H.R. 12443., 79- 
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second session, on H.R. 12869 ... June 
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United States. Congress. House. Committee 
on Veterans’ Affairs. 
Authorizing the VA to furnish memorial 
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pany H.R. 12257., 
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Administration hospital in Little Rock, 
Ark., fer John L. McClellan : report to 
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Providing an allowance to States or agen- 
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for expenses incurred in the burial of 
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Armed Forces who served honorably 
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Veterans’ Administration analysis and 
evaluation of the non-service-con- 
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on Veterans’ Affairs. Subcommittee on 
Cemetaries and Burial Benefits. 

Hearings to review the Veterans Ad- 
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before the Subcommittee on Cemete- 
ries and Burial Benefits of the Com- 
mittee on Veterans’ Affairs, House of 
Representatives, Ninety-fifth Congress, 
second session ... H.R. 12732 and H.R 
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on Veterans’ Affairs. Subcommittee on 
Education and Training. 

Legislative and oversight hearings on all 
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Veterans’ Affairs, House of Represen- 
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Debt management : 
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Eligibility period for extended benefits : 
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on certain metal waste and scrap, un- 
wrought metal, and other articles of 
metal report to accompany H.R. 
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the insular possessions report 


Page I-322 





Author Index 


together with dissenting views to ac- 
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Social 
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United States. Congress. House. Select 


Committee on Aging. 

Serial, 95th Congress ; no. 95-138. 
National pension policies : 
hearings before the Sub- 
committee on Retirement Income and 
Employment of the Select Committee 


private pen- 
sion plans : 
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A senior forum : hearing before the Sub- 
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Senate, Ninety-fifth Congress, second 3486., 79-3391 before the Committee on Commerce, 
session, S. 2626 ... May 22, 23, and Broadening eligibility for the Junior Science, and Transportation, United 
24, 1978., 79-3029 Reserve Officers’ Training Corps pro- States Senate, Ninety-fifth Congress, 
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company H.R. 8394., 79-3389 


Seriai, 95th Congress ; no. 95-H 49. 

Federal response to the Rhode Island 
blizzard emergency hearing before 
the Subcommittee on Regional and 
Community Development of the Com- 
mittee on Environment and Public 
Works, United States Senate, Ninety- 
fifth Congress, second session, March 
7,1978., 79-3113 


Serial, 95th Congress ; no. 95-H 65. 

Nomination of John F. Ahearne : hearing 
before the Committee on Public 
Works, United States Senate, Ninety- 
fifth Congress, second session, on the 
nomination of John F. Ahearne to be a 
Member of the Nuclear Regulatory 
Commission, June 13, 1978., 79- 
3114 
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Serial, 95th Congress ; no. 95-H 66. 

Union Station, Nashville, Tenn. : hearing 
before the Committee on Environment 
and Public Works, United States 
Senate, Ninety-fifth Congress, second 
session, June 21, 1978., 79-3118 


Serial, 95th Congress ; no. 95-H 67. 

Export-Import Bank act amendments of 
1978 : hearings before the Subcommit- 
tee on Resource Protection of the 
Committee on Environment and Public 
Works, United States Senate, Ninety- 
fifth Congress, second session, on S. 
3077 ... June 20 and July 11, 1978., 
79-3115 


Serial, 95th Congress ; no. 95-H 73. 

Nomination of Karl Smith Bowers : hear- 
ing before the Committee on Environ- 
ment and Public Works, United States 
Senate, Ninety-fifth Congress, second 
session, on the nomination of Karl 
Smith Bowers to be Federal Highway 
Administrator, August 11, 1978. ..., 
79-3116 


Serial, 95th Congress ; no. 95-H 75. 

Various resource protection bills : hear- 
ing before the Subcommittee on 
Resource Protection of the Committee 
on Environment and Public Works, 
United States Senate, Ninety-fifth Con- 
gress, second session, on S. 691 
H.R. 2329 ... H.R. 8394 ... August 15, 
1978., 79-3117 


Union Station, Nashville, Tenn. : hearing 
before the Committee on Environment 
and Public Works, United States 
Senate, Ninety-fifth Congress, second 
session, June 21, 1978., 79-3118 


United States. Congress. Senate. Committee 
on Environment and Public Works. 
Subcommittee on Regional and 
Community Development. 

Federal response to the Rhode Island 
blizzard emergency : hearing before 
the Subcommittee on Regional and 
Community Development of the Com- 
mittee on Environment and Public 
Works, United States Senate, Ninety- 
fifth Congress, second session, March 
7, 1978., 79-3113 


United States. Congress. Senate. Committee 
on Environment and Public Works. 
Subcommittee on Resource Protection. 
Export-Import Bank act amendments of 

1978 : hearings before the Subcommit- 
tee on Resource Protection of the 
Committee on Environment and Public 
Works, United States Senate, Ninety- 
fifth Congress, second session, on S. 
3077 ... June 20 and July 11, 1978., 
79-3115 


Various resource protection bills : hear- 
ing before the Subcommittee on 
Resource Protection of the Committee 





on Environment and Public Works, 
United States Senate, Ninety-fifth Con- 
gress, second session, on S. 691 
H.R. 2329 ... H.R. 8394 ... August 15, 
1978., 79-3117 
United States. Congress. Senate. Committee 

on Finance. 

Eligibility for extended unemployment 
benefits : report to accompany H.R. 
12380., 79-3382 


Extending until the close of June 30, 
1981, the existing suspension of duties 
on certain metal waste and scrap, un- 
wrought metal, and other articles of 
metal, and other matters : report to ac- 
company H.R. 12165., 79-3395 


Making permanent the existing tempora- 
ry suspension of duty on certain dyeing 
and tanning materials : report to ac- 
company H.R. 11409., 79-3410 


Making specific provisions for ball or 
roller bearing pillow block, flange, 
takeup, cartridge, and hanger units in 
the tariff schedules of the United 
States, and other matters : report to 
accompany H.R. 8755., 79-3393 


Medicaid amendments relating to Puerto 
Rico, the Virgin Islands, and Guam : 
report together with additional views 
to accompany H.R. 9434., 79-3415 


Presumptive disability for supplemental 
security income : report to accompany 
H.R. 10848., 79-3416 


Providing for the temporary suspension 
of duty on the importation of 2- 
methyl-4-chlorophenol, and other mat- 
ters : report to accompany H.R. 5551., 
79-3413 


Revenue act of 1978 : hearings before 
the Committee on Finance, United 
States Senate, Ninety-fifth Congress, 
second session, on H.R. 13511 ..., 
79-3067 


Revenue act of 1978 report of the 
Committee on Finance, United States 
Senate, together with additional and 
supplemental views, on H.R. 13511., 
79-3397 


The Sugar stabilization act of 1978 : re- 
port to accompany H.R. 7108., 79- 
3401 


Supplemental security income disability 
benefits : report to accompany H.R. 
12972., 79-3417 


Tax treatment of returns of magazines, 
paperbacks, and records : report to ac- 
company H.R. 3050., 79-3400 


Temporary suspension of duty on certain 
forms of zinc, and other matters : re- 
port to accompany H.R. 9911., 79- 
3394 
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Trade adjustment assistance amendments 
: report to accompany H.R. 11711., 
79-3418 


United States. Congress. Senate. Committee 
on Finance. Subcommittee on Private 
Pension Plans and Employee Fringe 
Benefits. 

Pension plan bookkeeping methods 
hearing before the Subcommittee on 
Private Pension Plans and Employee 
Fringe Benefits of the Committee on 
Finance, United States Senate, Ninety- 
fifth Congress, second session, on S. 
2992 ... June 14, 1978., 79-3066 


United States. Congress. Senate. Committee 
on Finance. Subcommittee on Public 
Assistance. 

Welfare reform proposals : hearings be- 
fore the Subcommittee on Public 
Assistance of the Committee on 
Finance, United States Senate, Ninety- 
fifth Congress, second session ..., 79- 
3068 


United States. Congress. Senate. Committee 
on Finance. Subcommittee on Taxation 
and Debt Management Generally. 
Bankruptcy reform act of 1978 : hearing 

before the Subcommittee on Taxation 
and Debt Management Generally of 
the Committee on Finance, United 
States Senate, Ninety-fifth Congress, 
second session, on sections 346 ... of 
2266, August 4, 1978., 79-3065 


United States. Congress. Senate. Committee 
on Foreign Relations. 
U.S. parliamentary exchange program 
with Japan : report to accompany S.J. 
Res. 111., 79-3386 


United States. Congress. Senate. Committee 
on Foreign Relations. Subcommittee on 
East Asian and Pacific Affairs. 

U.S. participation in parliamentary con- 
ference with Japan : hearing before the 
Subcommittee on East Asian and 
Pacific Affairs of the Committee on 
Foreign Relations, United States 
Senate, Ninety-fifth Congress, second 
session, on S.J. Res. lll ... August 11, 
1978., 79-3069 


United States. Congress. Senate. Committee 
on Governmental Affairs. 
Amending the District of Columbia 
“home rule” act of 1973 : report to 
accompany H.R. 12116., 79-3406 


Amending title 39 of United States Code 
: report to accompany S. 2543., 79- 
3379 


Authorizing the issuance of substitute 
Treasury checks without undertakings 
of indemnity, except as the Secretary 
of the Treasury may require : report to 
accompany H.R. 13087., 79-3390 

United States. Congress. Senate. Committee 
on Governmental Affairs. Subcommittee 
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on Energy, Nuclear Proliferation, and 

Federal Services. 

General Accounting Office legislation : 
hearing before the Subcommittee on 
Energy, Nuclear Proliferation, and 
Federal Services of the Committee on 
Governmental Affairs, United States 
Senate, Ninety-fifth Congress, second 
session, on S. 3411 ... S. 3412 ... and 
August 21, 1978., 79-3079 

United States. Congress. Senate. Committee 
on Governmental Affairs. Subcommittee 
on Intergovernmental Relations. 

Government preparedness for weather 
emergencies for winter of 1977-1978 : 
hearings before the Subcommittee on 
Intergovernmental Relations of the 
Committee on Governmental Affairs, 
United States Senate, Ninety-fifth Con- 
gress, first session., 79-3080 


United States. Congress. Senate. Committee 
on Governmental Affairs. Subcommittee 
on Reports, Accounting and Management. 
Voting rights in major corporations : a 

staff study /, 79-3366 


United States. Congress. Senate. Committee 
on Human Resources. 

Labor law reform act of 1978 : hearing 
before the Committee on Human 
Resources, United States Senate, 
Ninety-fifth Congress, second session, 
on H.R. 8410 ... June 29, 1978., 79- 
3085 


Nomination : hearing before the Com- 
mittee on Human Resources, United 
States Senate, Ninety-fifth Congress, 
second session, on Howard Jenkins, 
Jr., of Maryland, to be a Member of 
the National Labor Relations Board, 
September 7, 1978., 79-3086 

United States. Congress. Senate. Committee 

on Human Resources. Subcommittee on 

Child and Human Development. 

Family planning services and population 
rsearch act extension of 1978 : hearing 
before the Subcommittee on Child and 
Human Development of the Commit- 

Resources, United 

States Senate, Ninety-fifth Congress, 


tee on Human 


second session, on S. 2522 ... February 
24, 1978., 79-3082 


United States. Congress. Senate. Committee 
on Human Resources. Subcommittee on 
Education, Arts, and Humanities. 
Education amendments of 1977 

hearings before the Subcommittee on 

Education, Arts, and Humanities of the 

Committee on Human _ Resources, 

United States Senate, Ninety-fifth Con- 

gress, first session, on S. 1753 ..., 79- 

3081 
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United States. Congress. Senate. Committee 
on Human Resources. Subcommittee on 
Health and Scientific Research. 

Health services extension act of 1978 : 
hearings before the Subcommittee on 
Health and Scientific Research of the 
Committee on Human _ Resources, 
United States Senate, Ninety-fifth Con- 
gress, second session on S. 2474, to 
amend the Public health service act ..., 
February 9 and March 1, 1978., 79- 
3083 


Marketing and promotion of infant for- 
mula in the developing nations, 1978 : 
hearing before the Subcommittee on 
Health and Scientific Research of the 
Committee on Human _ Resources, 
United States Senate, Ninety-fifth Con- 
gress,sccond session ... May 23, 1978., 
79-3084 


Nurse training amendments of 1978 
hearing before the Subcommittee on 
Health and Scientific Research of the 
Committee on Human _ Resources, 
United States Senate, Ninety-fifth Con- 
gress, second session, on S. 2416 ... 
April 5, 1978., 79-3087 


United States. Congress. Senate. Committee 
on Rules and Administration. 

Authorizing supplemental expenditures 
by the Committee on Finance for 
inquiries and investigations : report to 
accompany S&S. Res. 487., 79-3375 

Extending the Select Committee on Indi- 
an Affairs through the 95th Congress : 
report together with additional views 
to accompany S. Res. 405., 79-3376 


United States. Congress. Senate. Committee 
on the Budget. 

Waiver of section 303(a) of the Congres- 
sional budget act with respect to con- 
sidcration of amendment no.— to H.R. 
13511 : report to accompany S. Res. 
576., 79-3414 


Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 3392 : report to ac- 
company S. Res. 566., 79-3403 


Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 


sideration of H.R. 10587 : report to 
accompany S. Res. 567., 79-3404 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 3309 : report to ac- 
company S. Res. 572., 79-3405 

Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 857 : report to accom- 
pany S. Res. 574., 79-3471 

United States. Congress. Senate. Committee 

on the Judiciary. 

Andree Marie Helene McGiffin : report 
to accompany H.R. 8192., 79-3459 
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Boulos Stephan : report to accompany 
H.R. 2292., 79-3432 


Carmela Scudieri : report to accompany 
H.R. 1748., 79-3424 


Carmen Cecilia Blanquicett : report to 
accompany H.R. 2291., 79-3431 


Carmen Prudence Hernandez : report to 
accompany H.R. 2758., 79-3437 


Christopher Robert West : report to ac- 
company H.R. 2662., 79-3436 


Commending the American Indians par- 
ticipating in the longest walk : report 
to accompany S. Res. 502., 79-3374 


Craig Day : report to accompany H.R. 
9611., 79-3466 


Daniel Crowley : report to accompany 
H.R. 2940., 79-3440 


Derrick Mariano Tan : report to accom- 
pany H.R. 2939., 79-3439 


Dimitricus Panoutsopoulos,  Angeliki 
Panoutsopoulos, and Georgios Panout- 
sopoulos : report to accompany H.R. 
1940., 79-3428 


Donna Marainne Benney : report to ac- 
company H.R. 6934., 79-3453 

Dr. John Alexis L. S. Tam and Yeut 
Shum Tam : report to accompany H.R. 
2558., 79-3434 

Elisabetta Basso Gallizio : report to ac- 
company H.R. 4530., 79-3446 

Eustace John D’Souza : report to accom- 
pany H.R. 9613., 79-3467 

Fidel Grosso-Padilla : report to accom- 
pany H.R. 3090., 79-3442 


Francesco Giuttari : report to accompany 
H.R. 8751., 79-3461 

Granting the status of permanent re- 
sidence to certain aliens : report to ac- 
company H.J. Res. 489., 79-3468 

Hye Jin Wilder : report to accompany 
H.R. 6801., 79-3452 

Irma Victoria Bolarte Alvarado : report 
to accompany H.R. 3613., 79-3444 

Jae Keun Christianson : report to accom- 
pany H.R. 8308., 79-3460 

James William Dibben : report to accom- 
pany H.R. 9352., 79-3464 

Johanne Lapointe : report to accompany 
H.R. 7550., 79-3456 

Jonathan Winston Max : report to ac- 
company H.R. 5933., 79-3450 

Juana Todd Atherley : report to accom- 
pany H.R. 1931., 79-3425 

Jung In Bang : report to accompany H.R. 
5230., 79-3449 

Kazuko Nishioka Dowd : report to ac- 
company H.R. 4535., 79-3447 


Kim In Hyung : report to accompany 
H.R. 8810., 79-3462 
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Lee So Ryung : report to accompany 
H.R. 1936., 79-3426 


Lilia Araujo : report to accompany H.R. 
1406., 79-3469 

Lily Lirio Galindo : report to accompany 
H.R. 6664., 79-3451 

Margaret Somerville Jefferis : report to 
accompany H.R. 7604., 79-3457 

Maria Miraflor Carabbacan : report to 
accompany H.R. 1392., 79-3470 

Marinelle Khristy Cruz : report to ac- 
company H.R. 5163., 79-3448 

Meeja Sa Foster : report to accompany 
H.R. 3217., 79-3443 

Monika Grantz : report to accompany 
H.R. 8927., 79-3463 

Noel Abueg Emde : report to accompany 
H.R. 7387., 79-3454 

Nora L. Kennedy : report to accompany 
H.R. 2658., 79-3435 

Peter Neal Smith : report to accompany 
H.R. 3625., 79-3445 

The Regulatory flexibility act : report to 
accompany S. 1974., 79-3420 

Renate Irene McCord : report to accom- 
pany H.R. 9568., 79-3465 

Ricky Lee Trautvetter : report to accom- 
pany H.R. 2944., 79-3441 

Rogelio M. Encomienda : report to ac- 
company H.R. 2259., 79-3430 

Ruben P. Din : report to accompany 
H.R. 2253., 79-3429 

Santos Marquez Arellano : report to ac- 
company H.R. 1938., 79-3427 

Sealie Von Kleist Hernandez : report to 
accompany H.R. 2759., 79-3438 

Vasilios Georgios Valcanos : report to 
accompany H.R. 7419., 79-3455 

Veronica Judith Hudson : report to ac- 
company H.R. 7795., 79-3458 


Young Gun Kim : report to accompany 
H.R. 2553., 79-3433 


United States. Congress. Senate. Committee 


on the Judiciary. Subcommittee on 

Administrative Practice and Procedure. 

Justice Department retention of private 
legal counsel to represent Federal em- 
ployees in civil lawsuits : staff report to 
the Subcommittee on Administrative 
Practice and Procedure of the Com- 
mittee on the Judiciary of the United 
States Senate., 79-3108 


United States. Congress. Senate. Committee 


on the Judiciary. Subcommittee on 

Antitrust and Monopoly. 

Oversight of freight rate competition in 
the motor carrier industry : hearings 
before the Subcommittee on Antitrust 
and Monopoly of the Committee on 





the Judiciary, United States Senate, 
Ninety-fifth Congress, first and second 
sessions ..., 79-3106 


United States. Congress. Senate. Committee 
on the Judiciary. Subcommittee on 
Criminal Laws and Procedures. 

The erosion of law enforcement intel- 
ligence, capabilities, public security : 
hearings before the Subcommittee on 
Criminal Laws and Procedures of the 
Committee on the Judiciary, United 
States Senate, Ninety-fifth Congress, 
first session ..., 79-3107 


Erosion of law inforcement intelligence 


and its impact on the public security., 
79-3107 


United States. Congress. Senate. Committee 
on the Judiciary. Subcommittee on 
Penitentiaries and Corrections. 
Supplemental authorization of appropria- 

tions for fiscal year 1979 : hearing be- 
fore the Subcommittee on Penitentia- 
ries and Corrections of the Committee 
on the Judiciary, United States Senate, 
Ninety-fifth Congress, second session, 


on S. 3151 ... June 29, 1978., 79- 
3105 


United States. Congress. Senate. Committee 
on Veterans’ Affairs. 

VA administrative procedure and judicial 
review act : hearings before the Com- 
mittee on Veterans’ Affairs, United 
States Senate, Ninety-fifth Congress, 
first session, on S. 364 and related bills 
te i | 


United States. Congress. Senate. Select 

Committee on Indian Affairs. 

Navjo and Hopi Indian Relocation Com- 
mission amendments of 1978 
hearings before the United States 
Senate Select Committee on Indian Af- 
fairs, Ninety-fifth Congress, second 
session, on S. 3043 ... and H.R. 11092, 
July 25 and 26, 1978., 79-3088 

Sisseton-Wahpeton Sioux Tribe land con- 
solidation 
3069., 


: report to accompany S. 
79-3371 
United States. Congress. Senate. Select 

Committee on Nutrition and Human 

Needs. 

Dict related to killer diseases : hearings 
before the Select Committee on Nutri- 
tion and Human Needs of the United 
States Senate, Ninety-fifth Congress, 
first session., 79-3111 

United States. Congress. Senate. Select 

Committee on Small Business. 

Capital formation : hearings before the 
Select Committee on Small Business, 
United States Senate, Ninety-fifth Con- 
gress, second session ..., 79-3129 





January 1979 


United States. Congress. Senate. Special 

Committee on Aging. 

The nation’s rural elderly : hearing be- 
fore the Special Committee on Aging, 
United States Senate, Ninety-fourth 
Congress, second session ..., 79-3024 


United States. Consumer Product Safety 
Commission. 
Kitchen safety 

2937 


Kitchen safety 
2938 

Make your lawn easier (and safer) to 
mow., 79-2936 


Poison prevention : 
79-2939 


: student readings., 79- 


teacher's guide., 79- 


student readings., 


Poison prevention : 
79-2940 


United States. Copyright Office. 
Authors’ publishing and recording ar- 
rangements., 79-2693 


Computing and measuring devices., 79- 
2691 


Deposit of 


teacher'[s] guide., 


copies or phonorecords 
without accompanying application or 


written request., 79-2687 
The effective date of registration., 79- 
2688 


Highlights of the new copyright law., 
79-2695 

Ideas, plans, methods, or systems., 79- 
2690 


Repeal of notice of use requirement., 
79-2692 


certificates for  coin- 
operated phonorecord players., 79- 
2694 


Replacement 


Reproduction of copyrighted works by 
educators and librarians., 79-2689 
United States. Defense Logistics Agency. 
DLAH ; 4215.48. 
Secondary metal forming and cutting 
machines., 79-2030 
United States. Defense Logistics Agency. 
Contract Administration Services. 
List of primary ACO functions and 
responsibilities., 79-1865 
United States. Defense Logistics Services 
Center. 
Agricultural supplies., 79-1867 
79-1868 


79-1869, 79- 


Attenuator, fixed., 
Badges and insignias /, 
1870, 79-1871 


Bands, markers, plates, and signs /, 79- 
1872 
Biologicals., 79-1873 


Books, maps, and other publications., 
79-1874 


Bottles and jars., 79-1875 
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79-1876 


Cable assemblies, electrical and elec- 
tronic., 79-1877 


Capacitor, variable., 


Boxes, electrical components., 


79-1879 
Capacitors, fixed /, 79-1880 


actuated 
79-1881 


79-1883 


Cartridge and_ propellant 
devices and components., 


Chemical products 
79-1b 
79-1884 


Chemicals., 
Circuit breaker., 
Cloth., 79-1885 
79-1886 
79-1887 


Coats and coat-like garments., 
Coils and transformers., 


Compounds and greases - 
lubricating, and hydraulic., 


cutting, 
79-1889 


79-1890 
79-1891 


Connectors and couplers, electronic and 
electrical., 79-1893 


Conduit components., 


Connector, electrical /, 


Consoles, switchboards, and panels., 
79-1892 


Converters, electrical, nonrotating /, 
79-1894 

Couplings., 79-1895 

Cutting tools for machine tools., 79- 
1896 


Data bank 
1902 


interrogations/search., 79- 


Decades, electrical., 79-1911 


Defense integrated data system (DIDS) 
procedures manual : data bank inter- 
rogations / search., 79-1902 


Defense integrated data system (DIDS) 
procedures manual : development and 
maintenance of item logistics data 
tools., 79-1899, 79-1907 


Defense integrated data system (DIDS) 
procedures manual : document identi- 
fier code (DIC) input/output (1/0) for- 
mats (fixed length)., 79-1904, 79- 
1905 


Defense integrated data system (DIDS) 
procedures manual edit/validation 
criteria., 79-1906 


Defense integrated data system (DIDS) 
procedures manual : general and ad- 
ministrative information., 79-1897 

Defense integrated data system (DIDS) 
procedures manual : item identifica- 
tion., 79-1900, 79-1901 

Defense integrated data system (DIDS) 
procedures manual : multiple applica- 
tion procedures., 79-1898 

Defense integrated data system (DIDS) 


procedures manual publications., 
79-1910 
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Defense integrated data system (DIDS) 
procedures manual reports and 
statistics., 79a1908, 79-1909 


Defense integrated data system (DIDS) 
procedures manual : supply manage- 
ment., 79-1903 

Delay lines., 79-1912 


Development and maintenance of item 
logistics data tools., 79-1899, 79- 
1907 

Distributors, and magnctos, ignition., 
79-1913 

Document identifier code 
input/output (I/O) formats 
length), 79-1904 

Document identifier code (DIC) 
input/output (1/0) formats (variable 
length), 79-1905 

Drill bits, counterbores, and countersinks 
/, 79-1914 


Edit/validation criteria., 79-1906 


(DIC) 
(fixed 


Electric and electronic bases, holders, 
and supports /, 79-1923 

Electric and electronic properties mea- 
suring and testing instruments., 79- 
1922 


Electrical cable, cord, wire, and assem- 
blics /, 79-1918, 79-1919 


79-1917 


Electrical/electronic groups, sets, and as- 
semblies., 79-1915, 79-1916 


Electrical connector parts., 


Electrical posts, splices, and terminals., 
79-1924 


Engine electrical system components., 
79-1925 


Engine fucl and cooling system com- 
ponents., 79-1926 


Fiber cordage., 79-1927 
Filters, electrical., 79-1928 
Fire fighting equipment /, 79-1929 


Food-cooking, — baking-serving 
ment., 79-1931 
79-1930 


equip- 


Footwear., 


Gases - 
1932 


compressed and liquefied., 79- 


General and administrative information., 
79-1897 


Glass, fabricated and window, observa- 
tion., 79-1933, 79-1934 

Goggles and related protective devices., 
79-1935 

79-1936 

Handcranks and handwheels /, 79-1937 


Guns and related components., 


Hardware - bands, straps, strapping, and 
components., 79-1940 

Hardware - 
1939 


clamps., 79-1938, 79- 
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Hazard-detecting instruments and ap- 
paratus., 79-1941 


Headset, electrical., 79-1942 


Heating elements, electrical, immersion, 


and nonimmersion., 79-1943 
Hinges /, 79-1944 


Holder, electrical contact brush., 79- 


1945 


Holders, supports, and brackets, electri- 


cal and electronic., 79-1946 


Hose, air duct and air breathing /, 79- 


1947 
Hose, pipe, and tube fittings., 79-1949 
Hose, pipe, and tubing., 79-1948 
Item identification., 79-1900, 79-1901 
Jacks and plugs., 79-1950 


Laboratory vessels, adapters and connec- 


tors /, 79-1951 


Laundry and dry cleaning equipment., 
79-1952 


Leggings, socks, and related items., 79- 


1953 
Light-switch assembly., 79-1954 
Lights /, 79-1955 
Liquid and gas flow, liquid level, and 


mechanical motion measuring instru- 


ments /, 79-1956 


Loudspeakers and 
microphone., 79-1957 


loudspeaker- 


Lumber, plywood, and related products 


/, 79-1958 


Medical and dental assemblies, kits, sets, 


and units., 79-1962 

79-1963 

Miscellaneous capacitors, resistors, and 
attenuators /, 79-1878 


Miscellaneous communication 
ment., 79-1888 


Microcircuit devices /, 


equip- 


Miscellaneous controls., 79-1964 


Miscellaneous electrical and electronic 
components., 79-1920, 79-1921 


79-1965 


Miscellaneous maintenance and repair 
shop equipment., 79-1959 


Miscellaneous items /, 


Miscellaneous materials handling equip- 
ment., 79-1960 

Miscellaneous transmission components., 
79-2017 

Miscellaneous welding, soldering, and 
brazing supplies and accessories., 79- 
2027 

Motor vehicle maintenance and repair 
shop equipment /, 79-1966 

Multiple application procedures., 79- 
1898 

Musical instruments, phonographs and 
home radios., 79-1967 
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Notions and apparel findings., 79-1968 
Optical instruments., 79-1969, 79- 


1970 


Opticians instruments equipment and 
supplies., 79-1971, 79-1972 


Paving breaker and rock drill accesso- 
ries., 79-1973 


Pharmaceutical dosage 
sules/tablets., 79-1974 


Pharmaceutical dosage 
liquids/semisolids., 79-1975 


Photogrammetric and X-ray apparatus., 
79-1976 


Photographic equipment and accessories 
/, 79-1977 


Pipe and tube metallic., 79-1978 


forms, cap- 


forms, 


Post, electrical-mechanical equipment., 
79-1979, 79-1980 


Pressure, temperature, humid measure- 
control instruments., 79-1981 


Propellers and test clubs., 79-1982 
Publications., 79-1910 


Pumps, liquid, general purpose /, 79- 
1983, 79-1984 


Recreational and athletic equipment., 
79-1985 


Relays, electromagnetic, reed, and reso- 
nant reed /, 79-1986 


Reports and statistics, 79-1908, 79- 
1909 


Resistor, thermal., 79-1987 


Rivets, rivet caps, and collars /, 79- 
1988 


Roller assembly, journal bearing., 79- 
1989 


Safety and rescue equipment., 79-1990 


Saturable reactors and magnetic am- 
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business : a report of the Subcommit- 
tec on Special Small Business 


Problems of the Committee on Small 
Business, House of Representatives, 


Ninety-fifth Congress, second session, 
together with additional views., 79- 
3182 


Report ; no. 95-1284. 

Naming of the proposed new Veterans’ 
Administration hospital in Little Rock, 
Ark., for John L. McClellan : report to 
accompany H.R. 10287., 79-3183 


Report ; no. 95-1285. 

Establishment of a solar photovoltaic 
encrgy research, development and 
demonstration program 
company H.R. 12874., 

Report ; no. 95-1289. 

Presumptive disability under SSI program 
: report to accompany H.R. 10848., 
79-3185 

Report ; no. 95-1301. 

Immigration — and 
adopted children : 
pany H.R. 12508., 

Report ; no. 95-1304. 

Providing for the distribution of certain 
judgement funds awarded by the Indi- 
an Claims Commission to the Con- 
federated Tribes and Bands of the 
Yakima Indian Nation : report to ac- 
company H.R. 10581., 79-3187 

Report ; no. 95-1307. 

Special prosecutor act of 1978 : report 
together with additional and dissenting 


: report to ac- 
79-3184 


naturalization of 
report to accom- 
79-3186 
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views to accompany H.R. 9705., 79- 
3188 

Report ; no. 95-1314. 

Proposed export of low-enriched urani- 
um to India : 
with dissenting views to accompany H. 
Con. Res. 599., 79-3189 


Report ; no. 95-1317. 


General Accounting Office services to 


Congress : an assessment /, 79-3190 

Report ; no. 95-1320. 

Substitute treasury checks : report to ac- 
company H.R. 13087., 79-3191 

Report ; no. 95-1321. 

Providing for the Du Noir basin addition 


to the Washakie Wilderness : report to 


accompany H.R. 12349., 79-3192 


Report ; no. 95-1323. 


Designating certain lands in the State of 
report to ac- 


Wisconsin as wilderness : 
company H. R. 12264., 79-3193 
Report ; no. 95-1324. 
Amending the 
redevelopment act of 1945 
accompany H. R. 10311., 


Report ; no. 95-1325. 
Transfer of real property of the United 


79-3194 


States to the District of Columbia 
Redevelopment Land Agency : report 


to accompany H.R. 13224., 79-3195 
Report ; no. 95-1326. 


Urgent supplemental appropriations for 


the Department of Agriculture : report 
to accompany H. J. Res. 1024., 79- 
3196 


Report ; no. 95-1341. 

Maritime medals : report to accompany 
H. R. 13235., 79-3197 

Report ; no. 95-1345. 

Elimination of work disincentives under 
SSI programs : report of the Commit- 


tee on Ways and Means, House of 


Representatives, together with addi- 
tional views ... to accompany H. R. 
12972., 79-3198 


Report ; no. 95-1355. 

Suspension of duty on yankee dryer 
cylinder : report to accompany H. R. 
7108., 79-3199 


Report ; no. 95-1356. 

Duty classification of ball or roller bear- 
ing pillow block, flange,take-up, car- 
tridge and hanger units : report to ac- 
company H. R. 8755., 79-3200 

Report ; no. 95-1360. 

Duty-free treatment for certain dyeing 
and tanning materials : report to ac- 
company H.R. 11409., 79-3201 

Report ; no. 95-1361. 

Extension of existing suspension of duty 
on certain metal waste and scrap, un- 


wrought metal, and other articles of 
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adverse report together 


District of Columbia 
: report to 





metal : report to accompany H.R. 
12165., 79-3202 


Report ; no. 95-1362. 

Suspension of duty on live worms : re- 
port to accompany H.R. 12739., 79- 
3203 


Report ; no. 95-1368. 

District of Columbia Pretrial Services 
Agency report to accompany S. 
2556., 79-3204 

Report ; no. 95-1373. 

Federal assistance and incentive pay- 
ments to States and localities for 
reductions in AFDC errors report 


together with minority views to accom- 
pany H.R. 13335., 79-3205 


Report ; no. 95-1375. 

Miscellaneous amendments to Small 
Business Administration programs : re- 
port to accompany H.R. 13418., 79- 
3206 


Report ; no. 95-1380. 

Authorizing the Governor of the State of 
Wyoming to exhibit the nameplate, 
ship’s bell, and silver service of the 
U.S.S. “Wyoming” without restriction : 
report to accompany H.R. 8471., 79- 
3207 


Report ; no. 95-1382. 

Freedom of information act requests for 
business data and _ reverse-FOIA 
lawsuits : twenty-fifth report /, 79- 
3208 


Report ; no. 95-1383. 

Financial institutions regulatory act of 
1978 : report together with supplemen- 
tal, additional, and minority views to 
accompany H.R. 13471., 79-3209 


Report ; no. 95-1385. 

Authorizing the sale of certain naval ves- 
sels to the Republic of China’: report 
to accompany H.R. 13255., 79-3210 


Report ; no. 95-1386. 

Establishing standards for the placement 
of Indian children in foster or adoptive 
homes, to prevent the breakup of Indi- 
an families, and for other purposes : 
report together with dissenting views 
to accompany H.R. 12533., 79-3211 

Report ; no. 95-1390. 

Broadening eligibility for the Junior 
Reserve Officers’ Training Corps pro- 
gram : report to accompany H.R. 
7161., 79-3212 

Report ; no. 95-1391. 

Revenue bonds for housing finance agen- 
cy : report to accompany H.R. 12343., 
79-3213 

Report ; no. 95-1395. 

Revision of title 49, United States Code, 
“Transportation” : report of the Com- 
mittee on the Judiciary, House of 





Representatives, on H.R. 10965 ..., 
79-3214 

Report ; no. 95-1398. 

Department of Defense appropriation 
bill, 1979 : report of the Committee on 
Appropriations, together with separate, 
dissenting, and additional views to ac- 
company H.R. 13635., 79-3215 


Report ; no. 95-1401. 
Fradulent advertising : report to 1ccom- 
pany H.R. 13369., 79-3216 


Report ; no. 95-1404. 

New York City loan guarantees : report 
to accompany H. J. Res. 1088., 79- 
3217 


Report ; no. 95-1405. 

Proposed equal rights amendment exten- 
sion : report together with concurring, 
supplemental, additional, individual, 
separate, dissenting, and minority 


views to accompany H.J. Res. 638., 
79-3218 


Report ; no. 95-1409. 
Providing funds for the further expenses 
of investigations and studies by the Ad 


Hoc Committee on Energy : report to 
accompany H. Res. 1237., 79-3219 


Report ; no. 95-1417. 
Authorizing the Smithsonian Institution 
to acquire the Museum of African Art, 


and for other purposes : report to ac- 
company H.R. 10792., 79-3220 


Report ; no. 95-1418. 

Amending the Federal charter of the Boy 
Scouts of America : report to accom- 
pany H.R. 11956., 79-3221 


Report ; no. 95-1427. 

Providing for the disposition of funds ap- 
propriated to pay a judgement in favor 
of the Cowlitz Tribe of Indians in Indi- 
an Claims Commission docket num- 
bered 218, and for other purposes : re- 
port to accompany H. R. 5523., 79- 
3222 


Report ; no. 95-1428. 

Establishing the true location of a por- 
tion of northerly boundary of the An- 
geles National Forest, located in Los 
Angeles County, Calif., on the com- 
mon line between sections 16 and 17, 
township 4 north, range 10 west, San 
Bernardino meridian, establishing the 
center quarter corner of said section 
16 : report to accompany H.R. 11451., 
79-3223 

Report ; no. 95-1447. 

Providing for nationwide service of sub- 
poenas in all suits involving the False 
claims act, and for other purposes : re- 
port to accompany H.R. 12393., 79- 
3224 
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Report ; no. 95-1480. 

Authorizing the Secretary of Energy to 
enter into cooperative agreements with 
certain States respecting residual 
radioactive material at existing sites, 
providing for the regulation of uranium 
mill tailings under the Atomic energy 
act of 1954, and for other purposes : 
report to accompany H.R. 13650 /, 
79-3225 

Report ; no. 95-1560. 

Federal pesticide act of 1978 : con- 
ference report to accompany S. 1678., 
79-3226 


Report ; no. 95-1563. 

For relief of Batavia Turf Farms, Inc. : 
report to accompany H.R.412556., 
79-3227 


Report ; no. 95-1568. 

Improving the administration and opera- 
tion of the Overseas citizens voting 
rights act of 1975, and for other pur- 
poses : report together with additional 
and dissenting views to accompany S. 
703., 79-3228 


Report ; no. 95-1574. 
Carson City silver dollar sales : report to 
accompany H.R. 9937., 79-3229 


Report ; no. 95-1593. 

Environmental Protection Agency 
research authorization for appropria- 
tions for fiscal year 1979 : conference 
report to accompany H.R. 11302., 
79-3230 


Report ; no. 95-1603. 

Presentation of gold medal to Lt. Gen. 
Ira C. Eaker : report to accompany S. 
425., 79-3231 


Report ; no. 95-1606. 

Animal and plant quarantine notice 
requirements : report to accompany S. 
286., 79-3232 


Report ; no. 95-1613. 

IMF supplementary financing facility 
conference report to accompany H.R. 
9214., 79-3233 


Report ; no. 95-1617. 

For the relief of Thomas Joseph Hunter 
and Rose Hunter : report to accom- 
pany H.R.10600., 79-3234 


Report ; no. 95-1618. 

Comprehensive older Americans act 
amendments of 1978 : conference re- 
port to accompany H. R. 12255., 79- 
3235 


Report ; no. 95-1627 

Amateur sports act of 1978 report 
together with dissenting views to ac- 
company S. 2727., 79-3236 

Report ; no. 95-1628. 

Futures trading act of 1978 : conference 
report to accompany §S. 2391., 79- 
3237 
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Report ; no. 95-1632. 
Renate Irene McCord : report to accom- 
pany H.R. 9568., 79-3238 


Report ; no. 95-1633. 
Kim In Hung : report to accompany H.R. 
8810., 79-3239 


Report ; no. 95-1645. 
John F. Johnson : report to accompany 
H.R. 9075., 79-3240 


Report ; no. 95-1646. 
Russell W. Allen : report to accompany 
H.R. 12555., 79-3241 


Report ; no. 95-1651. 
Witness fees : report to accompany S. 
2049., 79-3242 


Report ; no. 95-1652. 

Jury system improvements act of 1978 : 
report to accompany S. 2075., 79- 
3243 

Report ; no. 95-1659. 

Lawrence Youngman : report to accom- 
pany S. 2079., 79-3244 


Report ; no. 95-1670. 

Tariff treatment of certain products of 
the insular possessions report 
together with dissenting views to ac- 
company H.R. 8222., 79-3245 

Report ; no. 95-1671 

Amending the Small business act and the 
Small business investment act of 1958 


: conference report to accompany H.R. 
11445., 79-3246 


Report ; no. 95-1672. 

Making appropriations for the Depart- 
ment of the Interior and related agen- 
cies : conference report to accompany 
H.R. 12932., 79-3247 


Report ; no. 95-1673. 

Making appropriations for Treasury De- 
partment, U.S. Postal Service, Execu- 
tive Office of the President, and cer- 
tain independent agencies, fiscal year 
1979 : conference report to accom- 
pany H.R. 12930., 79-3248 

Report ; no. 95-1683. 

Eugenia Cortes : report to accompany S. 
2247., 79-3249 

Report ; no. 95-1688. 

Joselyn Buccat Lalley and Jodelyn Buc- 
cat Lalley : report to accompany S. 
2294., 79-3250 

Report ; no. 95-1689. 

Susanna Shu-Hui Jean : report to accom- 
pany S. 2248., 79-3251 

Report ; no. 95-1690. 

Sang Yun Yoon : report to accompany S. 
1618., 79-3252 

Report ; no. 95-1691. 

Do Sook Park : report to accompany S. 
1563., 79-3253 
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Report ; no. 95-1692. 

Elvi Engelsmann Jensen : report to ac- 
company S. 1401., 79-3254 

Report ; no. 95-1693. 

Maria Elena Jumalon : report to accom- 
pany S. 1166., 79-3255 

Report ; no. 95-1694. 

Chester Chun Ket Young (also known as 
Chun-Kit Yeung) : report to accom- 
pany S. 1165., 79-3256 

Report ; no. 95-1695. 

Jin Syen Suh : report to accompany S. 
1154., 79-3257 

Report ; no. 95-1696. 

Juanita Binabise : report to accompany 
S$. 1110., 79-3258 

Report ; no. 95-1697. 

Young-Shik Kim : report to accompany 
S.973., 79-3259 

Report ; no. 95-1698. 

Timmy Lao Olavere : report to accom- 
pany S. 612., 79-3260 

Report ; no. 95-1699. 

Imelda C. Jayag Potter : report to ac- 
company S. 579., 79-3261 

Report ; no. 95-1700. 

Miriama Jones : report to accompany S. 
337., 79-3262 

Report ; no. 95-1701. 

Michael Bruce Holland : report to ac- 
company S. 1484., 79-3263 

Report ; no. 95-1702. 

Brigitte Marie Harwood : report to ac- 
company S. 391., 79-3264 


Report ; no. 95-1703. 

Gaspar Louis Sayoc : report to accom- 
pany S. 142., 79-3265 

Report ; no. 95-1704. 

Kainoosh-Fard Bullock and her son, 
Kami Bullock : report to accompany S. 
1826., 79-3266 

Report ; no. 95-1705. 

Jesusa Navarro Romero and Antonio An- 
geles Romero : report to accompany S. 
2379., 79-3267 

Report ; no. 95-1706. 

Rodolfo N. Arriola : report to accom- 
pany S. 2509., 79-3268 

Report ; no. 95-1709. 

Hermina Jormigos : report to accompany 
H.R. 9660., 79-3269 

Report ; no. 95-1711. 

Lunette Joyce Clarke : report to accom- 
pany H.R. 11953., 79-3270 

Report ; no. 95-1712. 

Maryrose and Rosemary Evangelista : re- 


port to accompany H.R. 11405., 79- 
3271 
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Report ; no. 95-1713. 

District of Columbia retirement reform 
act : conference report to accompany 
H.R. 6536., 79-3272 

Report ; no. 95-1720. 

Foreign intelligence surveillance act of 
1978 : conference report to accom- 
pany S. 1566., 79-3273 

Report ; no. 95-1723. 

Providing for the consideration 
11922 : report to accompany 
1407., 79-3274 

Report ; no. 95-1724. 

Providing for the consideration 
12370 : report to accompany 
1408., 79-3275 

Report ; no. 95-1725. 

Providing for the consideration 
12441 : report to accompany 
1409., 79-3276 

Report ; no. 95-1726. 

Providing for the consideration of 
12442 : report to accompany H. 
1410., 79-3277 

Report ; no. 95-1727. 

Providing for the consideration of 


12511 : report to accompany H. 
1411., 79-3278 


Report ; no. 95-1728. 
Providing for the consideration 


13611 : report to accompany 
1412., 79-3279 


Report ; no. 95-1729. 

Providing for the consideration of S. 
2727 : report to accompany H. Res. 
1413., 79-3280 


Report ; no. 95-1730. 
Fish and wildlife improvement act of 


1978 : conference report to accom- 
pany H.R. 2329., 79-3281 


Report ; no. 95-1737. 

Improving the range conditions of the 
public grazing lands : Conference re- 
port to accompany H.R. 10587., 79- 
3282 


Report ; no. 95-1746. 

Making appropriations for the Depart- 
ments of Labor, and Health, Educa- 
tion, and Welfare, and related agencies 
: conference report to accompany H.R. 
12929., 79-3283 


Report ; no. 95-1747. 

Payment of losses incurred as a result of 
the ban on the use of the chemical 
Tris : report together with dissenting 
views to accompany S. 1503., 79- 
3284 


Report ; no. 95-1749. 
Powerplant and industrial fuel use : con- 


ference report to accompany H.R. 
5§146., 79-3285 
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Report ; no. 95-1750. 

Public utility regulatory policies act 
conference report to accompany H.R. 
4018., 79-3286 


Report ; no. 95-1751. 

National energy conservation policy act : 
conference report to accompany H.R. 
5037., 79-3287 


Report ; no. 95-1752. 
Natural gas : conference report to ac- 
company H.R. 5289., 79-3288 


Report ; no. 95-1753. 
Education amendments of 1978 : con- 


ference report to accompany H.R. 15., 
79-3289 


Report ; no. 95-1754. 

Making appropriations, foreign 
assistance, fiscal year, 1979 : con- 
ference report to accompany H.R. 
12931., 79-3290 


Report ; no. 95-1755. 

Agricultural trade act of 1978 : con- 
ference report to accompany S. 3447., 
79-3291 


Report ; no. 95-1756. 
Ethics in government act of 1978 : con- 


ference report to accompany S. 555., 
79-3292 


Report ; no. 95-1757. 

Providing for the consideration of H.R. 
14104 : report to accompany H. Res. 
1423., 79-3293 


Report ; no. 95-1758. 

Providing for the consideration of H.R. 
11153 : report to accompany H. Res. 
1424., 79-3294 


Report ; no. 95-1759. 

Providing for the consideration of H.R. 
11274 : report to accompany H. Res. 
1425., 79-3295 


Report ; no. 95-1762. 
Victims of crime act of 1978 : con- 


ference report to accompany H.R. 
7010., 79-3296 


Report ; no. 95-1764. 

Defense appropriation, fiscal year 1979 : 
conference report to accompany H.R. 
13635., 79-3297 


Report ; no. 95-1765. 

Comprehensive employment and training 
act amendments of 1978 : conference 
report to accompany S. 2570., 79- 
3298 


Report ; no. 95-1766. 

Economic opportunity amendments of 
1978 : conference report to accom- 
pany H.R. 7577., 79-3299 

Report ; no. 95-1768. 

Veterans’ and survivors’ pension im- 
provement act of 1978 : conference 


report to accompany H.R. 10173., 
79-3300 





Report ; no. 95-1773. 

Energy tax act of 1978 : conference re- 
port to accompany H.R. 5263., 79- 
3301 

Report ; no. 95-1774. 

Public telecommunications financing act 
of 1978 : conference report to accom- 
pany H.R. 12605., 79-3302 

Report ; no. 95-1777. 

Department of Justice appropriation 
authorization act, fiscal year 1979 : 
conference report to accompany S. 
3151., 79-3303 

Report ; no. 95-1778. 

Eliminating racketeering in the sale of 
cigarettes : conference report to ac- 
company S. 1487., 79-3304 

Report ; no. 95-1779. 

Airline deregulation act of 1978 : con- 
ference report to accompany S. 2493., 
79-3305 

Report ; no. 95-1780. 

Comprehensive rehabilitation services 
amendments of 1978 : conference re- 
port to accompany H.R. 12467., 79- 
3306 

Report ; no. 95-1781. 

Providing for the consideration of S. 666 


: report to accompany H. Res. 1431., 
79-3307 


Report ; no. 95-1782. 

Providing for the consideration en bloc 
of the conference reports on the bills 
H.R. 4018, H.R. 5146, H.R. 5037, 
H.R. 5289, and H.R. 5236 : report to 
accompany H. Res. 1434., 79-3308 


Report ; no. 95-1784. 

Health maintenance organization amend- 
ments of 1978 : conference report to 
accompany S. 2534., 79-3309 

Report ; no. 95-1785. 

Nurse training amendments of 1978 
conference report to accompany S. 
2416., 79-3310 

Report ; no. 95-1786. 

Pregnancy disability : conference report 
to accompany S. 995., 79-3311 


Report ; no. 95-1790. 
Tuition tax credit act of 1978 : con- 


ference report to accompany H.R. 
12050., 79-3312 


Report ; no. 95-1796. 

Authorizing appropriations, Nuclear 
Regulatory Commission, fiscal year 
1979 : conference report to accom- 
pany S. 2584., 79-3313 

Report ; no. 95-1797. 

Surface transportation assistance act of 
1978 : conference report to accom- 
pany H.R. 11733., 79-3314 
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Report ; no. 95-1798. 

Taxation of Americans abroad : con- 
ference report to accompany H.R. 
9251., 79-3315 

Report ; no. 95-1800. 

Revenue act of 1978 : conference report 
to accompany H.R. 13511., 79-3316 


Report ; no. 95-1803. 

Providing for the agreeing to the Senate 
amendments to H.R. 2852 : report to 
accompany H. Res. 1445., 79-3317 


Report ; no. 95-1804. 

Endangered species act amendments of 
1978 : conference report to accom- 
pany S. 2899., 79-3318 

Report ; no. 95-1805. 

Providing for the agreeing to the Senate 
amendments to H.R. 50 : report to ac- 
company H. Res. 1446., 79-3319 


Report ; no. 95-1806. 

Carson City silver dollar sales : con- 
ference report to accompany H.R. 
9937., 79-3320 


United States. 95th Congress, 2d session, 

1978. Senate. 

Document ; no. 95-99. 

Voting rights in major corporations : a 
staff study /, 79-3366 

Document ; no. 95-127. 

Ethics in government act of 1978 : con- 
ference report as corrected by Senate 
Concurrent Resolution 112 to accom- 
pany S. 555., 79-3367 

Report ; no. 95-937. 

Department of Labor black lung supple- 
mental appropriation : report to ac- 
company H. J. Res. 945., 79-3368 

Report ; no. 95-974. 

Henry S. Koen Forest Service Building : 
report to accompany S. 2801., 79- 
3369 

Report ; no. 95-979. 

Federico Degetau Federal Building : re- 
port to accompany H.R. 4270., 79- 
3370 

Report ; no. 95-983. 

Sisseton-Wahpeton Sioux Tribe land con- 
solidation report to accompany S. 
3069., 79-3371 

Report ; no. 95-987. 

Agricultural transportation crisis : report 
to accompany S. Res. 515., 79-3372 


Report ; no. 95-1021. 

Urgent supplemental appropriations for 
the Department of Agriculture : report 
to accompany H. J. Res. 1024., 79- 
3373 

Report ; no. 95-1022. 

Commending the American Indians par- 
ticipating in the longest walk : report 
to accompany S. Res. 502., 79-3374 
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Report ; no. 95-1046. 

Authorizing supplemental expenditures 
by the Committee on Finance for 
inquiries and investigations : report to 
accompany S. Res. 487., 79-3375 

Report ; no. 95-1047. 

Extending the Select Committee on Indi- 
an Affairs through the 95th Congress : 
report together with additional views 
to accompany S. Res. 405., 79-3376 

Report ; no. 95-1060. 

Department of Housing and Urban 
Development, independent agencies 
appropriation bill, 1979 : report to ac- 
company H.R. 12936., 79-3377 

Report ; no. 95-1076. 

District of Columbia appropriation bill, 
1979 : report to accompany H.R. 
13468., 79-3378 

Report ; no. 95-1077. 

Amending title 39 of United States Code 
: report to accompany S. 2543., 79- 
3379 

Report ; no. 95-1086. 

Assignment of claims act : report of the 
Committee on Banking, Housing, and 
Urban Affairs, United States Senate ..., 
79-3380 

Report ; no. 95-1091. 

Outer continental shelf lands act amend- 
ments of 1978 : conference report to 
accompany S.9., 79-3381 

Report ; no. 95-1105. 

Eligibility for extended unemployment 


benefits : report to accompany H.R. 
12380., 79-3382 


Report ; no. 95-1120. 

The Susan B. Anthony dollar coin act of 
1978 : report of the Committee on 
Banking, Housing, and Urban Affairs, 
United States Senate, to accompany S. 
3036, together with additional views., 
79-3383 

Report ; no. 95-1122. 

Transportation of Coast Guard em- 
ployees : report to accompany H.R. 
185., 79-3384 

Report ; no. 95-1135. 

Broadening eligibility for the Junior 
Reserve Officers’ Training Corps pro- 
gram report to accompany H.R. 
7161., 79-3385 

Report ; no. 95-1147. 

U.S. parliamentary exchange program 
with Japan : report to accompany S.J. 
Res. 111., 79-3386 

Report ; no. 95-1165. 

Gathright Dam and Lake Moomaw : re- 


port to accompany H.R. 12112., 79- 
3387 
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Report ; no. 95-1173. 

Grasslands migratory bird conservation 
act : report to accompany S. 691., 
79-3388 


Report ; no. 95-1174. 

Refuge revenue sharing act report 
together with additional views to ac- 
company H.R. 8394., 79-3389 


Report ; no. 95-1176. 

Authorizing the issuance of substitute 
Treasury checks without undertakings 
of indemnity, except as the Secretary 
of the Treasury may require : report to 
accompany H.R. 13087., 79-3390 


Report ; no. 95-1197. 

Authorizing appropriations for fiscal year 
1979 for military procurement, 
research and development, active duty, 
selected reserve, and civilian personnel 
strengths, civil defense, and for other 
purposes report to accompany S. 
3486., 79-3391 

Report ; no. 95-1237. 

Public rangelands improvement act of 
1978 : report to accompany H.R. 
10587., 79-3392 


Report ; no. 95-1241. 

Making specific provisions for ball or 
roller bearing pillow block, flange, 
takeup, cartridge, and hanger units in 
the tariff schedules of the United 
States, and other matters : report to 
accompany H.R. 8755., 79-3393 


Report ; no. 95-1242. 

Temporary suspension of duty on certain 
forms of zinc, and other matters : re- 
port to accompany H.R. 9911., 79- 
3394 


Report ; no. 95-1243. 

Extending until the close of June 30, 
1981, the existing suspension of duties 
on certain metal waste and scrap, un- 
wrought metal, and other articles of 
metal, and other matters : report to ac- 
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economic assistance programs for fiscal 
year 1979, to make certain changes in 
the authorities of the act and the 
Agricultural trade development and 
assistance act of 1954, to improve coor- 
dination and administration of United 
States development-related policies and 
programs, and for other purposes., 79- 
3362 

An act to amend the Hazardous materials 
transportation act to authorize appropria- 
tions for fiscal year 1979., 79-3353 

An act to amend the Immigration and na- 
tionality act to facilitate the admission 
into the United States of more than two 
adopted children, and to provide for the 
expeditious naturalization of adopted 
children., 79-3360 

An act to amend the pilot project workfare 
provisions of the Food stamp act of 
1977., 79-3352 

An act to amend the Rail passenger service 
act to extend the authorizations of ap- 
propriations for an additional fiscal year, 
to provide for public consideration and 
implementation of a rail passenger ser- 
vice study, and for other purposes., 79- 
3361 

An act to amend the Water resources 
planning act (79 Stat. 244, as amended)., 
79-3354 
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An act to amend title 10, United States 
Code, to make certain changes in the 
Retired Serviceman’s Protection Plan 
and the Survivor Benefit Plan as 
authorized by chapter 73 of that title, 
and for other purposes., 79-3350 

An act to amend title 5, United States 
Code, to authorize the Civil Service 
Commission to comply with the terms of 
a court decree, order, or property settle- 
ment in connection with the divorce, an- 
nulment, or legal separation of a Federal 
employee who is under the civil service 
retirement system, and for other pur- 
poses., 79-3332 

An act to amend title 5, United States 
Code, to provide that Japanese-Amer- 
icans shall be allowed civil service retire- 
ment credit for time spent in World War 
Il interment camps., 79-3340 

An act to amend title 10, United States 
Code, to allow nationals, as well as 
citizens, of the United States to par- 
ticipate in the Junior Reserve Officers’ 
Training Corps program., 79-3330 

An act to authorize appropriations for ac- 
tivities and programs carried out by the 
Secretary of the Interior through the Bu- 
reau of Land Management., 79-3328 

An act to authorize appropriations for 
fiscal year 1979 for the Department of 
State, the International Communication 
Agency, and the Board for International 
Broadcasting, to make changes in the 
laws relating to those agencies, to make 
changes in the Foreign Service personnel 
system, to establish policies and responsi- 
bilities with respect to science, technolo- 
gy, and American diplomacy, and for 
other purposes., 79-3363 

An act to authorize appropriations for the 
fiscal year 1979 under the International 
investment survey act of 1976, and for 
other purposes., 79-3339 

An act to authorize appropriations to carry 
out the Fishery’ conservation and 
management act of 1976 during fiscal 
year 1979, to provide for the regulation 
of foreign fish processing vessels in the 
fishery conservation zone, and for other 
purposes., 79-3329 

An act to authorize Federal agencies to ex- 
periment with flexible and compressed 
employee work schedules., 79-3345 

An act to authorize the issuance of sub- 
stitute Treasury checks without un- 
dertakings of indemnity, except as the 
Secretary of the Treasury may require., 
79-3338 
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An act to authorize the Secretary of 
Agriculture to provide cooperative 
forestry assistance to States and others, 
and for other purposes., 79-3322 

An act to change the name of the District 
of Columbia Bail Agency to the District 
of Columbia Pretrial Services Agency., 
79-3344 

An act to establish a comprehensive and 
coordinated national climate policy and 
program, and for other purposes., 79- 
3333 

An act to extend the Commodity exchange 
act, and for other purposes., 79-3355 

An act to permit any State the reciprocal 
right to sue in the Superior Court of the 
District of Columbia to recover taxes due 
such State., 79-3343 

An act to provide for an expanded and 
comprehensive extension program for 
forest and rangeland renewable 
resources., 79-3321 

An act to provide for consumers a further 
means of minimizing the impact of infla- 
tion and economic depression by narrow- 
ing the price spread between costs to the 
producer and the consumer of needed 
goods, service, facilities, and commodi- 
ties through the development and fund- 
ing of specialized credit sources for, and 
technical assistance to, self-help, not-for- 
profit cooperatives, and for other pur- 
poses., 79-3327 


An act to provide that members of the Sis- 
seton-Wahpeton Sioux Tribe may request 


the Secretary of the Interior to acquire 
certain lands, and to provide that the 
tribe shall have a preference right to 
purchase certain lands held in trust by 
the United States for tribal members., 
79-3351 

An act to reform the civil service laws., 
79-3365 

An act to settle Indian land claims within 
the State of Rhode Island and 
Providence Plantations, and for other 
purposes., 79-3348 

Action of the governors under 39 U.S.C., 
section 3625, and supporting record in 
the matter of proposed changes to the 
domestic mail classification schedule, 
docket no. MC76-2, concerning in- 
country secon-class rates, preferred rate, 
second-class rates, and editorial rates re- 
garding agricultural publications 
[decisions]., 79-3000, 79-3001, 79- 
3002, 79-3003, 79-3005 

Action of the governors under 39 U.S.C., 
section 3625, and supporting record in 
the matter of twelve proposed changes to 
the domestic mail classification schedule, 
docket nos. MC76-1, MC76-2, MC76-3, 
MC76-4 before the Postal Rate Commis- 
sion : transcript of hearings., 79-3004 

Additional IRS actions needed to make 
sure that individuals pay the correct so- 
cial security tax : report /, 79-2425 
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Administrator’s role; outline and _partici- 
pant materials for session A and B for 
administrators., 79-2499 

Adolescents with sickle cell anemia and 
sickle cell trait., 79-2523 

Advanced oil processing/utilization en- 
vironmental engineering : EPA program 
status report /, 79-2384 

Advanced simulator performance specifica- 
tion for an F-111 test station /, 79-2147 

Aerodynamic and directional acoustic per- 
formance of a scoop inlet /, 79-2743 

Aerodynamic characteristics of a 
monoplanar missile concept with bodies 
of circular and elliptical cross sections /, 
79-2700 

Aerodynamic forces on freight trains /, 
79-2902 

Afghanistan : a demographic uncertainty /, 
79-1806 

Afghanistan : post report., 79-2796 

Age discrimination in Federally-assisted 
programs., 79-1854 

Agency for International Development’s 
housing investment guaranty program : 
report to the Congress /, 79-2439 

Agricultural commodities : transfer under 
Title II : agreement between the United 
States of America and the Philippines 
signed at Manila January 4 and 7, 1977 
and amending agreement signed at 
Manila May 25 and June 6, 1977., 79- 
2857 

Agricultural supplies., 79-1867 

Agricultural trade act of 1978 : conference 
report to accompany S. 3447., 79-3291, 
79-3419 

Agricultural transportation crisis : report to 
accompany S. Res. 515., 79-3372 

Agriculture commodities agreement 
between the United States of America 
and Bangladesh signed at Dacca April 1, 
1977 with agreed minutes and amending 
agreements effected by exchange of 
notes signed at Dacca June 30, 1977 and 
exchange of notes signed at Dacca Au- 
gust 8, 1977 and exchange of notes 
signed at Dacca September 21, 1977., 
79-2864 

The Air Force can reduce inventories by 
eliminating unneeded stock levels : De- 
partment of Defense /, 79-2443 

Air transport services : agreement between 
the United States of America and 
Czechoslovak Socialist republic amend- 
ing and extending the agreement of 
February 28, 1969, as amended and ex- 
tended effected by exchange of notes 
signed at Prague August 12, 1977., 79- 
2858 

Air transport services : low-cost fares : 
agreement between the United States of 
America and Spain modifying the agree- 
ment of February 20, 1973, effected by 
exchange of notes dated at Madrid Oc- 
tober 17 and 20, 1977., 79-2868 
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Aircraft and airport noise reduction 
hearings before the Subcommittee on 
Aviation of the Committee on Com- 
merce, Science, and _ Transportation, 
United States Senate, Ninety-fifth Con- 
gress, second session, on S. 747 ... S. 
3064 ... H.R. 8729...., 79-3054 

Airdrop of supplies and equipment 
general information for rigging airdrop 
platforms., 79-2042 

Airline deregulation act of 1978 : con- 
ference report to accompany S. 2493., 
79-3305 

Airway Facilities career planning program., 
79-2917 

Airway Facilities maintenance personnel 
certification program., 79-2916 

Alaska lands : hearings before the Subcom- 
mittee on Fisheries and Wildlife Conser- 
vation and the Environment of the Com- 
mittee on Merchant Marine and Fishe- 
ries, House of Representatives, Ninety- 
fifth Congress, first session , on H.R. 
1652 ... H.R. 5605 ... H.R. 6564 ...,  79- 
3110 

Algae and water pollution : an illustrated 
manual on_ the _ identification, _ sig- 
nificance, and control of algae in water 
supplies and in polluted water /, 79- 
2328 

Algeria : post report., 79-2797 

Alternate host of jack pine needle rust in 
northern Minnesota /, 79-1757 

Alternatives to calcium-based SO, sorbents 
for fluidized-bed combustion : concep- 
tual evaluation /, 79-2381 

ALtitude calibration of an F100, S/N 
P680063, turbofan engine /, 79-2778 

Amateur sports act of 1978 report 
together with dissenting views to accom- 
pany S. 2727., 79-3236 

Amend the Golden nematode act and relief 
of Batavia Turf Farms, inc. : hearings be- 
fore the Subcommittee on Department 
Investigations, Oversight, and Research 
of the Committee on Agriculture, House 
of Representatives, Ninety-fifth Congress, 
on H. R. 7956 and H. R. 12556, 
November 29, 1977, and July 18, 1978., 
79-3028 

Amending certain provisions of law relating 
to land claims by the United States in 
Riverside County, Calif., based upon the 
accretion or avulsion, and for other pur- 
poses : report to accompany H.R. 7101., 
79-3150, 79-3402 

Amending the District of Columbia “home 
rule” act of 1973 : report to accompany 
H.R. 12116., 79-3406 

Amending the District of Columbia 
redevelopment act of 1945 : report to 
accompany H.R. 10311., 79-3194 

Amending the Federal charter of the Boy 
Scouts of America : report to accompany 
H.R. 11956., 79-3221 

Amending the National Trails System act 
of 1968 (82 Stat. 919), as amended, 





designating the Oregon National Historic 
Trail and Travelway as a unit of the Na- 
tional Trails System : report to accom- 
pany H. R. 6900., 79-3151 

Amending the Small business act and the 
Small business investment act of 1958 : 
conference report to accompany H.R. 
11445., 79-3246 

Amending the Surface mining control and 
reclamation act of 1977 (Public Law 95- 
87) raising certain authorized funding 
levels contained therein, and for other 
purposes : report together with dissenting 
views to accompany H. R. 11827., 79- 
3163 

Amending title 39 of United States Code : 
report to accompany S. 2543., 79-3379 

American Indian issues in the State of 
Washington, hearing., 79-1853 

Amtrak contract to operate Southern 
Crescent : hearing before the Subcom- 
mittee on Transportation and Commerce 
of the Committee on Interstate and 
Foreign Commerce, House of Represen- 
tatives, Ninety-fifth Congress, second ses- 
sion, H. Con. Res. 494, March 14, 1978., 
79-3094 

Anaerobic fermentation of agricultural 
residue : potential for improvement and 
implementation : final report., 79-2257 

Anaerobic fermentation of agricultural 
residues : potential for improvement and 
implementation., 79-2193 

Analysis of current pulmonary research 
programs, 79-2522 

Analysis of current pulmonary research 
programs supported by the National 
Heart, Lung, and Blood Institute., 79- 
2522 

An analysis of earthquake intensities and 
recurrence rates in and near Alaska /, 
79-1828 

Analysis of state laws and regulations im- 
pacting animal waste management /, 
79-2364 

An analysis of the gust-inducesd overspeed 
trends of helicopter rotors /, 79-2697 

An analysts of the role of the U.S. Office of 
Education and other selected federal 
agencies in citizen education /, 79-2487 

Andree Marie Helene McGiffin : report to 
accompany H.R. 8192., 79-3459 

Animal and plant quarantine notice 
requirements : report to accompany S. 
286., 79-3232 

An annotated bibliography for child and 
family development programs /, 79- 
2579 

Annotated bibliography of the Personnel 
Research Division reports (1973-1975) /, 
79-2153 

Annual report: The right to read., 79- 
2497 

Annual report - National Commission on 
Productivity and Work Quality, 79- 
3006 
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Annual report of the National Center for 
Productivity and Quality of Working 
Life., 79-3006 

Annual report of the President of the 
United States on the trade agreements 
program., 79-2792 

Antrim oil shale : brine removal : topical 
report /, 79-2244 

An apparatus for simultaneously measuring 
electrical conductivity and oxygen fu- 
gacity /, 79-2320 

Application of second-order turbulent 
modeling to the prediction of radiated 
aerodynamic sound /, 79-2727 

Application of solar energy to industrial 
drying or dehydration processes : final 
report., 79-2285 

Application of the Bernoulli enthalpy con- 
cept to the study of vortex noise and jet 
impingment noise /, 79-2723 

Application of the Fair labor standards act 
to blind and handicapped workers 
hearings before the Subcommittee on 
Labor Standards of the Committee on 
Education and Labor, House _ of 
Representatives, Ninety-fifth Congress, 
second session, on H. R. 8104 ... May 10 
and 11, 1978., 79-3059 

Applications of computer programs in the 
preliminary design of wastewater treat- 
ment facilities., 79-2368 

Applied research and evaluation of process 
concepts for liquefaction and gasification 
of western coal., 79-2239 

Applying fabric filtration to refuse-fired 
boilers : a pilot-scale investigation /, 79- 
2385 

Area of interest/field-of-view research using 
ASPT /, 79-2163 

Area wage surveys : this booklet contains 
the lists and descriptions of occupations 
to be studied in the Bureau’s cross-indus- 
try area wage survey program., 79-2673 

Area 13, southern Africa, station B 
(Liberia), 79-1858 

Area 13, southern Africa, 
(Argentina), 79-1859 

Area 13, southern Africa, 
(Japan), 79-1860 

Area 14, _ Indian 
(Norway), 79-1861 

Area 14, Indian Ocean, station B (Liberia), 
79-1862 

Area 14, Indian Ocean, station H (Japan), 
79-1863 

Area 17, east Pacific, station C (Hawaii) : 
Omega propagation correction tables., 
79-1864 

Argentina : posi report., 

Arkansas Nuclear One, Unit 2., 
79-2983 


station F 


station H 


Ocean, station A 


79-2798 
79-2982, 


The Army can improve peacetime use of 


deployable enlisted personnel : report /, 
79-2423 
Army food service operations., 79-2039 
Arsenic determination by the silver diethyl- 
dithiocarbamate method and the elimina- 
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tion of metal ion interferences / by Shin- 
gara S. Sandhu., 79-2371 

Artillery meteorological analysis of Project 
PASS /, 79-2124 

Asbestos : a bibliography /, 79-2334 

Asbestos and health : an annotated bibliog- 
raphy of public and professional educa- 
tion materials /, 79-2521 

Ash fouling and erosion of silicon-based 
ceramic expanders in coal fired power 
plants /, 79-2318 

Assessing the efficacy and safety of medical 
technologies., 79-3020 

Assignment of claims act : report of the 
Committee on Banking, Housing, and 
Urban Affairs, United States Senate ..., 
79-3380 

ATC chief., 79-2032 

An atmospheric tritium and carbon-14 
monitoring system /, 79-2998 

Atmospheric waterdrop size distribution at 
Capistrano Test Site (CTS) from 16 
April through 11 May 1974 /, 79-2117 

Attenuator, fixed., 79-1868 

Audit of the Commodity Credit Corporta- 
tion : communication from the Comp- 
troller General of the United States ..., 
79-3143 

Australia : post report., 79-2799 

Authorization for U.S. Travel Service 
hearing before the Subcommittee on 
Transportation and Commerce of the 
Committee on Interstate and Foreign 
Commerce, House of Representatives, 
Ninety-fifth Congress, second session, on 
H.R. 11869 and H.R. 11870 ... April 4, 
1978., 79-3096 

Authorizing appropriations for fiscal year 
1979 for military procurement, research 
and development, active duty, selected 
reserve, and civilian personnel strengths, 
civil defense, and for other purposes : re- 
port to accompany S. 3486., 79-3391 

Authorizing appropriations, Nuclear Regu- 
latory Commission, fiscal year 1979 
conference report to accompany S. 
2584., 79-3313 

Authorizing supplemental expenditures by 
the Committee on Finance for inquiries 
and investigations : report to accompany 
S. Res. 487., 79-3375 

Authorizing the Governor of the State of 
Wyoming to exhibit the nameplate, ship's 
bell, and silver service of the U.S:S. 
“Wyoming” without restriction : report 
to accompany H.R. 8471., 79-3207 

Authorizing the issuance of substitute Trea- 
sury checks without undertakings of in- 
demnity, except as the Secretary of the 
Treasury may require : report to accom- 
pany H.R. 13087., 79-3390 

Authorizing the sale of certain naval vessels 
to the Republic of China : report to ac- 
company H.R. 13255., 79-3210 

Authorizing the Secretary of Energy to 
enter into cooperative agreements with 
certain States respecting residual 
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radioactive material at existing sites, 
providing for the regulation of uranium 
mill tailings under the Atomic energy act 
of 1954, and for other purposes : report 
to accompany H.R. 13650 /, 79-3225 

Authorizing the Secretary of the Interior to 
construct, restore, operate, and maintain 
new or modified features at existing 
Federal reclamation dams for safety of 
dams purposes : report to accompany H. 
R. 11153., 79-3162 

Authorizing the Secretary of the Interior to 
convey all right, title, and interest of the 
United States in and to a tract of land 
located in the Fairbanks Recording Dis- 
trict, State of Alaska, to the Fairbanks 
North Star Borough, and for other pur- 
poses : report to accompany H.R. 6997., 
79-3148 

Authorizing the Smithsonian Institution to 
acquire the Museum of African Art, and 
for other purposes : report to accompany 
H.R. 10792., 79-3220 

Authorizing the VA to furnish memorial 
markers to commemorate _ certain 
deceased veterans : report to accompany 
H.R. 12257., 79-3179 

Authors’ publishing and recording arrange- 
ments., 79-2693 

Auto restricted zone/multi-user 
system study /, 79-2928 

Automated array assembly., 79-2205 

Automated array assembly : phase 2., 79- 
2222 


vehicle 


Automatic flight inspection system (AFIS) 


operations manual., 79-2921 
Automation in the marketnlace., 79-1815 
Autotrophic denitrification using sulphur 

electron donors /, 79-2345 
Availability of forest and associated land 

resources in Illinois /, 79-1756 


Badges and insignias /, 
1870, 79-1871 

Balancing techniques for high-speed flexi- 
ble rotors /, 79-2720 

Bands, markers, plates, and signs /, 79- 
1872 

Bank robbery : the Federal law enforce- 
ment role should be reduced : report to 
the Congress /, 79-2427 

Bankruptcy reform act of 1978 : hearing 
before the Subcommittee on Taxation 
and Debt Management Generally of the 
Committee on Finance, United States 
Senate, Ninety-fifth Congress, second 
session, on sections 346 ... of 2266, Au- 
gust 4, 1978., 79-3065 

A basic comparison of lidar and radar for 
remote sensing of clouds /, 79-1826 

Basic health services : agreement between 
the United States of America and 
Afghanistan signed at Kabul September 
28, 1977., 79-2870 

Basic skills research grants announcement : 
summer 1977., 79-2505 


79-1869, 79- 
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A basis for classifying western Atlantic 
Sciaendiae (Teleostei:  Perciformes)., 
79-1827 

Basking Ridge, New Jersey, Environmental 
Education Center commercial solar 
demonstration., 79-2302 

BEA economic areas : component SMSA’s, 
counties, and independent cities., 79- 
1846 

Beef marketing : 
study /, 79-2406 

Before licensing floating nuclear power- 
plants, many answers are needed : report 
to the Congress /, 79-2413 

Behind the scenes : equal employment op- 
portunity in the motion picture industry 
/, 79-1852 

Belgium : post report., 79-2800 

Benchmark experiments to test plutonium 
and stainless steel cross sections /, 79- 
2993 

Benin : post report., 79-2801 

Bermuda : post report., 79-2802 

Bibliography for the study of propeller-in- 
duced vibration in hull structural ele- 
ments /, 79-3018 

Bibliography on racism, 1972-1975., 79- 
2568 

Bicycle safety and information report /, 
79-2930 

Bicycle safety highway users information 
report., 79-2930 

Bioconversion of plant biomass to ethanol., 
79-2201 

Biodegradation studies of carboxymethyl 
tartronate /, 79-2347 

Biological conversion of 
methane., 79-2191 

Biologicals., 79-1873 

Biomedical research and research training 
amendments of 1978 : hearings before 
the Subcommittee on Health and the En- 
vironment of the Committee on In- 
terstate and Foreign Commerce, House 
of Representatives, Ninety-fifth Congress, 
second session on H.R. 10908 ... H.R. 
10062 ... and H.R. 10190, March 1, 2, 
and 3, 1978., 79-3091 

Biomedical research and research training 
amendments of 1978 report /, 79- 
3168 

Biotechnology resources : a 
resources directory /, 79-2512 

Black Fox Station, Units | and 2., 79- 
2975 

Blue Hills Station, Unit nos. 1 and 2., 79- 
2986 

Bonding study on layered soil-cement /, 
79-2649 

Books, maps, and other publications., 79- 
1874 

Bottles and jars., 79-1875 

Boulos Stephan : report to accompany H.R. 
2292., 79-3432 

Boxes, electrical components., 79-1876 

A brief history of the U.S. Geological Sur- 
vey., 79-2637 


issued and concerns : 


biomass to 


research 
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Brigitte Marie Harwood : report to accom- 
pany S. 391., 79-3264 

Broadening eligibility for the Junior 
Reserve Officers’ Training Corps _pro- 
gram : report to accompany H.R. 7161., 
79-3212, 79-3385 

Building environmental systems evaluation 
for the National Security and Resources 
Study Center /, 79-2260 

Bureau of Land Management publications., 
79-2475 

Bureau of Medical Device standards sur- 
vey., 79-2531 

Bureau of Medical Devices standards sur- 
vey, 79-2531 

Bureau of Reclamation publications., 79- 
2474 

Burner design criteria NOX control from 
low-BTU gas combustion /, 79-2373 

Burnt Powder Planning Unit., 79-1778, 
79-1779 


Cc 


Cable assemblies, electrical and electronic., 
79-1877 

Cadmium sulfide/copper sulfide heterojunc- 
tion cell research., 79-2291 

Calculation of particulate dispersion in a 
design-basis tornadic storm from the 
Babcock and Wilcox Plant, Leechburg, 
Pennsylvania /, 79-2233 

Calculations for estimating the equilibrium 
washout of tritium /, 79-2227 

Calibration procedures of test dummies for 
side impact testing: /, 79-2931 

Cambridge Harbor, Maryland : communi- 
cation from the Secretary of the Army 
Transmitting a Corps of Engineers report 

79-2076 

Cameroon : post report., 

Canadian river project : Texas., 79-2646 

Cancer-causing chemicals : hearings before 
the Subcommittee on Oversight and In- 
vestigations of the Committee on In- 
terstate and Foreign Commerce, House 
of Representatives, Ninety-fifth Congress, 
second session ..., 79-3093 

Capacitor, variable., 79-1879 

Capacitors, fixed /, 79-1880 

Capital formation hearings before the 
Select Committee on Small Business, 
United States Senate, Ninety-fifth Con- 
gress, second session .... 79-3129 

Carbon-13 and proton NMR spectra for 
characterizing thermosetting polymer 
systems : I, epoxy resins and curing 
agents /, 79-2133 

Career opportunities in the electric power 
and gas utilities industries., 79-2685 

Caring for youth : essays on alternative ser- 
vices /, 79-2566 

Carmela Scudieri : report to accompany 
H.R. 1748., 79-3424 

Carmen Cecilia Blanquicett : report to ac- 
company H.R. 2291., 79-3431 

Carmen Prudence Hernandez : report to 
accompany H.R. 2758., 79-3437 


79-2803 





Carson City silver dollar sales : conference 
report to accompany H.R. 9937., 79- 
3320 

Carson City silver dollar sales : report to 
accompany H.R. 9937., 79-3229 

Cartridge and propellant actuated devices 
and components., 79-1881 

Case history of an excellent white spruce 
cone and seed crop in interior Alaska : 
cone and seed production, germination, 
and seedling survival /, 79-1770 

Case studies in science education., 79- 
2791 

Case studies of pavement performance 
phase Il, Texas /, 79-2894 

Catalog of physical protection equipment /, 
79-2980 

Catalogue of courses., 79-2542 

Catalytic decomposition of methanol for 
onboard hydrogen generation /, 79- 
2781 

Center city environment and transportation 
: local government solutions /, 79-2924 

Central receiver solar thermal power 
system : phase 1, CDRL item 2 : pilot 
plant preliminary design report /, 79- 
2288 

Certain former employees of Western Air- 
lines : report to accompany H. Res. 83., 
79-3152 

Certain nominations in the Army, Navy, 
Air Force, and the Marine Corps : hear- 
ing before the Committee on Armed Ser- 
vices, United States Senate ,Ninety-fifth 
Congress, second session June 29, 
1978., 79-3043 

CETA advisory council handbook : CETA 
technical assistance document., 79- 
2684 

Chamizal., 79-2657 

Changes needed in personnel practices of 
the Agency for International Develop- 
ment: report /, 79-2438 

Characteristics of births, 
1973-1975 /, 79-2538 

Characteristics of state health facility 
licensing practices : a comparative 
review., 79-2535 

Characterization of coal-derived liquids and 
other fossil fuel related materials employ- 
ing mass spectrometry., 79-2250 

Chemical and physical effects of municipal 
landfills on underlying soils and ground- 
water /, 79-2343, 79-2344 

Chemical products., 79-1883 

Chemicals., 79-1882 

Chemistry of lignite 
2240 

Chesapeake Bay : future conditions report., 
79-2072 

Chester Chun Ket Young (also known as 
Chun-Kit Yeung) : report to accompany 
S.1165., 79-3256 

Chet Holificid Building : report to accom- 
pany H.R. 12138., 79-3171 

Child abuse and neglect helplines : a spe- 
cial report from the National Center on 
Child Abuse and Neglect., 79-2592 


United States, 


liquefaction., 79- 
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Child welfare strategy in the coming years., 
79-2589 

Children at risk., 79-2565 

Children with emotional disturbance., 79- 
2581 

Children with hearing impairment., 79- 
2582 

Children with 
2583 

Children with orthopedic handicaps., 79- 
2584 

Children with speech and language impair- 
ments., 79-2585 

Christopher Robert West : report to ac- 
company H.R. 2662., 79-3436 

Circuit breaker., 79-1884 

Citizen education and the future /, 79- 
2488 

City of Bisbee, Arizona, Cochise County., 
79-2599 

City of Bonner Springs, Kansas, Wyandotte 
County., 79-2600 

City of Catlettsburg, 
County., 79-2601 

City of Chanute, Kansas, Neosho County., 
79-2602 

City of Covington, Virginia, independent 
city., 79-2603 
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County., 79-2605 

City of Fond Du Lac, Fond Du Lac Coun- 
ty, Wisconsin., 79-2606 
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County., 79-2607 

City of Greenwood, Missouri, 
County., 79-2609 
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79-2619 

City of Redlands, San Bernardino County, 
California., 79-2622 
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County., 79-2624 
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Civil Service needs to improve claims 
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ports for U.S. foreign trade statistics., 
79-1840 
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studies., 79-2236 
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Clinical laboratory improvement act of 
1978 : hearing before the Subcommitte 
on Health of the Committee on Ways 
and Means, House of Representatives, 
Ninety-fifth Congress, second session, on 
H.R. 10909 ... May 9, 1978., 79-3138 

Clinical oncology program., 79-2518 

Clinical research programs., 79-2516 

Cloth., 79-1885 

Coal mine-coal conversion plant interface 
evaluation and conceptual design : final 
report., 79-2248 

Coal pipeline act of 1978 : hearings before 
the Subcommittee on Surface Transpor- 
tation of the Committee on Public Works 
and Transportation, House of Represen- 
tatives, Ninety-fifth Congress, second ses- 
sion, on H.R. 1609 ... March 22 and 
April 11, 1978., 79-3120 

Coastal awareness : a resource guide for 
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1824 

Coastal awareness : a resource guide for 
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1823 
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79-2287 
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Coils and transformers., 79-1887 
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Comparability in survey research on drugs 
/, 79-2573 
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A comparison of wake characteristics of 
model and prototype buildings in trans- 
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Comparisons between abbreviated and con- 
trolled officer effectiveness reports /, 
79-2154 

Competition in banking act of 1977 
hearings before the Committee on Bank- 
ing, Housing and Urban Affairs, United 
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A compost bin for handling privy wastes : 
its fabrication and use /, 79-1758 

Compounds and greases - cutting, lubricat- 
ing, and hydraulic., 79-1889 

Comprehensive employment and training 
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port to accompany S. 2570., 79-3298, 
79-3422 

Comprehensive employment and training 
act of 1973., 79-2684 
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programs (CODAP) : use of REXALL to 
identify divergent raters /, 79-2157 
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to accompany H. R. 12255., 79-3235 
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to accompany H.R. 12467., 79-3306 

Computational flow development for un- 
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Computer exports to the Soviet Union : 
hearing before the Subcommittee on In- 
ternational Economic Poiicy and Trade 
of the Committee on International Rela- 
tions, House of Representatives, Ninety- 
fifth Congress, first session, June 27, 
1977., 79-3099 

Computer modeling of a log-periodic an- 
tenna /, 79-2314 

Computer modeling of coal 
reactors : year 2/, 79-2238 

Computer programs for maximum spectral 
analysis of real and complex single-chan- 
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79-1837 

Computers and the learning society 
hearings before the Subcommittee on 
Domestic and International Scientific 
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tives, Ninety-fifth Congress, first session 
wey 79-3123 

Computing and measuring devices., 79- 
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together with supplementary views to ac- 
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3141 

Connector, electrical /, 79-1891 
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Constitution of Guam : hearing before the 
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Resources, United States Senate, Ninety- 
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management : system design manual /, 
79-2893 

Consumer and agricultural protection act 
of 1978 : hearings before the Subcom- 
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Cooling systems addendum : capital and 
total generating cost studies /, 79-2976 
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The creative woman : a report of the Com- 
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79-2546 
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Criteria for a recommended standard, oc- 
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Defense appropriation, fiscal year 1979 : 
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Degradation of cellulosic biomass and its 
subsequent utilization for the production 
of chemical feedstocks., 79-2202 

Delay lines., 79-1912 

Denmark : post report., 79-2809 

Density altitude., 79-2908 


(DIDS) 
: publications., 79- 


system (DIDS) 





January 1979 


Department of Defense appropriation bill, 
1979 : report of the Committee on Ap- 
propriations, together with separate, dis- 
senting, and additional views to accom- 
pany H.R. 13635., 79-3215 

Department of Defense appropriation bill, 
1979 : report to accompany H.R. 13635., 
79-3398 

The Department of Defense continues to 
improperly subsidize foreign military 
sales : report to the Congress /, 79- 
2418 

Department of Defense reorganization 
study project : Departmental headquar- 
ters study - a report to the Secretary of 
Defense., 79-1856 

Department of Housing and Urban 
Development, and certain independent 
agencies appropriations for fiscal year 
1979 : hearings before a subcommittee 
of the Committee on Appropriations, 
United States Senate, Ninety-fifth Con- 
gress, second session, on H.R. 12936 ..., 
79-3033 

Department of Housing and Urban 
Development, independent agencies ap- 
propriation bill, 1979 : report to accom- 
pany H.R. 12936., 79-3377 

Department of Justice appropriation 
authorization act, fiscal year 1979 : con- 
ference report to accompany S. 3151., 
79-3303 

Department of Labor black lung supple- 
mental appropriation : report to accom- 
pany H. J. Res. 945., 79-3142, 79- 
3368 

Department of the Interior final environ- 
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Simon /, 79-2636 

Deposit of copies or phonorecords without 
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request., 79-2687 

The depth of the surface boundary layer /, 
79-2120 

Derrick Mariano Tan : report to accom- 
pany H.R. 2939., 79-3439 

A design for phase change thermal control 
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sin : hydraulic model investigation : final 
report /, 79-2080 

Design guide for rural substations., 79- 
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Design of a submillimeter laser Thomson 
scattering system for measurement of ion 
temperature in Summa/, 79-2719 

Design of microstrip disk antenna arrays /, 
79-2702 

Design of superconducting magnets for 
MHD aplications : final technical report, 
February 1976-June 1977 /, 79-2243 

Design study of wind turbines SOkW to 
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79-2390 

Designating certain lands in the State of 
Alaska as units of the National Park, Na- 
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tional Wildlife Refuge, National Wild 
and Scenic Rivers, and National Wil- 
derness Preservation Systems, and for 
other purposes : report of the Committee 
on Energy and Natural Resources, 
United States Senate, together with 
minority, additional, and supplemental 
views to accompany H.R. 39., 79-3411 
Designating certain lands in the State of 
Wisconsin as wilderness : report to ac- 
company H. R. 12264., 79-3193 
Detection improvement in multipath using 
even and odd symmetric antenna pat- 
terns /, 79-2140 
Determination of officer grade require- 
ments by management engineering teams 
/, 79-2150 
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elevation considering wave height trans- 
mitted by overtopping., 79-2093 
Determining whether to remove leather 
wearing apparel from the list of articles 
eligible for the generalized system of per- 
ferences, report to the President on in- 
vestigation no. 332-79(3) under section 
332 of the Tariff act of 1930., 79-2882 
Developing workload standards for children 
and family social services /, 79-2591 
Development and evaluation of die and 
container materials., 79-2220 
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gistics data tools., 79-1899, 79-1907 
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strategy : progress and problems : report 
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Diet related to killer diseases : hearings be- 
fore the Select Committee on Nutrition 
and Human Needs of the United States 
Senate, Ninety-fifth Congress, first ses- 
sion., 79-3111 

A diffusion-deposition scheme for use 
within the ARL trajectory model /, 79- 
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data for North Alabama /, 79-2711 
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ic interaction simulation of controls and 
structure (DISCOS) /, 79-2773 
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1940., 79-3428 

Diplomtic relations act : [an act to comple- 
ment the Vienna convention on diplo- 
matic relations]., 79-3347 

Directory of community education pro- 
jects., 79-2498 
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tion projects — 1966-1975 /, 79-2492 

Directory of medical facilities : listing of 
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Directory of productivity and quality of 
working life centers., 79-3012 

Disaster preparedness and civil defense., 
79-2472 

Disposal of solid residue from fluidized-bed 
combustion : engineering and laboratory 
studies /, 79-2382 

Distribution of phytonplankton in North 
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Distribution of phytoplankton in Indiana 
lakes /, 79-2340 
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1979 : report to accompany H.R. 13468., 
79-3378 
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Docket MC76-2, decision of the Board of 
Governors on | proposed change., 79- 
3001 
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Governors on 2 proposed changes., 79- 
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Docket MC76-2, decisions of the Board of 
Governors on 6 proposed changes., 79- 
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3003 
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length), 79-1905 
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company H.R. 6934., 79-3453 
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The double deck bus demonstration project 
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Dynamic wind-tunnel tests of an 
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using several different combinations of 
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East Cooper and Berkeley Raildroad Com- 
pany construct and operate a line of rail- 
road located in Berkeley County, South 
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survival of the young plant / Warren F. 
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79-2947 

Economic opportunity amendments of 
1978 : conference report to accompany 
H.R. 7577., 79-3299 
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Education amendments of 1977 : hearings 
before the Subcommittee on Education, 
Arts, and Humanities of the Committee 
on Human Resources, United States 
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The effectiveness of the Internal Revenue 
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food intake or fed ad libitum/, 79-2114 

Effects of cattle grazing on ponderosa pine 
regeneration in central Colorado /, 79- 
1754 

“Effects of Energy Constraints on Trans- 
portation Systems” : proceec ngs of the 
Fourth National Conference held at 
Union College, Aug. 1-5, 1977 /, 79- 
2171 

Effects of mass addition on blunt-body 
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Electronic isolation simulator for hydraulic 
turbine governor alinement /, 79-2650 

Eligibility for extended unemployment 
benefits report to accompany H.R. 
12380., 79-3382 
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Eligibility period for extended benefits : re- 
port to accompany H. R. 12380., 79- 
3181 

Eliminating racketeering in the sale of 
cigarettes : conference report to accom- 
pany S. 1487., 79-3304 

Elimination of work disincentives under SSI 
programs : report of the Committee on 
Ways and Means, House of Representa- 
tives, together with additional views ... to 
accompany H.R. 12972., 79-3198 

Elisabetta Basso Gallizio : report :o accom- 
pany H.R. 4530., 79-3446 

Elvi Engelsmann Jensen : report to accom- 
pany S. 1401., 79-3254 

Emergency vehicle warning lights : 
the art /, 79-1808 

Emission reduction on _ two __ industrial 
boilers with major combustion modifica- 
tions /, 79-2387 

Endangered species act amendments of 
1978 : conference report to accompany 
S. 2899., 79-3318 

Endochronic constitutive law for liquefac- 
tion of sand /, 79-2090 

Energize your day with breakfast : a 
message for parents and community wor- 
kers., 79-1796 

Energize your day with breakfast : a 
message for school administrators., 79- 
1797 

Energy conservation in ground transporta- 
tion : a comparison of alternative strate- 
gies., 79-2891 

Energy information data base : guide to ab- 
stracting and indexing., 79-2296 

Energy tax act of 1978 : conference report 
to accompany H.R. 5263., 79-3301, 
79-3421 

Engine electrical system components., 79- 
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ponents., 79-1926 

Engine operation for pilots., 79-2914 

Engineering and equipment, 79-2971 

Engineering control technology assessment 
for the plastics and resins industry /, 
79-2553 

Engineering design handbook : Electromag- 
netic compatibility., 79-2070 

Enthalpies of formation of cupric 
cuprous bromides /, 79-2653 

Entrainment at a once-through cooling 
system on western Lake Erie /, 79-2337 

Environmental exposure to airborne con- 
taminants in the nickel industry, 1976- 
1977 /, 79-2556 

Environmental overview of Texas lignite 
development /, 79-2380 

Environmental Protection Agency research 
authorization for appropriations for fiscal 
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pany H.R. 11302., 79-3230 
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79-2973 

Epitaxial silicon growth for solar cells., 
79-2217 
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Equal employment in the motion picture 
industry., 79-1852 

Equal employment opportunity 
development guidance., 79-2167 

An equal opportunity review of the real 
estate industry /, 79-2597 

Equal rights amendment extension., 79- 
3218 

Erosion and fatigue behavior of coated 
titanium alloys for gas trubine engine 
compressor applications /, 79-2071 

Erosion/corrosion of turbine airfoil materi- 
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surized fluidized coal combustor /, 79- 
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The erosion of law enforcement intcl- 
ligence, capabilities, public security 
hearings before the Subcommittee on 
Criminal Laws and Procedures of the 
Committee on the Judiciary, United 
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Erosion of law inforcement intelligence and 
its impact on the public security., 79- 
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An error profile : employment as measured 
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Establishing the true location of a portion 
of northerly boundary of the Angeles Na- 
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north, range 10 west, San Bernardino 
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company H.R. 11451., 79-3223 
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Ethics in government act of 1978 : con- 
ference report to accompany S. 555., 
79-3292 

Ethiopia : post report., 79-2811 

Eugenia Cortes : report to accompany S. 
2247., 79-3249 

European Economic Community restric- 
tions on U.S. exports of certain 
processed fruits and vegetables : report 
to accompany H. Res. 238., 79-3153 

European waste-to-energy systems : case 
study of Ivry-sur-Seine, France /, 79- 
2255 

European waste-to-energy systems : case 
study of Rennes, France /, 79-2254 
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pany H.R. 9613., 79-3467 
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problem-oriented discussion /, 79-2669 

Evaluation of a low-density polyimide foam 
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ment /, 79-2749 

Evaluation of a pressurized-fluidized bed 
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2249 

An evaluation of cotton dust control 
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/, 79-2552 

Evaluation of data availability and exam- 
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tration Cell (ECC) sonde measurements 
of atmospheric ozone /, 79-2718 
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Evaluation of ultrafiltration membranes for 
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cxamination of financial statements, in- 
surance operations of the Federal Hous- 
ing Administration : communication from 
the Comptoller General of the United 
States ..., 79-3144 
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Examining the role of the workplace in 
citizen education., 79-2486 

Executive summary : labor markets in the 
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Expanded bed biological treatment /, 79- 
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Expansion of flight simulator capability for 
study and solution of aircraft directional 
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Expenditures and revenues for public ele- 
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Experimental and analytical investigation of 
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static conditions /, 79-2769 
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tion of proprotor whirl flutter /, 79- 
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/, 79-2745 

Experimental investigation of effect of jet 
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2756 
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ports /, 79-2698 
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2121 

Export-Import Bank act amendments of 
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on Resource Protection of the Commit- 
tee on Environment and Public Works, 
United States Senate, Ninety-fifth Con- 
gress, second session, on S. 3077 ... June 
20 and July 11, 1978., 79-3115 

Export licensing CoCom list review 
proposals of the United States : hearings 
before the Subcommittee on _ Interna- 
tional Economic Policy and Trade of the 
Committee on International Relations, 
House of Representatives, Ninety-fifth 
Congress, second session, June 14 and 
26, 1978., 79-3100 

Export policy : hearing before the Subcom- 
mittee on International Finance of the 
Committee on Banking, Housing, and 
Urban Affairs, United States Senate, 
Ninety-fifth Congress, second session ..., 
79-3048 

Exposure assessment modeling : a state-of- 
the-art review /, 79-2333 

Extending the Select Committee on Indian 
Affairs through the 95th Congress : re- 


Do not order from index; see indicated entry 





port together with additional views to ac- 
company S. Res. 405., 79-3376 

Extending until the close of June 30, 1981, 
the existing suspension of duties on cer- 
tain metal waste and scrap, unwrought 
metal, and other articles of metal, and 
other matters report to accompany 
H.R. 12165., 79-3395 

Extension of existing suspension of duty on 
certain metal waste and scrap, un- 
wrought metal, and other articles of 
metal report to accompany H.R. 
12165., 79-3202 

Extension of expiring authorities and other 
legislative proposals : hearing on H.R. 
6276 ... and H.R. 6277 ... before the 
Military Compensation Subcommittee of 
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Congress, second session, March 22, 
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P&S trust provision., 79-1792 
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Fair housing act : hearings before the Sub- 
committee on Civil and Constitutional 
Rights of the Committee on the Judicia- 
ry, House of Representatives, Ninety-fifth 
Congress, second session, on H.R. 3504 
and H.R. 7787 ..., 79-3104 

Fall enrollment in higher education., 79- 
2511 

Family planning services and population 
rsearch act extension of 1978 : hearing 
before the Subcommittee on Child and 
Human Development of the Committee 
on Human Resources, United States 
Senate, Ninety-fifth Congress, second 
session, on §. 2522 February 24, 
1978., 79-3082 

Fast Flux Test Facility, U.S. Department of 
Energy., 79-2985 

Fate and impact of pentachlorophenol in a 
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1978 : hearing before the Subcommittee 
on Courts, Civil Liberties, and the Ad- 
ministration of Justice of the Committee 
on the Judiciary, House of Representa- 
tives, Ninety-fifth Congress, second ses- 
sion, on H.R. 12869 ... June 2, 1978., 
79-3103 

Federal human nutrition research needs a 
coordinated approach to advance nutri- 
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/, 79-2452 

Federal management weaknesses cry out 
for alternatives to deliver programs and 
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79-2409 

Federal personal data systems subject to 
the Privacy act of 1974, 79-2793 

Federal personal data systems subject to 
the Privacy act of 1974; annual report of 
the President., 79-2793 

Federal pesticide act of 1978 : conference 
report to accompany S. 1678., 79-3226 

Federal programs for libraries : a directory 
/, 79-2493 

Federal response to the Rhode Island bliz- 
zard emergency : hearing before the Sub- 
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Development of the Committee on En- 
vironment and Public Works, United 
States Senate, Ninety-fifth Congress, 
second session, March 7, 1978., 79- 
3113 

Federal water pollution control act 
authorizations for certain programs : re- 
port to accompany H. R. 12140., 79- 
3156 

Federal wind energy program 
summary., 79-2178 

Federaly sponsored research at educational 
institutions : a need for improved ac- 
countability : report /, 79-2454 

Federico Degetau Federal Building : report 
to accompany H.R. 4270., 79-3170, 
79-3370 

Fertility and contraception in America 
hearings before the Select Committee on 
Population, Ninety-fifth Congress, second 
session ..., 79-3112 

Fiber cordage., 79-1927 

Fidel Grosso-Padilla : report to accompany 
H.R. 3090., 79-3442 

Field artillery battalion, Lance., 79-2035 
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Final environmentq statement : Missouri 
River levee system, unit L-611-614 
(Mosquito-Keg Creek Levees) /, 79- 
2107 

Final environmental statement : proposed 
345 KV transmission lines, Greenlee 
County, Arizona, to El Paso, Texas /, 
79-2663 

Final environmental statement : Silver City, 
Idaho., 79-2635 

Final environmental statement Silvies- 
Malheur Planning Unit Malheur- 
Ochoco National Forest, Region 6., 79- 
1775 

Final programmatic environmental impact 
Statement : Northeast Corridor Improve- 
ment Project., 79-2906 

Final site environmental statement : related 
to the determination of the suitability of 
site G for eventual construction of the 
Blue Hills Station, Unit nos. 1 and 2, 
Gulf States Utilities Company docket 
nos. 50-510 and 50-511., 79-2986 

Final site environmental statement relative 
to determination of the suitability of the 
proposed site for eventual construction 
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2, San Diego Gas and Electric Company, 
docket nos. 50-582 and 50-583., 79- 
2987 

Final supplemental environmental state- 
ment : Tyrone, flood protection project, 
Pennsylvania route 453 relocation and 
improvement Little Juniata River and 
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vania., 79-2110 

Finance, productivity, and management in 
postsecondary education selected 
research topics., 79-2504 

Financial institutions regulatory act of 1978 
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pany H.R. 13471., 79-3209 

Finite element analyses of stresses and 
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Fire fighting equipment /, 79-1929 

Fire prevention and control, fire authoriza- 
tion : hearings before the Subcommittee 
on Science, Research, and Technology of 
the Committee on Science and 
Technology, U.S. House of Representa- 
tives, Ninety-fifth Congress, second ses- 
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First Joint U.S./Japan LMFBR_ Steam 
Generator Seminar, February 1978, 
Japan., 79-2175 

Fish and wildlife improvement act of 1978 
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2329., 79-3281, 79-3399 

Fish inventory data : Cherokee Reservoir, 
1975., 79-3022 

Fixing up your home : what to do and how 
to finance it., 79-2595 

A flight evaluation of a trailing anemome- 
ter for low-speed calibrations of airspeed 
systems on research aircraft /, 79-2762 
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Flight sense., 79-2907 

Flight standards service difficulty program., 
79-2920 

Flight-test evaluation of two electronic dis- 
play formats for approach to landing 
under instrument conditions /, 79-2754 

Flood hazard information : Colorado River 
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Flood insurance study city of Bisbec, 
Arizona, Cochise County., 79-2599 
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North Carolina, unincorporated areas., 
79-2629 

Flood plain information : Harrington Creek 
and tributaries : vicinity of Bartlett, Ten- 
nessee., 79-2095 
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Food buying guide for child care centers /, 
79-1795 


Food-cooking, baking-serving equipment., 
79-1931 
Footwear., 


79-1930 


Page 1-380 





Title Index 


For relief of Batavia Turf Farms, Inc. : re- 
port to accompany H.R.412556., 79- 
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H.R.10600., 79-3234 

Foreign consular offices 
States., 79-2795 

Foreign intelligence surveillance act of 
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Gambling law enforcement in major Amer- 
ican cities : executive summary /, 79- 
2670 

Gases - compressed and liquefied., 79- 
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S. 142., 79-3265 

Gateway National Recreation Area, New 
York., 79-2658 

Gathright Dam and Lake Moomaw : report 
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Guinea : post report., 79-2817 

Gun control act of 1968, Public Law 90- 
618, 90th Congress, H.R. 17735, Oct. 
22, 1968., 79-2880 

Guns and related components., 


unincor- 


unincor- 


79-1936 
H 


H.R. 12666 : hearings before the Commit- 
tee on Capital, Investment, and Business 
Opportunities of the Committee on Small 
Business, House of Respresentatives, 
Nincty-fifth Congress, second session ... 
July 18, 19, and 20, 1978., 79-3128 

Handbook of occupational keywords., 79- 
2683 

Handbook 
2536 

Handbook on marriage registration., 79- 
2537 

Handcranks and handwhceels /, 

The handicapped., 79-2459 

Handicapped persons rights under Federal 
law., 79-2479 

Handle like eggs., 79-2915 

Hard data sources concerning more cost ef- 
fective maintenance /, 79-2156 

Hardware - bands, straps, strapping, and 
components., 79-1940 


on divorce registration., 79- 


79-1937 
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Hardware - clamps., 79-1938, 79-1939 

Harrington Creck and tributaries, vicinity 
of Bartlett, Tennessee., 79-2095 

Hazard-detecting instruments and _  ap- 
paratus., 79-1941 

Hazardous matcrials transportation act 
authorization : hearing before the Sub- 
committee on Transportation and Com- 
merce of the Committee on Interstate 
and Forcign Commerce, House of 
Representatives, Nincty-fifth Congress, 
second session, H.R. 11871 and H.R. 
11872 ... April 10, 1978., 79-3095 

Hazardous matcrials transportation, Inde- 
pendent safety board act amendments : 
joint hearings before the Subcommittee 
on Aviation and the Subcommittee on 
Surface Transportation of the Committee 
on Public Works and Transportation, 
House of Representatives, Ninety-fifth 
Congress, second session, on H. R. 
11871 and H.R. 11872 ... H.R. 12106 ... 
April 19 and 20, 1978., 79-3119 

Headset, electrical., 79-1942 

Health maintenance organization amend- 
ments of 1978 : conference report to ac- 
company S. 2534., 79-3309 

Health maintenance organization amend- 
ments of 1978 : hearing before the Sub- 
committee on Health and the Environ- 
ment of the Committee on Interstate and 
Foreign Commerce, House of Represen- 
tatives, Ninety-fifth Congress, second ses- 
sion ..., June 30, 1978., 79-3092 

Health Services Administration. safe prac- 
tices., 79-2532 

Health services amendments of 1978 
hearings before the Subcommittee on 
Health and the Environment of the Com- 
mittee on Interstate and Foreign Com- 
merce, House of Representatives, Ninety- 
fifth Congress, second session on H.R. 
10553 ... February 21, 22, and 23, 1978., 
79-3090 

Health services extension act of 1978 
hearings before the Subcommittee on 
Health and Scientific Research of the 
Committee on Human Resources, United 
States Senate, Ninety-fifth Congress, 
second session on S. 2474, to amend the 
Public health service act ..., February 9 
and March 1, 1978., 79-3083 

Health services research, health statistics, 
and health care technology act : report /, 
79-3167 

Hearing and hearing disability., 79-2457 

Hearing before the United States Commis- 
sion on Civil Rights : age discrimination 
in Federally-assisted programs : hearing 
held in Washington, D.C., September 26- 
28, 1977., 79-1854 

Hearing before the United States Commis- 
sion on Civil Rights : American Indian is- 
sucs in the State of Washington : hearing 
held in Seattle, Washington, October 19- 
20, 1977., 79-1853 
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Hearing on H.R. 6038 and H.R. 11687 ... 
before the Military Compensation Sub- 
committee of the Committee on Armed 
Forces, House of Representatives, 
Ninety-fifth Congress, second session, 
April 5, 1978., 79-3041 

Hearings on H.J. Res. 1002 ... H.R. 3532 ... 
H.R. 8471 ... H.R. 12498 ... before the 
Investigations Subcommittee of the Com- 
mittee on Armed Services, House of 
Representatives, Nincty-fifth Congress, 
second session, June 21, 1978., 79- 
3035 

Hearings on H.R. 6237 ... and H.R. 11945 
.. before the Investigations Subcommit- 
tee of the Committee on Armed Ser- 
vices, House of Representatives, Nincty- 
fifth Congress, second session, January 
26 and August 9, 1978., 79-3042 

Hearings on H. R. 7161 ... and H.R. 3307 
... before the Military Personnel Subcom- 
mittee of the Committee on Armed Ser- 
vices, House of Representatives, Ninety- 
fifth Congress, second session, May 24, 
June 14, and July 11, 1978., 79-3036 

Hearings on H.R. 9785 before the 
Seapower and Strategic and Critical 
Materials Subcommittee of the Commit- 
tee on Armed Services, House of 
Representatives, Ninety-fifth Congress, 
second session, June 28, 1978., 79- 
3037 

Hearings on review of the policy decision 
to withdraw United States ground forces 
from Korea before the Investigations 
Subcommittee, also the Committee on 
Armed Services, House of Representa- 
tives, Ninety-fifth Congress, first and 
second sessions ..., 79-3034 

Hearings on service academies’ honor code 
before the Military Personnel Subcom- 
mittee of Armed Services, House of 
Representatives, Ninety-fifth Congress, 
first and second session, including re- 
ports by the service academies on the 
Borman Commission study, October 5, 6, 
1977, August 1, 1978., 79-3038 

Hearings to review the Veterans Adminis- 
tration marker program : 
the Subcommittee on Cemeteries and 
Burial Benefits of the Committee on 
Veterans’ Affairs, House of Representa- 
tives, Ninety-fifth Congress, second ses- 
sion ... H.R. 12732 and H.R. 4538, July 
26, 1978., 79-3132 

Heat exchanger method, ingot casting, 
fixed abrasive method, multi-wire slicing 
: phase Il silicon sheet growth develop- 
ment for the large area sheet task of the 
low cost silicon array project., 79-2209 

Heating elements, immersion, 
and nonimmersion., 79-1943 

Help : I'm anumber., 79-2480 

Helping smokers quit : a 
physicans., 79-2520 

Henry S. Koen Forest Service Building : re- 
port to accompany S. 2801., 79-3369 


hearing before 


electrical, 


guide for 
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Herbicide trails in intensively cultured 
Populus plantations in northern Wiscon- 
sin/, 79-1755 

Hermina Jormigos : report to accompany 
H.R. 9660., 79-3269 

High angle canard missile test in the Ames 
11-foot transonic wind tunnel /, 79- 
2726 

High efficiency, long !ife terrestrial solar 
panel., 79-2218 

High velocity continuous-flow reactor for 
the production of solar grade silicon., 
79-2225 

Highlights of the new copyright law., 79- 
2695 

Hiker preferences for trail features and 
maps /, 79-1759 

Hinges /, 79-1944 

History, methodology, and uses of the 
Client Oriented Data Acquistion Process 
(CODAP-1977) /, 79-2572 

Holder, electrical contact brush., 79-1945 

Holders, supports, and brackets, electrical 
and electronic., 79-1946 

Hoover Dam., 79-2647 

Horizontal eddy diffusivities in the northern 
hemispheric stratosphere and 
mesosphere /, 79-2732 

Hose, air duct and air breathing: /, 79- 
1947 

Hose, pipe, and tube fittings., 79-1949 

Hose, pipe, and tubing., 79-1948 

Household energy conservation 
study : final report., 79-2199 

Houschold-sector economic accounts /, 
79-2397 

Housing abandonment : a national problem 
needing new approaches : report to the 
Congress /, 79-2401 

How long does it take Conrail to process 
protected employees’ claims under the 
1973 Regional Rail Reorganization act? : 
report by the Comptroller General of the 
United States., 79-2403 

How to extract and characterize 
dehydrogenases from woody plants /, 
79-1748 

How to use the flight planner., 79-2913 

Hud-independent agencies appropriations, 
1979 (H.R. 12936)., 79-3033 

Human health damages from mobile source 
air pollution /, 79-2369 

Hydrolosis of iron from acidic liquors /, 
79-2357 

Hye Jin Wilder : 
6801., 


lower 


system 


report to accompany H.R. 
79-3452 


Ideas, plans, 
2690 

Identification and initial evaluation of. ir- 
rigation return flow models /, 79-2358 

If you become disabled., 79-2483 

Imelda C. Jayag Potter : report to accom- 
pany S.579., 79-3261 


methods, or systems., 79- 
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IMF supplementary financing facility : con- 
ference report to accompany H.R. 9214., 
79-3233 

Immigration and naturalization of adopted 
children report to accompany H.R. 
12508., 79-3186 

Impact of building codes on housing reha- 
bilitation : hearing before the Committee 
on Banking, Housing and Urban Affairs, 
United States Senate, Ninety-fifth Con- 
gress, second session ... March 24, 1978., 
79-3046 

The impact on small communities of motor 
carriage regulatory revision /, 79-3050 

Imperial Beach, California design of struc- 
tures for beach erosion control : hydrau- 
lic model investigation, final report /, 
79-2085 

Impingement and entrainment of fishes at 
the Savannah River plant : an NPDES 
316b demonstration /, 79-2234 

Implementing an exchange from nitrogen 
to helium in a large hyperbaric chamber 
/, 79-2129 

Implementing Title IX and attaining sex 
equity : a workshop package for post- 
secondary educators : the administrator’s 
role : outlines and participant materials 
for sessions A and B for administrators /, 
79-2499, 79-2500, 79-2501, 79-2502 

Improved fund availability at rural banks : 
report and study papers /, 79-2394 

Improved Hawk launcher and mechanical 
systems repairer., 79-2037 

Improved semiconductors for photovoltaic 
solar cells, CulnSe,., 79-2304 

Improvements still needed in administering 
the Department of Labor’s compensation 
benefits for injured Federal employees : 
report to the Congress /, 79-2433 

Improving productivity : a self-audit and 
guide for Federal executives and 
managers., 79-3011 

Improving productivity in the courts : a 
primer for clerks of court /, 79-2672 

Improving the administration and operation 
of the Overseas citizens voting rights act 
of 1975, and for other purposes : report 
together with additional and dissenting 
views to accompany S. 703., 79-3228 

Improving the range conditions of the 
public grazing lands : Conference report 
to accompany H.R. 10587., 79-3282 

Increasing public use and benefits from sur- 
plus Federal real property : report /, 
79-2446 

Index of administrative publications., 79- 
2055 

Index of doctrinal, training, and organiza- 
tional publications., 79-2056 

Index of Federal specifications and stan- 
dards., 79-2478 

Index of supply catalogs and _ supply 
manuals (excluding types 7, 8, and 9), 
79-2057, 79-2058 

Indian fishing rights : hearing before the 
Subcommittee on Fisheries and Wildlife 
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Conservation and the Environment of the 
Committee on Merchant Marine and 
Fisheries, House of Representatives, 
Ninety-fifth Congress, second session ... 
January 13, 1978., 79-3109 

Industry wage survey bituminous coal, 
January 1976-March 1981., 79-2675 

Influence of free-stream disturbances on 
boundary-layer transition /, 79-2703 

Influence of preceptorship and other fac- 
tors on the education and career choices 
of physicians : executive summary., 79- 
2540 

Influence of sample disturbance on sand 
response to cyclic loading /, 79-2091 

Influence of turbidity on fish abundance in 
western Lake Superior /, 79-2335 

Information flow for military construction 
/, 79-2102 

Information for use in determining whether 
to remove leather wearing apparel from 
the list of articles eligible for the general- 
ized system of preferences : report to the 
President on investigation no. 332-79(3) 
under section 332 of the Tariff act of 
1930., 79-2882 

An information package for minority com- 
panies seeking business opportunities 
generated by section 906 of the Railroad 
revitalization act of 1976 : (4R ACT)., 
79-2899 

Inspection of shore facilities., 79-2130 

Inspection standards of vegetable imports : 
hearings before the Subcommittee on 
Foreign Agricultural Policy of the Com- 
mittee on Agriculture, Nutrition, and 
Forestry, United States Senate, Ninety- 
fifth Congress, second session ..., 79- 
3030 

Instrumentation and process control for 
fossil demonstration plants., 79-2188 

Integral glass encapsulation for solar ar- 
rays., 79-2212 

Integrated simulation evaluation model 
(ISEM) of the Air Force manpower and 
personnel system : requirements and con- 
cepts /, 79-2161 

Integration and application of human 
resource technologies in weapon system 
design coordination of five human 
resource technologies /, 79-2165, 79- 
2166 

Integration plan Automated radar terminal 
system, ARTS IL, 79-2918 

Intelligence and intelligence-related activi- 
ties authorization act for fiscal year 1979 
: [an act to authorize appropriations for 
fiscal year 1979 for intelligence and in- 
telligence-related activities of the United 
States Government ...]., 79-3334 

Interaction between the licensing agent and 
service providers., 79-2586 

Interaction of a turbulent-jet noise source 
with transverse modes in a rectangular 
duct /, 79-2782 


Intergovernmental relations., 79-2467 





Interim performance criteria for solar heat- 
ing and cooling systems in commercial 
buildings., 7901816 

Internal revenue commulative bulletins., 
79-2460 

International project catalog of modular in- 
tegrated utility systems : a report /, 79- 
1809 

International security assistance act of 
1978 : [an act to amend the Foreign 
assistance act of 1961 and the Arms ex- 
port control act to authorize interna- 
tional security assistance programs for 
fiscal year 1979, and for other pur- 
poses]., 79-3342 

Intervention on the high seas act amend- 
ments : report to accompany H.R. 188., 
79-3176 

Investigation of construction techniques for 
tactical bridge approach roads across soft 
ground : final report /, 79-2086 

Irma Victoria Bolarte Alvarado : report to 
accompany H.R. 3613., 79-3444 

Isotope applications in the environmental 
field /, 79-2269 

Item identification., 


79-1900, 79-1901 


J 


Jacks and plugs., 79-1950 

Jae Keun Christianson : report to accom- 
pany H.R. 8308., 79-3460 

Jamaica : post report., 79-2818 

James William Dibben : report to accom- 
pany H.R. 9352., 79-3464 

Jesusa Navarro Romero and Antonio An- 
geles Romero : report to accompany S. 
2379., 79-3267 

Jin Syen Suh : report to accompany S. 
1154., 79-3257 

Johanne Lapointe : report to accompany 
H.R. 7550., 79-3456 

John F. Johnson : report to accompany 
H.R. 9075., 79-3240 

Joint resolution making an urgent ap- 
propriation for the black lung program of 
the Department of Labor, and for other 
purposes, for the fiscal year ending Sep- 
tember 30, 1978., 79-3326 

Joint resolution making urgent supplemen- 
tal appropriations for the Department of 
Agriculture, Agricultural Stabalization 
and Conservation Service, and for other 
purposes for the fiscal year ending Sep- 
tember 30, 1978., 79-3325 

Jonathan Winston Max : report to accom- 
pany H.R. 5933., 79-3450 

Joselyn Buccat Lalley and Jodelyn Buccat 
Lalley : report to accompany S. 2294., 
79-3250 

Juana Todd Atheriey : 
pany H.R. 1931., 

Juanita Binabise : 
1110., 79-3258 

Jung In Bang : report to accompany H.R. 
5§230., 79-3449 

Jury reform : a selected bibliography /, 
79-2671 


report to accom- 
79-3425 
report to accompany S. 
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Jury system improvements act of 1978 : re- 
port to accompany S. 2075., 79-3243 
Justice Department policy concerning news 
media search warrants 
subcommittee of the Committee on 
Governments Operations, House of 
Representatives, Nincty-fifth Congress, 
second session, June 26, 1978., 79- 
3075 

Justice Department retention of private 
legal counsel to represent Federal em- 
ployees in civil lawsuits : staff report to 
the Subcommittee on Administrative 
Practice and Procedure of the Commit- 
tee on the Judiciary of the United States 
Senate., 79-3108 

Justice Department treatment of criminal 
cases involving CIA personnel and claims 
of national security : hearings before a 
subcommittee of the Committee on 
Government Operations, House of 
Representatives, Ninety-fourth Congress, 
first session ..., 79-3074 


: hearing before a 


K 


Kainoosh-Fard Bullock and her son, Kami 
Bullock : report to accompany S. 1826., 
79-3266 

Kazuko Nishioka Dowd : report to accom- 
pany H.R. 4535., 79-3447 

Keeping food safe to eat 
homemakers /, 79-1743 

Kim In Hung : report to accompany H.R. 
8810., 79-3239 

Kim In Hyung : report to accompany H.R. 
8810., 79-3462 

The kinetics of the ambient temperature 
dissolution of plutonium metal in sulfam- 
ic acid /, 79-2232 

Kitchen safety student 
2937 

Kitchen safety : teacher's guide., 

Klamath Basin working circle 
vironmental statement Winema and 
Fremont National Forests timber 
resource plan., 79-1776 

Knitting machines for ladies’ seamless 
hoisery, from Italy : determination of no 
injury or likelihood thereof or prevention 
of establishment ofan industry in the 
United States in investigation no 
AA1921-160 under the Antidumping act, 
1921, as amended, together with the in- 
formation obtained in the investigation., 
79-2881 

Korea : post report., 


a guide to 


readings., 79- 


79-2938 
: final en- 


79-2819 
L 


Labor law reform act of 1978 : hearing be- 
fore the Committee on Human 
Resources, United States Senate, Nincty- 
fifth Congress, second session, on H.R. 
8410 ... June 29, 1978., 79-3085 


Do not order from index; see indicated entry 





Labor markets in the rural South, a study 
based on four rural southern counties., 
79-2682 

Laboratory measurements of radiance and 
reflectance spectra of dilute secondary- 
treated sewage sludge /, 79-2755 

Laboratory vessels, adapters and connec- 
tors /, 79-1951 

Lake Dardanclle, Arkansas River : hydrau- 
lic model investigation /, 79-2082 

Lake Erie International Jetport modcl 
feasibility investigation : report 17-4 : nu- 
merical model feasibility study /, 79- 
2078 

Lake Moomaw : report to accompany H.R. 
12112., 79-3154 

Lake St. Clair hydrologic transfer factors /, 
79-1832 

Land application of wastewater and state 
water law:, 79-2367 

Land cultivation of industrial wastes and 
municipal solid wastes : state-of-the-art 
study /, 79-2354 

Language assessment 
limited-English-speaking 
needs analysis /, 79-2506 

Large area silicon sheet by 
2206 

Larval fish distributions in southwestern 
Lake Erie near the Monroe Power Plant 
/ by Richard Allen Cole., 79-2336 

Laser program annual report, 1976 /, 79- 
2308 

Latest ideas on fire safety for homes, apart- 
ments, and mobile homes., 79-2598 

Laundry and dry cleaning equipment., 79- 
1952 

Lawrence Youngman : report to accom- 
pany S. 2079., 79-3244 

Lee So Ryung : report to accompany H.R. 
1936., 79-3426 

Legal and institutional impediments to 
geothermal energy resource development 
: a bibliography., 79-2295 

Legal assistance handbook., 
79-2053 

Legal assistant program : a suggested two- 
year post-high school curriculum /, 79- 
2496 

Legal barriers to solar heating and cooling 
of buildings., 79-2256 

Leggings, socks, and related items., 79- 
1953 

Legislative and oversight hearings on all 
Veterans Administration education and 
training programs except the vocational 
rehabilitation program : hearings before 
the Subcommittee on Education and 
Training of the Committee on Veterans’ 
Affairs, House of Representatives, 
Ninety-fifth Congress, second session ... 
April 18, 25, and May 16, 1978., 79- 
3131 

Lending functions of the Federal Reserve 
banks: a history /, 79-2393 

Lesotho : post report., 79-2820 

Life cycle cost of C-130E weapon system 
/, 79-2160 


instruments for 
students : a 


EFG., 79- 


79-2052, 
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Light air defense artillery crewman., 79- 
2049 

Light airplane crash tests at three flight- 
path angles /, 79-2771 

Light-switch assembly., 79-1954 

Lights /, 79-1955 

Lilia Araujo : report to accompany H.R. 
1406., 79-3469 

Lily Lirio Galindo : report to accompany 
H.R. 6664., 79-3451 

Lime-limestone scrubbing sludge charac- 
terization : Shawnce Test Facility /, 79- 
2377 

Limnological aspects of Lake 
Nevada-Arizona /, 79-2651 

Liquefaction potential of dams and founda- 
tions report 1, Laboratory standard 
penetration tests on Reid Bedford model 
and Ottawa sands /, 79-2088 

Liquid and gas flow, liquid level, and 
mechanical motion measuring _ instru- 
ments /, 79-1956 

Liquified energy gases safety : report to the 
Congress /, 79-2411, 79-2412 

List of primary ACO functions and respon- 
sibilitics., 79-1865 

List of selected materials on 
farmer-to-consumer direct marketing., 
79-1791 

Lists and descriptions of occupations to be 
studied in the Bureau's cross-industry 
area wage survey program., 79-2673 

Liveable urban streets : managing auto traf- 
fic in neighborhoods /, 79-2892 

Livestock and the environment : a bibliog- 
raphy with abstracts /, 79-2353 

Livestock sellers’ rights under P&S trust 
provision., 79-1792 

LLL gas stimulation program /, 79-2309 

Longitudinal aerodynamic characteristics of 
a fighter model with a_ close-coupled 
canard at Mach numbers from 0.40 to 
1.20 /, 79-2770 

Los Angeles and 
model study 
79-2079 

The Los Angeles double deck bus demon- 
stration project : an evaluation /, 79- 
2925 

Loudspeakers and 
microphone., 79-1957 

Low-cost silicon solar array project., 79- 
2203 

Low toxic corrision inhibitors for aluminum 
in fresh water /, 79-2790 

LSA large area silicon sheet task continu- 
ous liquid feed Czochralski growth., 79- 
2223 


Mead, 


resource 


Long Beach harbors 
: report 4, model design /, 


loudspeaker- 


LSSA : low-cost silicon solar array project., 
79-2203 


Lumber, plywood, and related products /, 
79-1958 

Lunette Joyce Clarke : report to accom- 
pany H.R. 11953., 79-3270 

Luxembourg : post report., 79-2821 
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Magnitude of nonappropriated fund and re- 
lated activities in the executive branch : 
study by the staff of the United States 
General Accounting Office., 79-2420 

Mainstreaming preschoolers: children with 
emotional disturbance a guide for 
teachers, parents, and others who work 
with emotionally disturbed preschoolers 
/, 79-2581 

Mainstreaming preschoolers : children with 
hearing impairment : a_ guide for 
teachers, parents, and others who work 
with hearing impaired preschoolers /, 
79-2582 

Mainstreaming preschoolers : children with 
learning disabilities : a guide for 
teachers, parents, and others who work 
with learning disabled preschoolers /, 
79-2583 

Mainstreaming preschoolers : children with 
orthopedic handicaps a guide for 
teachers, parents, and others who work 
with orthopedically handicapped 
preschoolers /, 79-2584 

Mainstreaming preschoolers : children with 
speech and language impairments : a 
guide for teachers, parents, and others 
who work with speech and language im- 
paired preschoolers /, 79-2585 

Maintenance and repair parts consumption 
planning guide for contingency opera- 
tions : repeater set, radio: AN/TRC-113., 
79-2047 

Maintenance and repair parts consumption 
planning guide for contingency opera- 
tions : teletypewriter: TT-76/GGC & TT- 
98/FG., 79-2046 

Maintenance and repair parts for consump- 
tion planning guide for contingency 
operations electronics switchboard, 
SB-22A/PT., 79-2048 

Maintenance dredging and marsh develop- 
ment project, Branford Harbor, Conn. : 
proposed final environmental impact 
statement., 79-2106 

Maintenance of television microwave link 
equipment., 79-2919 

Major programs 1977 Bureau of Labor 
Statistics., 79-2677 

Make your lawn easier (and safer) to 
mow., 79-2936 

Making appropriations for the Department 
of the Interior and related agencies 
conference report to accompany H.R. 
12932., 79-3247 

Making appropriations for the Departments 
of Labor, and Health, Education, and 
Welfare, and related agencies con- 
ference report to accompany H.R. 
12929., 79-3283 

Making appropriations for Treasury De- 
partment, U.S. Postal Service, Executive 
Office of the President, and certain inde- 
pendent agencies, fiscal year 1979 : con- 
ference report to accompany H.R. 
12930., 79-3248 
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Making appropriations, foreign assistance, 
fiscal year, 1979 : conference report to 
accompany H.R. 12931., 79-3290 

Making permanent the existing temporary 
suspension of duty on certain dyeing and 
tanning materials : report to accompany 
H.R. 11409., 79-3410 

Making specific provisions for ball or roller 
bearing pillow block, flange, takeup, car- 
tridge, and hanger units in the tariff 
schedules of the United States, and other 
matters report to accompany H.R. 
8755., 79-3393 

Malawi : post report., 79-2822 

Malaysia : post report., 79-2823 

Management and evaluation of the commu- 
nity development block grant program 
need to be strengthened : report /, 79- 
2408 

Management information systems : user’s 
guide for indentifying automatic data 
processing equipment (ADPE) require- 
ments., 79-2050, 79-2051 

Management of a seaport /, 79-1817 

Management of small waste flows /, 79- 
2365 

Manual for construction and operation of 
toxicity-testing proportional diluters /, 
79-2339 

Margaret Somerville Jefferis : report to ac- 
company H.R. 7604., 79-3457 

Maria Elena Jumalon : report to accom- 
pany S. 1166., 79-3255 

Maria Miraflor Carabbacan : report to ac- 
company H.R. 1392., 79-3470 

Marine Corps publications., 79-2471 

Marine heavy-duty gas turbine develop- 
ment project : executive summary re- 
port., 79-1818 

Marinelle Khristy Cruz : 
pany H.R. 5163., 

Maritime medals : report to accompany H. 
R. 13235., 79-3197 

Market research summary for metal work- 
ing equipment : the Republic of China 
on Taiwan., 79-1843 

Marketing and promotion of infant formula 
in the developing nations, 1978 : hearing 
before the Subcommittee on Health and 
Scientific Research of the Committee on 
Human Resources, United States Senate, 
Ninety-fifth Congress,second session 
May 23, 1978., 79-3084 

Martinique : post report., 79-2824 

Maryrose and Rosemary Evangelista : re- 
port to accompany H.R. 11405., 79- 
3271 

Mass balance determinations for pollutants 
in urban regions : methodology with ap- 
plications to lead, zinc, cadmium, and ar- 
senic /, 79-2372 

Matching job education requirements with 
candidates’ educational attainments : a 
pilot methodological study /, 79-2149 

Materials for oxygenated wastewater treat- 
ment plant construction /, 79-2352 

Materials quality specialist., 79-2033 


report to accom- 
79-3448 





A mathematical structure for refinement of 
sound ranging estimates /, 79-2125 

Mathematics., 79-2458 

Mauritania : post report., 79-2825 

Measurement of reactor tube cladding 
thickness by X-ray fluorescence spec- 
trometry /, 79-2230 

Measurements of pressure for the 
TiHx/KCIO,system /, 79-2282 

Mechanical characteristics of antrim shale., 
79-2245 

Medicaid amendments relating to Puerto 
Rico, the Virgin Islands, and Guam : re- 
port together with additional views to ac- 
company H.R. 9434., 79-3415 

Medicaid, medicare, which is which?, 79- 
2575 

Medical and dental assemblies, kits, sets, 
and units., 79-1962 

Medical devices standards 
2531 

Medical subject headings, 
alphabetic list., 79-2526 

Meeja Sa Foster : report to accompany 
H.R. 3217., 79-3443 

Mental health., 79-2466 

Mental health administration 
notated bibliography /, 79-2567 

Merced County, California, unincorporated 
areas., 79-2616 

Metallurgical examination of primary cir- 
cuit components from the Peach Bottom 
HTGR /, 79-2252 

Metalworker., 79-2038 

Metalworking equipment, the Republic of 
China on Taiwan., 79-1843 

Methods for the assessment and prediction 
of mineral mining impacts on aquatic 
communities : a review and analysis : 
workshop proceedings, December 6-7, 
1977, Harpers Ferry, West Virginia /, 
79-2660 

Methods for use by HSAs and SHPDAs in 
developing and maintaining financial 
data : final report., 79-2534 

MHD, fourth U.S.-U.S.S.R. Colloquium on 
Magnetohydrodynamic Electrical Power 
Generation, October 5-6, 1978, Washing- 
ton, D.C., 79-2176 

Michael Bruce Holland : report to accom- 
pany S. 1484., 79-3263 

Micro irrigation with photovoltaics /, 79- 
2263 

Microcircuit devices /, 79-1963 

Middle income student assistance act 
hearings before the Subcommittee on 
Postsecondary Education of the Commit- 
tee on Education and Labor, House of 
Representatives , Ninety-fifth Congress, 
second session on H.R. 10854 ...,  79- 
3061 

Military assistance : eligibility requirements 
pursuant to the International security 
assistance and arms export control act of 
1976 : agreement between the United 
States of America and Venezuela ef- 
fected by exchange of notes dated at 


survey, 79- 


annotated 


an an- 





January 1979 


Caracas June 
2865 

Military medical health and research 
hearings before a Subcommittee on the 
Committee on Government Operations, 
House of Representatives, Ninety-fifth 
Congress, second session, July 26 and 
27, 1978., 79-3076 

Military police combat support : theater of 
operations., 79-2045 

Military publications index of supply 
catalogs and supply manuals (excluding 
types 7,8, and 9)., 79-2057, 79-2058 

Minigardens for vegetables /, 79-1744 

Minorities., 79-2455 

Minority business program.., 

Minority Business 
your information., 

Miriama Jones : 
337., 79-3262 

Miscellaneous amendments to Small Busi- 
ness Administration programs : report to 
accompany H.R. 13418., 79-3206 

Miscellaneous capacitors, resistors, and at- 
tenuators /, 79-1878 

Miscellaneous communication equipment., 
79-1888 

Miscellaneous controls., 

Miscellaneous electrical and _ electronic 
components., 79-1920, 79-1921 

Miscellaneous items /, 79-1965 

Miscellaneous maintenance and repair shop 
equipment., 79-1959 

Miscellaneous materials 
ment., 79-1960 

Miscellaneous tax bills : hearing before the 
Subcommittee on Miscellaneous Revenue 
Measures of the Committee on Ways and 
Means, House of Representatives, 
Ninety-fifth Congress, second session ... 
June 14, 1978., 79-3137 

Miscellaneous transmission components., 
79-2017 

Miscellaneous welding, soldering, and braz- 
ing supplies and accessories., 79-2027 

Mississippi forest industries, 1976 /, 79- 
1768 

Missouri River levee system, unit L-611- 
614., 79-2107 

Mixing-layer analysis routine and _ trans- 
port/diffusion application routine for 
EPAMS / by R. K. Dumbauld, J. R. Bjor- 
klund., 79-2118 

Model legislation for emergency medical 
services., 79-2933 

Molten salt thermal energy storage systems 
/, 79-2190 

Monika Grantz : report to accompany H.R. 
8927., 79-3463 

Morocco : post report., 79-2826 

Morphology of gold and copper ion-plated 
coatings /, 79-2787 

Motion pictures, films, and audiovisual in- 
formation., 79-2462 

Motor vehicle maintenance and repair shop 
equipment /, 79-1966 

Mound Laboratory tritium environmental 
study, 1976-1977 /, 79-2273 


16 and 30, 1977., 79- 


79-2900 

Resource Center. for 
79-2898 

report to accompany S. 


79-1964 


handling equip- 
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Multidisciplinary teams in child abuse and 
neglect programs : a special report from 
the National Center on Child Abuse and 
Neglect., 79-2593 

Multilateral and bilateral assistance for 
developing foreign mineral projects : ‘re- 
port /, 79-2441 

Multiple application procedures., 79-1898 

Mushrooms : report to the President on in- 
vestigation no. TA-201-17 under section 
201 of the Trade act of 1974., 79-2883 

Music., 79-2469 

Musical instruments, phonographs 
home radios., 79-1967 

Mutual defense assistance : cash contribu- 
tion by Japan, agreement between the 
United States of America and Japan 
relating to the agreement of March 8, 
1954, effected by exchange of notes 
signed at Tokyo July 26, 1977., 79- 
2871 


and 


N 


Naming of the proposed new Veterans’ Ad- 
ministration hospital in Little Rock, Ark., 
for John L. McClellan : report to accom- 
pany H.R. 10287., 79-3183 

Narcotic drugs : additional cooperative ar- 
rangements to curb illegal traffic : agree- 
ment between the United States of 
America and Mexico effected by 
exchange of letters signed at Mexico Au- 
gust 5, 1977 and amending agreement ef- 
fected by exchange of letters signed at 
Mexico September 29, 1977., 79-2873 

National assessment of the urban particu- 
late problem /, 79-2327 

National bicentennial competition for new 
reverse designs of United States coins., 
79-2877 

National electric rate book., 
79-2326 

National emission standards for hazardous 


79-2325, 


air pollutants inspection manual for vinyl 
chloride., 79-2330 

National energy conservation policy act : 
conference report to accompany H.R. 
5037., 79-3287, 79-3409 

National gas flow patterns, 
graphic flow patterns & 
relationships : a staff report., 79-2391 

National Heart and Lung Institute fact 
book, 79-2524 

The National Heart, Lung and Blood In- 
stitute’s fact book for fiscal year., 79- 
2524 

National Institute on Aging., 79-2527 

National Labor Relations Board publica- 
tions., 79-2470 

The national manpower survey of the 
criminal justice system., 79-2667 

National occupational hazard survey., 79- 
2544 

National Park Service guide to the historic 
places of the American Revolution /, 
79-2656 


1975 geo- 
intercompany 
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National pension policies : private pension 
plans : hearings before the Subcommittee 
on Retirement Income and Employment 
of the Select Committee on Aging, 
House of Representatives, Ninety-fifth 
Congress, second session, February 27, 
March 13, and April 6, 1978., 79-3025 

A national policy for materials, research 
and resources : hearings before the Sub- 
committee on Science, Research, and 
Technology of the Committee on Science 
and Technology, U.S. House’ of 
Representatives, Ninety-fifth Congress, 
first and second sessions ..., 79-3127 

National study of social services to children 
and their families : overview /, 79-2587 

National survey on drug abuse, 1977 : a 
nationwide study—youth, young adults, 
and older people /, 79-2571 

National traffic and motor vehicle informa- 
tion and cost savings authorizations of 
1979 and 1980 : hearings before the 
Subcommitte for Consumers of the Com- 
mittee on Commerce, Science, and 
Transportation, United States Senate, 
Nincty-fifth Congress, second session, on 
S. 2604, March 21, 22, and 23, 1978., 
79-3055 

The nation’s rural elderly : hearing before 
the Special Committee on Aging, United 
States Senate, Ninety-fourth Congress, 
second session ..., 79-3024 

Natural convection heat transfer in beds of 

79-2999 

conference report to accom- 

79-3288 

Naval Facilities Engineering Command 
publications., 79-2468 

Navigation planning need for a new 
direction : report to the Congress /, 79- 
2444 

Navigator-observer selection research 
development of new Air Force officer 
qualifying test navigator-technical com- 
posite /, 79-2159 

Navjo and Hopi Indian Relocation Com- 
mission amendments of 1978 : hearings 
before the United States Senate Select 
Committee on Indian Affairs, Ninety-fifth 
Congress, second session, on S. 3043 ... 
and H.R. 11092, July 25 and 26, 1978., 
79-3088 

Navy facilities not identified and reported 
for possible use or disposal : report /, 
79-2445 

The Navy’s ship support improvement pro- 
ject: report /, 79-2449 

Near-term electric vehicle program : phase 
II, mid-term summary report /, 79-2290 

Neotropical Microlepidoptera, XXI : new 
genera and species of Ocecophoridae 
from Chile /, 79-2876 

Nepal : post report., 79-2827 

Netherlands : post report., 79-2828 

New directions in mass communications 
policy : implications for citizen education 
and participation /, 79-2485 


inductively heated particles /, 
Natural gas : 
pany H.R. 5289., 
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New packers and stockyards regulations 
and the producer., 79-1793 

New publications., 79-2560 

New technologies and training in metal- 
working., 79-3013 

The New York City double deck bus 
demonstration project : an evaluation /, 
79-2927 

New York City loan guarantees : report to 
accompany H. J. Res. 1088., 79-3217 

NIH_ public advisory groups; authority, 
structure, functions, members., 79-2514 

NIOSH Division of Training & Manpower 
Development /, 79-2542 

NIOSH new publications., 79-2560 

NIOSH publications catalog /, 79-2561 

Noel Abueg Emde : report to accompany 
H.R. 7387., 79-3454 

Noise prediction technology for CTOL air- 
craft /, 79-2707 

Nomination : hearing before the Commit- 
tee on Human Resources, United States 
Senate, Ninety-fifth Congress, second 
session, on Howard Jenkins, Jr., of Mary- 
land, to be a Member of the National 
Labor Relations Board, September 7, 
1978., 79-3086 

Nomination, National Transportation 
Safety Board : hearing before the Com- 
mittee on Commerce, Science, and 
Transportation, United States Senate, 
Ninety-fifth Congress, second session, on 
nomination of Francis H. McAdams, to 
be a Member of the National Transporta- 
tion Board, July 31, 1978., 79-3052 

Nomination of Assistant Secretary to the 
National Telecommunications and Infor- 
mation Administration : hearings before 
the Committee on Commerce, Science, 
and Transportation, United States 
Senate, Ninety-fifth Congress, second 
session ... April 14, 1978., 79-3053 

Nomination of John F. Ahearne : hearing 
before the Committee on Public Works, 
United States Senate, Ninety-fifth Con- 
gress, second session, on the nomination 
of John F. Ahearne to be a Member of 
the Nuclear Regulatory Commission, 
June 13, 1978., 79-3114 

Nomination of Karl Smith Bowers : hearing 
before the Committee on Environment 
and Public Works, United States Senate, 
Ninety-fifth Congress, second session, on 
the nomination of Karl Smith Bowers to 
be Federal Highway Administrator, Au- 
gust 11, 1978. ...,. 79-3116 

Non-random sampling in the calibration of 
disaggregate choice models /, 79-2890 

Nonchemical control of the cereal leaf bee- 
tle., 79-1745 

Nora L. Kennedy : report to accompany 
H.R. 2658., 79-3435 

Normalized indices of destruction and 
deaths by tornadoes /, 79-1834 

Northeast corridor improvement project : 
hearings before a Subcommittee on the 
Committee on Government Operations, 
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House of Representatives, Ninety-fifth 
Congress, second session, June 15 and 
19, 1978., 79-3077 

Notions and apparel findings., 79-1968 

Novel duplex vapor-electrochemical 
method for silicon solar cells., 79-2211 

NR-150B2 adhesive development /, 79- 
2735 

Nuclear energy resources : 
spective /, 79-2639 

Nuclear explosives program : a proposal for 
high explosives research and develop- 
ment and a supporting facility /, 79- 
2321 

Nuclear fuel industry data., 79-2400 

Nuclear reactor safety /, 79-2177 

Nuclear reactors, built, being built, or 
planned in the United States as of Dec. 
31,1977 /, 79-2297 

The Nuclear Regulatory Commission needs 
to aggressively monitor and indepen- 
dently evaluate nuclear powerplant con- 
struction : report to the Congress /, 79- 
2416 

Nuclear waste disposal in space /, 79- 
2777 

Numerical analyses for treating diffusion in 
single-, two-, and three-phass binary alloy 
systems /, 79-2704 

Nurse training amendments of 1978 : con- 
ference report to accompany S. 2416., 
79-3310 

Nurse training amendments of 1978 : hear- 
ing before the Subcommittee on Health 
and Scientific Research of the Commit- 
tee on Human Resources, United States 
Senate, Ninety-fifth Congress, second 
session, on S. 2416 ... April 5, 1978., 
79-3087 

Nurse training amendments of 1978 : re- 
port /, 79-3166 


a geologic per- 


O 


Objective 
between 
meats /, 


methodology to differentiate 

fresh. and frozen-and-thawed 

79-2112 

Objectives and accomplishments of the 
NSSL 1975 spring program /, 79-1835 

Observed shoulder belt usage of drivers in 
North Carolina : a follow-up /, 79-2929 

Occupational exposure to benzyl chloride., 
79-2545 

Occupational exposure to glycidyl ethers., 
79-2546 

Occupational exposure to hydrazines., 79- 
2547 

Occupational 
2549 

Occupational exposure to nitroglycerin and 
ethylene glycol dinitrate., 79-2550 

Occupational exposure to o-tolidine., 79- 
2551 

Occupations to be studied in the Bureau's 
cross-industry area wage survey pro- 
gram., 79-2673 

Occuptional exposure to inorganic lead : 
revised criteria, 1978., 79-2548 


exposure to ketones., 79- 





Ocean shipping act of 1978 : report to ac- 
company H.R. 9998., 79-3396 

Oceanariums., 79-1821 

Old River existing low-sill control structure, 
Louisiana : hydraulic model investigation 
: final report /, 79-2081 

Omega propagation correction tables for 
13.6 kHz : area 13, southern Africa, sta- 
tion B (Liberia)., 79-1858, 79-1859, 
79-1860 

Omega propagation correction tables for 
13.6 kHz : area 14, Indian Ocean, station 
A (Norway)., 79-1861 

Omega propagation correction tables for 
13.6 kHz : area 14, Indian Ocean, station 
B (Liberia)., 79-1862 

Omega propagation correction tables for 
13.6 kHz : area 14, Indian Ocean, station 
H (Japan)., 79-1863 

Omega propagation correction tables for 
13.6 kHz : area 17, east Pacific station C 
(Hawaii)., 79-1864 

On the feasibility of detecting low level 
acoustic signals in the ocean by use of a 
laser heterodyne detector /, 79-2141 

On the tidal oscillations of the liquid core 
of the earth /, 79-2775 

Operating room __ specialist 
manual., 79-2036 

Opinions of Air Force maintenance person- 
nel about conventional technical orders 
/, 79-2164 

Opportunities for HEW to improve the ad- 
ministration of day care programs : re- 
port by the U.S. General Accouting Of- 
fice., 79-2431 

Opportunities in the electric power and gas 
utilities industries., 79-2685 

The optical absorption of triatomic carbon 
C;for the wavelength range 260 to 560 
nm /, 79-2765 

Optical instruments., 79-1969, 79-1970 

An optical profilometer for spatial charac- 
terization of three-dimensioal surfaces /, 
79-2740 

Optical radiation transmission levels 
through transparent welding curtains /, 
79-2554 

Opticians instruments equipment and sup- 
plies., 79-1971, 79-1972 

Optimal search for the best alternative /, 
79-2264 

Optimization of Nd: glass lasers 
phosphate-laser glass /, 79-2145 

Optimizing crack-growth resistance in en- 
gineering alloys /, 79-2135 

Organic emissions from automobile interi- 
ors /, 79-2379 

Organic Materials Division quarterly report 
/, 79-2307 

Origin and development of vegetation after 
spraying and burning in a coastal Oregon 
clearcut /, 79-1762 

OTEC thermal resource report for Hawaii., 
79-2301 

Outer continental shelf lands act amend- 
ments of 1978 : conference report to ac- 
company S.9., 79-3381 


soldier’s 


with 





January 1979 


Oversight hearing on the Juvenile justice 
and delinquency prevention act : hearing 
before the Subcommittee on Equal Op- 
portunities of the Committee on Educa- 
tion and Labor, House of Representa- 
tives, Ninety-fifth Congress, second ses- 
sion, on Public Law 93-415 ... June 27, 
1978., 79-3060 

Oversight hearings on the Federal em- 
ployee’s compensation act : hearings be- 
fore the Subcommittee on Compensa- 
tion, Health, and Safety of the Commit- 
tee on Education and Labor, House of 
Representatives, Ninety-fifth Congress, 
first session ..., 79-3058 

Oversight of freight rate competition in the 
motor carrier industry : hearings before 
the Subcommittee on Antitrust and 
Monopoly of the Committee on the Ju- 
diciary, United States Senate, Ninety- 
fifth Congress, first and second sessions 
5 79-3106 

Oversight of Soviet nuclear energy develop- 
ment /, 79-3122 

Oversight on photovoltaic energy conver- 
sion : hearing before the Subcommittee 
on Advanced Energy Technologies and 
Energy Conservation Research, Develop- 
ment, and Demonstration of the Commit- 
tee on Science and Technology, U.S. 
House of Representatives, Ninety-fifth 
Congress, first session, September 9, 
1977., 79-3124 

Oversight on the Age discrimination act of 
1975 and extension of the Older Amer- 
icans act of 1965 : hearings before the 
Subcommittee on Select Education of 
the Committee on Education and Labor, 
House of Representatives, Ninety-fifth 
Congress, second session ..., 79-3057 

An overview of benefit-cost analysis for 
water resources projects : improvements 
still needed : report to the Congress /, 
79-2402 


P 


Packers and stockyards act, 1921, amend- 
ments : [an act to amend the Packers 
and stockyards act, 1921, and for other 
purposes]., 79-3356 

Panama : post report., 

Papua New Guinea 
2830 

Paraguay : post report., 79-2831 

Participation in adult education : final re- 
port, 1975 /, 79-2508 

Pascua Yaqui Indians, Ariz., extension of 
Federal benefits : [an act to provide for 
the extension of certain Federal benefits, 
services, and assistance to the Pascua 
Yaqui Indians of Arizona, and for other 
purposes].. 79-3337 

Paving breaker and rock drill accessories., 
79-1973 

Payment of losses incurred as a result of 
the ban on the use of the chemical Tris : 


79-2829 
post report., 79- 
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report together with dissenting views to 
accompany S. 1503., 79-3284 

Peer pressure., 79-2570 

Pension plan bookkeeping methods : hear- 
ing before the Subcommittee on Private 
Pension Plans and Employee Fringe 
Benefits of the Committee on Finance, 
United States Senate, Ninety-fifth Con- 
gress, second session, on S. 2992 ... June 
14, 1978., 79-3066 

Pension Task Force report on public em- 
ployee retirement systems /, 79-3062 

People & fire : latest ideas on fire safety 
for homes, apartments, and mobile 
homes., 79-2598 

People’s Republic of China scientific ab- 
Stracts., 79-2943 

Performance limits of a dual-acoustic-chan- 
nel surface-acoustic-wave (SAW) inter- 
ferometer /, 79-2137 

Perspective display simulation of terrain /, 
79-2152 

Peter Neal Smith : 
H.R. 3625., 

Pharmaceutical 
sules/tablets. , 

Pharmaceutical dosage 
liquids/semisolids., 79-1975 

Phase 2, automated array assembly, task IV 
low-cost silicon solar array project., 79- 
2224 

Phase 2 of the automated array assembly 
task of the low cost silicon solar array 
project., 79-2219 

Photogrammetric and X-ray apparatus., 
79-1976 

Photographic and video techniques use in 
the 1/S-scale Mark I boiling water pres- 
sure supression experiment /, 79-2313 

Photographic equipment and accessories /, 
79-1977 

Photovoltaic module design : qualification 
and testing specification, LSA engineer- 
ing area., 79-2204 

Physical and chemical properties of some 
Blue Mountain soils in the northeastern 
Oregon /, 79-1752 

Physical model simulation of the hydraulics 
of Masonboro Inlet, North Carolina /, 
79-2092 

Physical protection equipment study /, 
79-2977 

Physical 
2966 

Pilot evaluation of sailplane handling quali- 
ties /, 79-2713 

Pipe and tube metallic., 79-1978 

A plan for improving the disability deter- 
mination process by bringing it under 
complete Federal management should be 
developed : report /, 79-2434 

Plan for nationwide action on epilepsy : 
summary with recommendations /, 79- 
2525 

Plotting landscape perspectives of clearcut 
units /, 79-1772 

Poison prevention : 
2939 


report to accompany 
79-3445 

dosage 

79-1974 


forms, cap- 


forms, 


sciences and technology, 79- 


student readings., 79- 
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Poison prevention : teacher’[s] guide., 79- 
2940 

Poland : post report., 79-2832 

Political, sociological, and military affairs, 
79-2949 

The pollution history of the Savannah 
River Estuary /, 79-2990 

Polycholrinated biphenyls in precipitation 
in the Lake Michigan basin /, 79-2338 

Port of Grays Harbor/Kaiser Steel Corp., 
79-2108 

Post, electrical-mechanical 
79-1979, 79-1980 

Potential effects of gethermal energy con- 
version on Imperial Valley ecosystems /, 
79-2310 

Potential hazards from future eruptions of 
Mount St. Helens volcano, Washington /, 
79-2641 

Potential impact of easing the log export 
restriction on the Tongass National 
Forest, Alaska /, 79-1767 

Power pool procedures and key issues : 
operations, contingency planning, long 
term development /, 79-2253 

Power steering failure study /, 79-2934 

Powerhouse intake gate catapult study : Big 
Bend Dam, South Dakota, and Stockton, 
Harry S. Truman, and Clarence Cannon 
Dams, Missouri : hydraulic model in- 
vestigation, final report /, 79-2083 

Powerplant and industrial fuel use : con- 
ference report to accompany H.R. 5146., 
79-3285 


equipment., 


Pregnancy disability : conference report to 


accompany S. 995., 79-3311 

Preliminary concepts for materials mea- 
surement and accounting in critical 
facilities /, 79-2259 

Preliminary environmental assessment of 
the combustion modification techniques 
/, 79-2376 

A preliminary estimate of the effects of 
spread-spectrum interference on TV., 
79-1847 

Preliminary investigation of crack arrest in 
composite lamninates containing buffer 
strips /, 79-2729 

Preliminary listing of municipal waste water 
treatment capacities /, 79-1819 

Preliminary power train design for a state- 
of-the-art electric vehicle., 79-2226 

Presentation of gold medal to Lt. Gen. Ira 
C. Eaker : report to accompany S. 425., 
79-3231 

Pressure, temperature, humid measure-con- 
trol instruments., 79-1981 

Pressureless sintered sialons with low 
amounts of sintering aid /, 79-2780 

Presumptive disability for supplemental 
security income : report to accompany 
H.R. 10848., 79-3416 

Presumptive disability under SSI program : 
report to accompany H.R. 10848., 79- 
3185 

Preventing delayed cracks in ship welds, 
79-3015 
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Preventing lead poisoning in young chil- 
dren : a statement by the Center for Dis- 
ease Control., 79-2562 

Printing and graphic arts., 79-2463 

Privacy act of 1974 : resource material., 
79-2879 

Private pension plans., 79-3025 

Problems and outlook of small private 
liberal arts colleges : report to the Con- 
gress /, 79-2432 

A procedure for estimating enrollment and 
cost factors at potential AFROTC host- 
sites : interim technical memorandum for 
period February 1975 - June 1975 /, 79- 
2148 

Proceedings : a conference on Solar Energy 
for Heating Greenhouses and Green- 
houses-Residential Combinations, March 
20-23, 1977, Cleveland, Ohio /, 79- 
2168 

Proceedings of a workshop on_ the 
biodeterioration of tropical woods 
chemical basis for natural resistance /, 
79-2131 

Proceedings of second annual Thermal 
Energy Storage Contractors’ Information 
Exchange Meeting, September 29-30, 
1977, Gatlinburg, Tennessee /, 79-2172 

Proceedings of the Fuel Switching Forum, 
June 6-7, 1977, Pittsburgh, Pennsylvania 
/, 79-2169 

Proceedings of the 
Workshop, March 23-25, 
Spring, Md. /, 79-1822 

Proceedings of the National Conference on 
Criminal Justice., 79-2941 

Proceedings of the Photovoltiacs Program 
semi-annual review, Advanced Materials 
R&D Branch, October 4-6, 1977, Gol- 
den, Colorao., 79-2173 

Proceedings of the semiannual review 
meeting, Silicon Technology Programs 
Branch, Williamsburg, Virginia, August 
23-15, 1977 /, 79-2170 

Proceedings of the Solar Thermal Concen- 
trating Collector Technology Symposium 
held in Denver, Colorado, June 14 and 
15, 1978 /, 79-2293 

Proceedings of the Western Juniper Ecolo- 
gy and Management Workshop, Bend, 
Oregon, January 1977., 79-1773 

Productivity in the changing world of the 
1980's: the final report of the National 
Center for Productivity and Quality of 
Working Life, 79-3006 

Professional standards review organizations 
: hearing before the Subcommittee on 
Oversight of the Committee on Ways and 
Means, House of Representatives, 
Ninety-fifth Congress, second session, 
June 15, 1978., 79-3139 

Profiles of military assistance advisory 
groups in 15 countries : study /, 79- 
2442 

Progress in improving program and budget 
information for congressional use : report 
to the Congress /, 79-2451 


Marine’ Minerals 
1976, Silver 
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Propagation and use of Spartina alterniflora 
for shoreline erosion abatement /, 79- 
2094 

Propellers and test clubs., 79-1982 

A proposed bill to establish a merit system 
: Scott County, Minnesota /, 79-1855 

Proposed equal rights amendment exten- 
sion : report together with concurring, 
supplemental, additional, individual, 
separate, dissenting, and minority views 
to accompany H.J. Res. 638., 79-3218 

Proposed export of low-enriched uranium 
to India : adverse report together with 
dissenting views to accompany H. Con. 
Res. 599., 79-3189 

Proposed legislative program, 95th Con- 
gress, first session., 79-1799 

Providing an allowance to States or agen- 
cies or political subdivisions of States for 
expenses incurred in the burial of 
veterans report to accompany H.R. 
12252., 79-3178 

Providing for nationwide service of sub- 
poenas in all suits involving the False 
claims act, and for other purposes : re- 
port to accompany H.R. 12393., 79- 
3224 

Providing for the agreeing to the Senate 
amendments to H.R. 50 : report to ac- 
company H. Res. 1446., 79-3319 

Providing for the agreeing to the Senate 
amendments to H.R. 2852 : report to ac- 
company H. Res. 1445., 79-3317 

Providing for the consideration en bloc of 
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tored-engine-over-wing configuration 
at subsonic speeds /, 79-2772 


Aerodynamics, Transonic. 
High angle canard missile test in the 
Ames 11-foot transonic wind tunnel /, 
79-2726 


Aeroelasticity. 
Unsteady two dimensional airloads acting 
on oscillating thin airfoils in subsonic 
ventilated wind tunnels /, 79-2716 


Aerofoils — Corrosion. 

Erosion/corrosion of turbine airfoil 
materials in the high-velocity effluent 
of a pressurized fluidized coal com- 
bustor /, 79-2788 


Aeronautics, Commercial — Law and 
legislation — Czechoslovakia. 

Air transport services agreement 
between the United States of America 
and Czechoslovak Socialist republic 
amending and extending the agreement 
of February 28, 1969, as amended and 
extended effected by exchange of 
notes signed at Prague August 12, 
1977., 79-2858 


Aeronautics, Commercial — Law and 
legislation — Spain. 

Air transport services : low-cost fares : 
agreement between the United States 
of America and Spain modifying the 
agreement of February 20, 1973, ef- 
fected by exchange of notes dated at 
Madrid October 17 and 20, 1977., 
79-2868 


Aeronautics, Commercial — Law and 
legislation — United States. 

Air transport services : low-cost fares : 
agreement between the United States 
of America and Spain modifying the 
agreement of February 20, 1973, ef- 
fected by exchange of notes dated at 
Madrid October 17 and 20, 1977., 
79-2868 


Airline deregulation act of 1978 : con- 
ference report to accompany S. 2493., 
79-3305 


Aeronautics, Commercial — Northeastern 
States — Passenger traffic. 
Six years of train-air competition in the 
New York to Washington passenger 
market /, 79-2901 


Page 1-397 





Aeronautics, Commerical — Law and 
legislation — United States. 

Air transport services agreement 
between the United States of America 
and Czechoslovak Socialist republic 
amending and extending the agreement 
of February 28, 1969, as amended and 
extended effected by exchange of 
notes signed at Prague August 12, 
1977., 79-2858 

Affirmative action programs — United 

States. 

Equal employment opportunity plan 
development guidance., 79-2167 


Afghanistan — Description and travel. 
Afghanistan : post report., 79-2796 


Afghanistan — Population — Statistics. 
Afghanistan : a demographic uncertainty 
/, 79-1806 


Afghanistan — Statistics, Vital. 
Afghanistan : a demographic uncertainty 
/, 79-1806 


Africa — Bibliography — Union lists. 
The United States and Africa : guide to 
U.S. official documents and govern- 


ment-sponsored publications on Africa, 
1785-1975 /, 79-2686 


Africa — Periodicals. 
Translations on Sub-saharan Africa., 
79-2958, 79-2959 


Africa, North — Periodicals. 
Translations on Near East and North 
Africa., 79-2954, 79-2955 


Age and employment — United States. 

Oversight on the Age discrimination act 
of 1975 and extension of the Older 
Americans act of 1965 : hearings be- 
fore the Subcommittee on Select Edu- 
cation of the Committee on Education 
and Labor, House of Representatives, 
Ninety-fifth Congress, second session 
wy 79-3057 


Age discrimination — United States. 
Age discrimination in Federally-assisted 
programs., 79-1854 


Hearing before the United States Com- 
mission on Civil Rights age dis- 
crimination in Federally-assisted pro- 
grams : hearing held in Washington, 
D.C., September 26-28, 1977., 79- 
1854 


Aged — Legal status, laws, etc. — United 

States. 

Comprehensive older Americans act 
amendments of 1978 : conference re- 
port to accompany H. R. 12255., 79- 
3235 

Aged — Medical care. 

Working with older people : 

practice., 79-2578 


a guide to 
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Aged — Research grants — United States — 
Periodicals. 
Guidelines for preparation of grant appli- 
cations., 79-2482 


Research and development projects in 
aging, Title IV-B of the Older amer- 
icans act, 79-2482 


Aged — United States. 

The nation’s rural elderly : hearing be- 
fore the Special Committee on Aging, 
United States Senate, Ninety-fourth 
Congress, second session ..., 79-3024 


Oversight on the Age discrimination act 
of 1975 and extension of the Older 
Americans act of 1965 : hearings be- 
fore the Subcommittee on Select Edu- 
cation of the Committee on Education 
and Labor, House of Representatives, 
Ninety-fifth Congress, second session 
ey 79-3057 


Aged — United States — Economic 
conditions. 

A senior forum : hearing before the Sub- 
committee on Human Services of the 
Select Committee on Aging, House of 
Representatives, Ninety-fifth Congress, 
second session, May 20, 1978, 
Appleton, Wis., 79-3026 


Aged — United States — Social conditions. 

A senior forum : hearing before the Sub- 
committee on Human Services of the 
Select Committee on Aging, House of 
Representatives, Ninety-fifth Congress, 
second session, May 20, 1978, 
Appleton, Wis., 79-3026 


Aged — United States — Statistics — 
Sources. 
Guide to census data on the elderly., 
79-1805 


Aging — Research. 


National Institute on Aging., 79-2527 


Agricultural assistance, American — Sahel. 
The Sahel developmemt program 
progress and constraints : report to the 
Congress /, 79-2436 


Agricultural credit — United States. 
Improved fund availability at rural banks 
: report and study papers /, 79-2394 


Agricultural extension work — United 

States. 

An act to provide for an expanded and 
comprehensive extension program for 
forest and _ rangeland renewable 
resources., 79-3321 


Agricultural laws and legislation — United 

States. 

Agricultural trade act of 1978 : con- 
ference report to accompany S. 3447., 
79-3291, 79-3419 

Consumer and agricultural protection act 
of 1978 : hearings before the Subcom- 
mittee on Agricultural Production, 
Marketing, and Stabilization of Prices 
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of the Committee on Agriculture, 
Nutrition, and Forestry, United States 
Senate, Ninety-fifth Congress, second 
session, S. 2626 ... May 22, 23, and 
24, 1978., 79-3029 


Agricultural wastes. 

Anaerobic fermentation of agricultural 
residue potential for improvement 
and implementation : final report., 
79-2257 


Anaerobic fermentation of agricultural 
residues : potential for improvement 
and implementation., 79-2193 


An evaluation of the use of agricultural 
residues as an energy feedstock : a ten 
site survey /, 79-2299 


Agriculture — Russia — Periodicals. 
Translations on USSR agriculture., 79- 
2961 


Agriculture — United States. 

Current agricultural situation : hearings 
before the Committee on Agriculture, 
House of Representatives, Ninety-fifth 
Congress, second session ..., 79-3027 


Ahearne, John Francis. 

Nomination of John F. Ahearne : hearing 
before the Committee on _ Public 
Works, United States Senate, Ninety- 
fifth Congress, second session, on the 
nomination of John F. Ahearne to be a 
Member of the Nuclear Regulatory 
Commission, June 13, 1978., 79- 
3114 


Air — Pollution. 
Emission reduction on two _ industrial 
boilers with major combustion modifi- 
cations /, 79-2387 


Human health damages from mobile 
source air pollution /, 79-2369 


Source assessment : acrylic acid manu- 
facture : state of the art /, 79-2341 


Air — Pollution — Handbooks, manuals, etc. 
User’s guide for RAM /, 79-2329 


Air — Pollution — Mathematical models. 
User’s guide for RAM /, 79-2329 


Air — Pollution — Measurement. 
An atmospheric tritium and carbon-14 
monitoring system /, 79-2998 


Air — Pollution — Standards — United 
States. 
National emission standards for 
hazardous air pollutants inspection 
manual for vinyl chloride., 79-2330 


Air — Pollution — Washington, D.C. 
National assessment of the urban particu- 
late problem /, 79-2327 


Air Force Human Resources Laboratory. 
Personnel Research Division — 
Bibliography. 

Annotated bibliography of the Personnel 
Research Division reports (1973-1975) 
l, V-2153 





Air lines — United States — Rates. 

Airline deregulation act of 1978 : con- 
ference report to accompany S. 2493., 
79-3305 

Air pilots. 

Expansion of flight simulator capability 
for study and solution of aircraft 
directional control problems on run- 
ways /, 79-2717 

Air quality — Research — United States. 

Workshops on transportation-air quality 


research needs for state, regional, and 
local government officials /, 79-2889 


Air quality management. 

National assessment of the urban particu- 

late problem /, 79-2327 
Air speed. 

A flight evaluation of a _ trailing 
anemometer for low-speed calibrations 
of airspeed systems on research air- 
craft /, 79-2762 

Air traffic control — Handbooks, manuals, 


etc. 
ATC chief., 


Air-turbines. 

Design study of wind turbines 50kW to 
3000kW for electric utility applica- 
tions., 79-2390 

Airplane sounds. 

Noise prediction technology for CTOL 

aircraft /, 79-2707 


79-2032 


Airplanes. 

Dynamic wind-tunnel tests of an 
aeromechanical gust-alleviation system 
using several different combinations of 
control surfaces /, 79-2705 


Airplanes — Airworthiness — Standards. 
Flight standards service difficulty pro- 
gram., 79-2920 
Airplanes — Cost of operation. 
Life cycle cost of C-130E weapon 
system /, 79-2160 
Airplanes — Equipment and supplies — 
Maintenance and repair. 
Flight standards service difficulty pro- 
gram., 79-2920 


Airplanes — Handling characteristics. 
Pilot evaluation of sailplane handling 
qualities /, 79-2713 
Validation of a flexible aircraft take-off 
and landing analysis (FATOLA) /, 
79-2742 
Airplanes — Inspection — Automation. 
Automatic flight inspection 
(AFIS) operations manual., 


system 
79-2921 


Airplanes — Jet propulsion — Air intakes — 

Noise. 

Aerodynamic and directional acoustic 
performance of a scoop inlet /, 79- 
2743 
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Airplanes — Landing. 

Expansion of flight simulator capability 
for study and solution of aircraft 
directional control problems on run- 
ways /, 79-2717 

Validation of a flexible aircraft take-off 
and landing analysis (FATOLA) /, 
79-2742 


Airplanes — Maintenance and repair. 
Advanced simulator performance specifi- 
cation for an F-111 test station /, 79- 
2147 


Summary report on airway facilities 
maintenance program evaluation con- 
ducted in the Western Region ; August 
12 - 31, 1973., 79-2923 

Airplanes — Motor — Thrust. 

Wind tunnel performance test of coannu- 

lar plug nozzles /, 79-2724 


Airplanes — Noise. 

Aircraft and airport noise reduction 
hearings before the Subcommittee on 
Aviation of the Committee on Com- 
merce, Science, and Transportation, 
United States Senate, Ninety-fifth Con- 
gress, second session, on S. 747 ... S. 
3064 ... H.R. 8729 ..., 79-3054 


Noise prediction technology for CTOL 
aircraft /, 79-2707 


Airplanes — Piloting — Safety measures. 
Density altitude., 79-2908 


Engine operation for pilots., 
79-2907 
79-2915 


How to use the flight planner., 


79-2914 
Flight sense., 
Handle like eggs., 
79-2913 


Safety guide for private aircraft owners., 
79-2910 


Some hard facts about soft landings., 
79-2912 


Time in your tanks., 79-2909 


Weight and balance : an important safety 
consideration for pilots., 79-2911 


Airplanes — Take-off. 

Validation of a flexible aircraft take-off 
and landing analysis (FATOLA) /, 
79-2742 

Airplanes — Testing. 

Light airplane crash tests at three flight- 

path angles /, 79-2771 


Airplanes — Tires. 

Friction characteristics of three 30 x 
11.5-14,5, type VIII, aircraft tires with 
various tread groove patterns and 
rubber compounds /, 79-2753 

Airplanes — Turbojet engines — Testing. 

ALtitude calibration of an F100, S/N 

P680063, turbofan engine /, 79-2778 
Airplanes — Wings. 

Experimental results of winglets on first, 
second, and third generation jet trans- 
ports /, 79-2698 
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Airplanes — Wings, Canard. 
High angle canard missile test in the 
Ames 11-foot transonic wind tunnel /, 
79-2726 


Longitudinal aerodynamic characteristics 
of a fighter model with a close-coupled 
canard at Mach numbers from 0.40 to 
1.20 /, 79-2770 


Airplanes — Wings, Swept-back. 
Flight-measured buffet characteristics of 
a supercritical wing and a conventional 
wing on a variable-sweep airplane /, 
79-2779 


Airplanes, Military — Parts. 
Use of the Military Aircraft Storage and 
Disposition Center could be improved 
: Departments of Defense, Army, Air 
Force, Navy : report /, 79-2448 


Airplanes, Military — Storage. 
Use of the Military Aircraft Storage and 
Disposition Center could be improved 
: Departments of Defense, Army, Air 
Force, Navy : report /, 79-2448 


Airport noise — United States. 

Aircraft and airport noise reduction 
hearings before the Subcommittee on 
Aviation of the Committee on Com- 
merce, Science, and Transportation, 
United States Senate, Ninety-fifth Con- 
gress, second session, on S. 747 ... S. 
3064 ... H.R. 8729 ..., 79-3054 


Airports — Erie, Lake — Design and 
construction. 

Lake Erie International Jetport model 
feasibility investigation : report 17-4 : 
numerical model feasibility study /, 
79-2078 


Airports — Runways. 

Expansion of flight simulator capability 
for study and solution of aircraft 
directional control problems on run- 
ways /, 79-2717 


*Airports — The West — Maintenance and 
repair. 

Summary report on airway facilities 
maintenance program evaluation con- 
ducted in the Western Region ; August 
12 - 31, 1973., 79-2923 


Alabama — Maps — Data processing. 
Digital computer processing of LAND- 


SAT data for North Alabama /, 79- 
2711 


Albert Gallatin House, Pa. 

Providing for the establishment of the 
Friendship Hill National Historic Site 
in the State of Pennsylvania, and for 
other purposes : report to accompany 
H.R. 10984., 79-3149 

Alcohol. 

Bioconversion of plant 

ethanol., 79-2201 


biomass to 
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Alder. 
Utilization and management of alder : 
proceedings of a symposium, held at 
Ocean Shores, Washington, April 25- 
27, 1977 /, 79-1771 
Algae — Handbooks, manuals, etc. 

Algae and water pollution : an illustrated 
manual on the identification, sig- 
nificance, and control of algae in water 
supplies and in polluted water /, 79- 
2328 

Algeria — Description and travel. 

Algeria : post report., 79-2797 

Algorithms. 

Efficiency of unconstrained minimization 
techniques in nonliner analysis /, 79- 
2725 

User’s guide for RAM /, 


Aliens — United States. 

Granting the status of permanent re- 
sidence to certain aliens : report to ac- 
company H.J. Res. 489., 79-3468 

Alkali metal halide crystals. 

Silicon halide-alkali metal flames as a 
source of solar grade silicon., 79- 
2215 

Allen, Russell W 

Russell W. Allen : report to accompany 

H.R. 12555., 79-3241 
Alloys — Analysis — Data processing. 

Numerical analyses for treating diffusion 
in single-, two-, and three-phass binary 
alloy systems /, 79-2704 


79-2329 


Alloys — Fatigue. 
Optimizing crack-growth resistance in 
engineering alloys /, 79-2135 
Aluminum — Corrosion. 


Low toxic corrision inhibitors for alu- 
minum in fresh water /, 79-2790 


Study of corrosion and its control in alu- 
minum solar collectors /, 79-2192 


Alvarado, Irma Victoria Bolarte. 
Irma Victoria Bolarte Alvarado : report 
to accompany H.R. 3613., 79-3444 


Amateur radio stations. 
Report of the WARC Advisory Commit- 
tee for Amateur Radio /, 79-1850 


Americans in foreign countries. 

Improving the administration and opera- 
tion of the Overseas citizens voting 
rights act of 1975, and for other pur- 
poses : report together with additional 
and dissenting views to accompany S. 
703., 79-3228 


Taxation of Americans abroad 
ference report 
9251., 79-3315 


Amputation — Complications and sequelae. 
Relationship between the amputation of 
an extremity and the subsequent 
development of cardiovascular disor- 
ders /, 79-3130 


: con- 
to accompany H.R. 
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Amputees — Mortality. 

Relationship between the amputation of 
an extremity and the subsequent 
development of cardiovascular disor- 
ders /, 79-3130 

Amtrak. 

Amtrak contract to operate Southern 
Crescent : hearing before the Subcom- 
mittee on Transportation and Com- 
merce of the Committee on Interstate 
and Foreign Commerce, House of 
Representatives, Ninety-fifth Congress, 
second session, H. Con. Res. 494, 
March 14, 1978., 79-3094 


Amtrak — Appropriations and expenditures. 
An act to amend the Rail passenger ser- 
vice act to extend the authorizations of 
appropriations for an additional fiscal 
year, to provide for public considera- 
tion and implementation of a rail pas- 
senger service study, and for other 
purposes., 79-3361 
Anatomy, Human — Models. 
Calibration procedures of test dummies 
for side impact testing: /, 79-2931 


Anemometer. 

A flight evaluation of a _ trailing 
anemometer for low-speed calibrations 
of airspeed systems on research air- 
craft /, 79-2762 


Angeles National Forest, Calif. 

Establishing the true location of a por- 
tion of northerly boundary of the An- 
geles National Forest, located in Los 
Angeles County, Calif., on the com- 
mon line between sections 16 and 17, 
township 4 north, range 10 west, San 
Bernardino meridian, establishing the 
center quarter corner of said section 
16 : report to accompany H.R. 11451., 
79-3223 

Animal waste. 

Fuel gas production from animal and 
agricultural residues and biomass., 
79-2194 


Animal waste — Bibliography. 

Livestock and the environment : a 
bibliography with abstracts /, 79- 
2353 


Animal waste — United States. 
Analysis of state laws and regulations im- 


pacting animal waste management /, 
79-2364 


Water quality renovation of animal waste 
lagoons utilizing aquatic plants /, 79- 
2363 

Antenna arrays. 

Design of microstrip disk antenna arrays 

/, 79-2702 
Antennas (Electronics) — Data processing. 

Computer modeling of a log-periodic an- 

tenna /, 79-2314 
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Antennas (Electronics) — Design and 
construction. 
Design of microstrip disk antenna arrays 
/, 79-2702 


Antennas (Electronics) — Mathematical 
models. 
Computer modeling of a log-periodic an- 
tenna/, 79-2314 


Anthony, Susan Brownell, 

Susan B. Anthony dollar coin act of 
1978 : hearing before the Committee 
on Banking, Housing, and Urban Af- 
fairs, United States Senate, Ninety-fifth 
Congress, second session on S. 3036 ... 
July 17, 1978., 79-3045 


The Susan B. Anthony dollar coin act of 
1978 : report of the Committee on 
Banking, Housing, and Urban Affairs, 
United States Senate, to accompany S. 
3036, together with additional views., 
79-3383 


Anti-aircraft artillery. 
Light air defense artillery crewman., 
79-2049 


Apprentices — United States. 

The US Army Air Defense School ap- 
prenticeship program for the trade of 
electro-mechanical technician 
(weapons systems)., 79-2065 


The US Army Air Defense School ap- 
prenticeship program for the trade of 
electronic technician (radar)., 79- 
2064 


The US Army Field Artillery School ap- 
prenticeship program for the trade of 
surveyor (artillery)., 79-2062 


The US Army Intelligence School ap- 
prenticeship program for the trade of 
electronic communication technician., 
79-2066 


The US Army Missile and Munitions 
Center and School apprenticeship pro- 
gram for the trade of electrical-instru- 
ment repairer., 79-2061 


The US Army Signal School apprentice- 
ship program for the trade of control 
room technician (radio and television 
broadcasting)., 79-2068 


The US Army Signal School apprentice- 
ship program for the trade of elec- 
tronic mechanic (radar)., 79-2069 


The US Army Signal School apprentice- 
ship program for the trade of line in- 
staller-repairer., 79-2063 


The US Army Signal School apprentice- 
ship program for the trade of produc- 
tion coordinator (television and radio 
broadcast)., 79-2067 

Aquatic ecology. 

Methods for the assessment and predic- 
tion of mineral mining impacts on 
aquatic communities : a review and 





analysis workshop _ proceedings, 
December 6m7, 1977, Harpers Ferry, 
West Virginia /, 79-2660 
Araujo, Maria Lilia Lopez. 
Lilia Araujo : report to accompany H.R. 
1406., 79-3469 
Architectural design. 
A guide to visual quality in noise barrier 
design /, 79-2896 


Argentina — Description and travel. 
Argentina : post report., 79-2798 


Arkansas Power and Light Company. 
Arkansas Nuclear One, Unit 2., 
2982, 79-2983 


Safety evaluation report by the Office of 
Nuclear Reactor Regulation, U.S. 
Nuclear Regulatory Commission, in 
the matter of Arkansas Power and 
Light Company, Arkansas Nuclear 
One, Unit 2, docket no. 50-368., 79- 
2982, 79-2983 


Armed Forces Research Institute of Medical 

Sciences. 

Research institute of medical sciences : 
agreement between the United States 
of America and Thailand modifying 
and continuing the agreements of 
December 23, 1960 and April | and 
25, 1963 effected by exchange of 
notes signed at Bangkok January 19 
and 28, 1977., 79-2855 


Arriola, Rodolfo N 
Rodolfo N. Arriola 
pany S. 2509., 


Arsenic — Analysis. 

Arsenic determination by the silver 
diethyldithiocarbamate method and the 
elimination of metal ion interferences / 
by Shingara S. Sandhu., 79-2371 


Art objects — Reproduction — Directories. 
Fact sheet : sources of reproductions of 
works by contemporary native Amer- 
ican artists., 79-2632 


Sources of reproductions of works by 
contemporary native American artists., 
79-2632 

Asbestos — Bibliography. 

Asbestos and health an annotated 
bibliography of public and professional 
education materials /, 79-2521 


Asbestos — United States — Bibliography. 
Asbestos : a bibliography /, 79-2334 


Asia, Southeastern — Periodicals. 
Translations on South and East Asia., 
79-2957 


Assignments for benefit of creditors — 

United States. 

Assignment of claims act : report of the 
Committee on Banking, Housing, and 
Urban Affairs, United States Senate ..., 
79-3380 


79- 


: report to accom- 
79-3268 
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Association of British Travel Agents — 
Congresses. 
Evaluation of the ABTA/Miami Beach 
convention., 79-1820 


Astronautics — United States. 

Future space programs : hearings before 
the Committee on Science and 
Technology, U.S. House of Represen- 
tatives, Ninety-fifth Congress, second 
session, January 24, 25, 26, 1978., 
79-3125 

Astronomy — Periodicals. 

Geophysics, astronomy, and space, 

2972 


USSR and Eastern Europe scientific ab- 
stracts., 79-2972 


Atherley, Juana Todd. 
Juana Todd Atherley : report to accom- 
pany H.R. 1931., 79-3425 


Athletes — Legal status, laws, etc. — United 
States. 
Amateur sports act of 1978 report 
together with dissenting views to ac- 
company S. 2727., 79-3236 


79- 


Atmosphere. 
Estimates of the atmospheric transfer 
function at SHF and EHF /, 79-1848 


Atmosphere, Upper — Radiosonde 
observations. 
Stratospheric wind shear computed from 
satellite thermal sounder 
ments /, 79-2122 


Atmospheric circulation — Mathematical 
models. 

Development of a_ three-dimensional 
model of the atmospheric boundary 
layer using the finite element method 
/, 79-2312 


Atmospheric ozone — Measurement. 

An evaluation of electrochemical Con- 
centration Cell (ECC) sonde measure- 
ments of atmospheric ozone /, 79- 
2718 


Atmospheric turbulence — Mathematical 
models. 
Turbulent transport model of wind shear 
in thunderstorm gust fronts and warm 
fronts /, 79-2731 


Atomic energy. 
Nuclear energy resources : 
perspective /, 79-2639 


Atomic energy industries — Safety 
appliances — Catalogs. 
Catalog of physical protection equipment 
/, 79-2980 


Cross reference index for equipment 
catalog and evaluation guide /, 79- 
2978 


Atomic energy industries — Safety 
appliances — Evaluation. 
Guide for the evaluation of physical pro- 
tection equipment /, 79-2979 


measure- 


a geologic 
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Atomic energy industries — United States — 

Security measures. 

A tactical game for use in the develop- 
ment and evaluation of road-transit 
physical protection systems /, 79- 
2991 


Atomic power-plants — Arkansas — 
Russellville — Safety measures. 
Arkansas Nuclear One, Unit 2., 

2982, 79-2983 


Safety evaluation report by the Office of 
Nuclear Reactor Regulation, U.S. 
Nuclear Regulatory Commission, in 
the matter of Arkansas Power and 
Light Company, Arkansas Nuclear 
One, Unit 2, docket no. 50-368., 79- 
2982, 79-2983 


Atomic power-plants — Environmental 
aspects — California — Riverside County. 
Final site environmental statement rela- 

tive to determination of the suitability 
of the proposed site for eventual con- 
struction of Sundesert Nuclear Plant, 
Units | and 2, San Diego Gas and 
Electric Company, docket nos. 50-582 
and 50-583., 79-2987 


Sundesert Nuclear Plant, Units | and 2., 
79-2987 


79- 


Atomic power-plants — Environmental 
aspects — Texas — Newton County. 
Blue Hills Station, Unit nos. | and 2., 

79-2986 


Final site environmental statement : re- 
lated to the determination of the suita- 
bility of site G for eventual construc- 
tion of the Blue Hills Station, Unit nos. 
1 and 2, Gulf States Utilities Company 
docket nos. 50-510 and 50-511., 79- 
2986 


Atomic power-plants — Inspection — United 

States. 

The Nuclear Regulatory Commission 
needs to aggressively monitor and in- 
dependently evaluate nuclear power- 
plant construction : report to the Con- 
gress /, 79-2416 


Atomic power-plants — New York (State) — 
Greene County — Safety measures. 
Greene County Nuclear Power Plant., 

79-2981 


Safety evaluation report by the Office of 
Nuclear Reactor Regulation, U.S. 
Nuclear Regulatory Commission in the 
matter of Power Authority of the State 
of New York, Greene County Nuclear 
Power Plant, docket no. 50-549., 79- 
2981 


Atomic power-plants — Oklahoma — Rogers 
County — Safety measures. 
Black Fox Station, Units | and 2., 
2975 


Safety evaluation report by the Office of 
Nuclear Reactor Regulation, U.S. 


79- 
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Nuclear Regulatory Commission in the 
matter of Public Service Company of 
Oklahoma, et al, Black Fox Station, 
Units 1 and 2, docket nos. STN 50- 
556 and STN 50-557., 79-2975 


Atomic power-plants — Russia. 
Oversight of Soviet nuclear 
development /, 79-3122 


Soviet nuclear energy development., 
79-3122 


Atomic power-plants — United States — 

Design and construction. 

The Nuclear Regulatory Commission 
needs to aggressively monitor and in- 
dependently evaluate nuclear power- 
plant construction : report to the Con- 
gress /, 79-2416 


Atemic power-plants — Washington (State) 
— Skagit County — Safety measures. 
Safety evaluation report by the Office of 

Nuclear Reactor Regulation, U.S. 
Nuclear Regulatory Commission, in 
the matter of Puget Sound Power and 
Light Company, Skagit Nuclear Power 
Project, Units 1 and 2, docket nos. 50- 
522 and 50-523., 79-2984 


Skagit Nuclear Power Project, Units 1 
and 2., 79-2984 
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Automobile driver education — Curricula. 
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Bakers and bakeries — United States. 

Food and Drug Administration’s food 
labeling regulation : its effect on small 
business : a report of the Subcommit- 
tee on Special Small Business 
Problems of the Committee on Small 
Business, House of Representatives, 
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For relief of Batavia Turf Farms, Inc. : 
report to accompany H.R.412556., 
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hydraulic model investigation, final re- 
port /, 79-2085 





Propagation and use of Spartina alter- 
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resilient-pad gas-lubricated thrust bear- 
ing /, 79-2745 
Beefing — Marketing. 
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Bermuda : post report., 79-2802 


benzyl 


Bernoulli shifts. 
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transmitted by overtopping., 79-2093 
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sideration of S. 3309 : report to ac- 
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bustor /, 79-2788 


Cigarette habit. 
Helping smokers quit 
physicans., 79-2520 
Cigarette manufacture and trade — United 
States. 
Eliminating racketeering in the sale of 
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programs., 79-1854 


Hearing before the United States Com- 
mission on Civil Rights age dis- 
crimination in Federally-assisted pro- 
grams : hearing held in Washington, 
D.C., September 26-28, 1977., 79- 
1854 


Civil rights — Washington (State) 
American Indian issues in the State of 
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primer for clerks of court /, 79-2672 


Climatology. 
Coastal zone wind energy : final report /, 
79-2287 


Closure of functions. 
Representation of turbulent shear stress 
by a product of mean velocity dif- 
ferences /, 79-2744 


Clothing trade — United States. 

Determining whether to remove leather 
wearing apparel from the list of arti- 
cles eligible for the generalized system 
of perferences, report to the President 
on investigation no. 332-79(3) under 
section 332 of the Tariff act of 1930., 
79-2882 


Information for use in determining 
whether to remove leather wearing ap- 
parel from the list of articles eligible 
for the generalized system of 
preferences : report to the President 
on investigation no. 332-79(3) under 
section 332 of the Tariff act of 1930., 
79-2882 





Clouds — Remote sensing. 
A basic comparison of lidar and radar 
for remote sensing of clouds /, 79- 
1826 


Coal — Carbonization. 
Clean coke process : process develop- 
ment studies., 79-2236 


Coal — Pipe lines — Law and legislation — 

United States. 

Coal pipeline act of 1978 : hearings be- 
fore the Subcommittee on Surface 
Transportation of the Committee on 
Public Works and _ Transportation, 
House of Representatives, Ninety-fifth 
Congress, second session, on H.R. 
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ethers., 79-2546 

Occupational exposure to 
ethers., 79-2546 

Ethiopia — Description and travel. 

Ethiopia : post report., 79-2811 
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2972 

Scientific affairs, 79-2950 

Translations 
2950 


USSR and Eastern Europe scientific ab- 
stracts., 79-2971, 79-2972 
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European Economic Community. 

European Economic Community restric- 
tions on U.S. exports of certain 
processed fruits and vegetables : report 
to accompany H. Res. 238., 79-3153 
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Evangelista, Maryrose. 

Maryrose and Rosemary Evangelista : re- 
port to accompany H.R. 11405., 79- 
3271 

Evangelista, Rosemary. 

Maryrose and Rosemary Evangelista : re- 
port to accompany H.R. 11405., 79- 
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Export controls — United States. 
CoCom list review proposals of the 
United States., 79-3100 


Computer exports to the Soviet Union : 
hearing before the Subcommittee on 
International Economic Policy and 
Trade of the Committee on Interna- 
tional Relations, House of Representa- 
tives, Ninety-fifth Congress, first ses- 
sion, June 27, 1977., 79-3099 


Export licensing : CoCom list review 
proposals of the United States 
hearings before the Subcommittee on 
International Economic Policy and 
Trade of the Committee on Interna- 
tional Relations, House of Representa- 
tives, Ninety-fifth Congress, second 
session, June 14 and 26, 1978., 79- 
3100 


Proposed export of low-enriched urani- 
um to India : adverse report together 
with dissenting views to accompany H. 
Con. Res. 599., 79-3189 


Export-Import Bank of the United States. 
Export-Import Bank act amendments of 
1978 : hearings before the Subcommit- 
tee on Resource Protection of the 
Committee on Environment and Public 
Works, United States Senate, Ninety- 
fifth Congress, second session, on S. 
3077 ... June 20 and July 11, 1978., 
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Eye — Protection. 
Optical radiation transmission levels 
through transparent welding curtains /, 
79-2554 
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Factory and trade waste — Savannah River. 
The pollution history of the Savannah 
River Estuary /, 79-2990 


Factory and trade waste — United States. 
Autotrophic denitrification using sulphur 
electron donors /, 79-2345 


Land cultivation of industrial wastes and 
municipal solid wastes : state-of-the-art 
study /, 79-2354 

Family size — United States. 

Fertility and contraception in America : 
hearings before the Select Committee 
on Population, Ninety-fifth Congress, 
second session ..., 79-3112 


Farm produce — United States — 
Marketing. 
Agricultural transportation crisis : report 
to accompany S. Res. 515., 79-3372 


Farm produce — United States — Marketing 
— Bibliography. 
List of selected resource materials on 
farmer-to-consumer direct marketing., 
79-1791 
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Farm produce — United States — 
Transportation. 
Agricultural transportation crisis : report 
to accompany S. Res. 515., 79-3372 


Fast Flux Test Facility Program. 
Fast Flux Test Facility, U.S. Departmeni 
of Energy., 79-2985 


Safety evaluation report by the Office of 
Nuclear Reactor Regulation, U.S. 
Nuclear Regulatory Commission, for 
U.S. Department of Energy, Fast Flux 
Test Facility, project no. 448., 79- 
2985 


Fasteners. 
A survey of fastening techniques for 
shipbuilding /, 79-3014 


Federal aid to community development. 

The community development block grant 
program : discretionary grant funds not 
always given to the most promising 
small city programs : report /, 79- 
2407 


Federal aid to community development — 
United States. 
Economic opportunity amendments of 
1978 : conference report to accom- 
pany H.R. 7577., 79-3299 


Federal aid to community health services — 

United States. 

Health services amendments of 1978 : 
hearings before the Subcommittee on 
Health and the Environment of the 
Committee on Interstate and Foreign 
Commerce, House of Representatives, 
Ninety-fifth Congress, second session 
on H.R. 10553 ... February 21, 22, and 
23, 1978., 79-3090 


Federal aid to day nurseries — United 

States. 

Opportunities for HEW to improve the 
administration of day care programs : 
report by the U.S. General Accouting 
Office., 79-2431 


Federal aid to education — United States. 
Basic skills research grants announce- 
ment : summer 1977., 79-2505 


Department of Labor black lung supple- 
mental appropriation : report to ac- 
company H. J. Res. 945., 79-3368 


Education amendments of 1977 
hearings before the Subcommittee on 
Education, Arts, and Humanities of the 
Committee on Human_ Resources, 
United States Senate, Ninety-fifth Con- 
gress, first session, on S. 1753 ..., 79- 
3081 


Education amendments of 1978 : con- 
ference report to accompany H.R. 15., 
79-3289 

The U.S. Office of Education models to 
evaluate E.S.E.A. Title I : experiences 
after one year of use /, 79-2491 
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Winners, all! : 41 outstanding education 
projects that help disadvantaged chil- 
dren /, 79-2494 


Federal aid to education — United States — 
Directories. 
Directory of community education pro- 
jects., 79-2498 


Federal aid to higher education — United 

States. 

Federaly sponsored research at educa- 
tional institutions a need for im- 
proved accountability : report /, 79- 
2454 


Federal aid to libraries — United States. 
Federal programs for libraries : a directo- 
ry /, 79-2493 


Federal aid to medical libraries — United 
States. 
Biomedical research and research train- 
ing amendments of 1978 : report /, 
79-3168 


Federal aid to nursing education — United 
States. 
Nurse training amendments of 1978 
conference report to accompany S. 
2416., 79-3310 


Nurse training amendments of 1978 
hearing before the Subcommittee on 
Health and Scientific Research of the 
Committee on Human_ Resources, 
United States Senate, Ninety-fifth Con- 
gress, second session, on S. 2416 ... 
April 5, 1978., 79-3087 


Nurse training amendments of 1978 : re- 
port /, 79-3166 


Federal aid to public welfare — United 
States. 
Federal assistance and incentive pay- 

ments to States and localities for 
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together with minority views to accom- 

pany H.R. 13335., 79-3205 


Federal aid to research — United States. 
Federaly sponsored research at educa- 
tional institutions a need for im- 
proved accountability : report /, 79- 
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Federal aid to transportation — United 
States. 
Surface transportation assistance act of 
1978 : conference report to accom- 
pany H.R. 11733., 79-3314 


Federal Reserve banks. 
Lending functions of the Federal Reserve 
banks: a history /, 79-2393 


Feed-water pumps. 
Geothermal preheating in _ fossil-fired 
steam power plants /, 79-2197 


Feedlots — Waste disposal — Bibliography. 
Livestock and the environment : a 
bibliography with abstracts /, 79- 
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Feeds. 

Providing for the temporary suspension 
of duty on the importation of 2- 
methyl-4-chlorophenol, and other mat- 
ters : report to accompany H.R. 5551., 
79-3413 

Fermentation. 

Anaerobic fermentation of agricultural 
residue potential for improvement 
and implementation : final report., 
79-2257 

Anaerobic fermentation of agricultural 
residues : potential for improvement 
and implementation., 79-2193 


Fertilizer industry — Statistics. 
World fertilizer market review and out- 
look : [prepared for Agency for Inter- 
national Development /, 79-3021 


Fighter planes. 

Effects of stores on _ longitudinal 
aerodynamic characteristics of a 
fighter at supersonic speeds /, 79- 
2767 


Fiji — Description and travel. 
Fiji : post report., 79-2812 


Fills (Earthwork) 
Chemical and physical effects of mu- 
nicipal landfills on underlying soils and 
groundwater /, 79-2343 


Reclamation of a landfill with digested 
sewage sludge /, 79-2350 


Filter cloth. 
Applying fabric filtration to refuse-fired 
boilers : a pilot-scale investigation /, 
79-2385 


Studies of dust cake formation and struc- 
ture in fabric filtration /, 79-2386 


Filters and filtration. 

Total ozone measurement intercom- 
parison of prototype New Zealand 
filter instrument and Dobson spec- 
trophotometer /, 79-2789 


Finance, Public — New York (City) 

New York City loan guarantees : report 
to accompany H. J. Res. 1088., 79- 
3217 

Financial institutions — United States. 

Financial institutions regulatory act of 
1978 : report together with supplemen- 
tal, additional, and minority views to 
accompany H.R. 13471., 79-3209 


Finite element method. 
Computational flow development for un- 
steady viscous flows : foundation of 
the numerical method /, 79-2728 


Development of a_ three-dimensional 
model of the atmospheric boundary 
layer using the finite element method 
/, 79-2312 

Efficiency of unconstrained minimization 


techniques in nonliner analysis /, 79- 
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Finite element analyses of stresses and 
movements in Birch Dam /, 79-2089 


Fir. 
Defect estimation for white fir in the 
Rogue River National Forest /, 79- 
1753 


Fire control (Gunnery) 
Artillery meteorological analysis of Pro- 
ject PASS /, 79-2124 


Fire detectors. 
Smoke detector design and smoke pro- 
perties /, 79-1813 


Fire prevention. 
Latest ideas on fire safety for homes, 
apartments, and mobile homes., 79- 
2598 


People & fire : latest ideas on fire safety 
for homes, apartments, and mobile 
homes., 79-2598 


Fire prevention — United States. 

Fire prevention and_ control, fire 
authorization hearings before the 
Subcommittee on Science, Research, 
and Technology of the Committee on 
Science and Technology, U.S. House 
of Representatives, Ninety-fifth Con- 
gress, second session, February 2, 7, 
1978., 79-3126 


Firearms — Laws and regulations. 
Gun control act of 1968, Public Law 90- 
618, 90th Congress, H.R. 17735, Oct. 
22, 1968., 79-2880 


Fireproofing agents — United States. 
Payment of losses incurred as a result of 
the ban on the use of the chemical 
Tris : report together with dissenting 
views to accompany S. 1503., 79- 
3284 


Fish populations — Tennessee — Cherokee 
Reservoir. 
Fish inventory data : 
voir, 1975., 79-3022 


Fishers — Erie, Lake — Geographical 
distribution. 

Larval fish distributions in southwestern 
Lake Erie near the Monroe Power 
Plant / by Richard Allen Cole., 79- 
2336 


Fishery law and legislation — Canada. 

An act to amend the Fishery conserva- 
tion zone transition act in order to give 
effect to the Reciprocal Fisheries 
Agreement for 1978 between the 
United States and Canada., 79-3323 


Fishery law and legislation — United States. 
An act to amend the Fishery conserva- 
tion zone transition act in order to give 
effect to the Reciprocal Fisheries 
Agreement for 1978 between the 
United States and Canada., 79-3323 


An act to authorize appropriations to 
carry out the Fishery conservation and 


Cherokee Reser- 


Do not order from index; see indicated entry 





management act of 1976 during fiscal 
year 1979, to provide for the regula- 
tion of foreign fish processing vessels 
in the fishery conservation zone, and 
for other purposes., 79-3329 

Fish and wildlife improvement act of 
1978 : conference report to accom- 
pany H.R. 2329., 79-3281, 79-3399 


Fishery policy — United States. 

An act to authorize appropriations to 
carry out the Fishery conservation and 
management act of 1976 during fiscal 
year 1979, to provide for the regula- 
tion of foreign fish processing vessels 
in the fishery conservation zone, and 
for other purposes., 79-3329 


Fishery resources — Great Lakes region. 

Indian fishing rights : hearing before the 
Subcommittee on Fisheries and Wil- 
dlife Conservation and the Environ- 
ment of the Committee on Merchant 
Marine and Fisheries, House of 
Representatives, Ninety-fifth Congress, 
second session ... January 13, 1978., 
79-3109 


Fishes — Superior, Lake — Geographical 
distribution. 
Influence of turbidity on fish abundance 
in western Lake Superior /, 79-2335 


Fishes, Effect of water pollution on. 
Impingement and entrainment of fishes 
at the Savannah River plant : an 
NPDES 316b demonstration /, 79- 
2234 


Fishes, Effect of water pollution on — 
Tennessee — Cherokee Reservoir. 
Fish inventory data : Cherokee Reser- 
voir, 1975., 79-3022 
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Balancing techniques for high-speed flex- 
ible rotors /, 79-2720 
Flight simulators. 
Area of interest/field-of-view 
using ASPT /, 79-2163 


Flood control — Colorado — Grand 
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Colorado River and tributaries, 
Junction, Colorado., 79-2096 


Flood hazard information 
River and tributaries : 
Colorado., 79-2096 


Flood control — Colorado River. 
Colorado River and tributaries, Grand 
Junction, Colorado., 79-2096 


Flood hazard information 
River and tributaries : 
Colorado., 79-2096 


Flood control — Environmental aspects — 
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Final supplemental environmental state- 
ment : Tyrone, flood protection pro- 
ject, Pennsylvania route 453 relocation 
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and improvement Little Juniata River 
and Bald Eagle Creek, Blair County, 
Pennsylvania., 79-2110 


Flood control — Louisiana — Old River. 
Old River existing low-sill control struc- 
ture, Louisiana : hydraulic model in- 
vestigation : final report /, 79-2081 


Floodplains — Colorado — Pueblo. 
Flood plain information Salt Creek, 
vicinity of Pueblo, Colorado., 79- 
2097 


Salt Creek, vicinity of Pueblo, Colorado., 
79-2097 


Floodplains — San Lorenzo River. 

Flood plain information : San Lorenzo 
River, Boulder Creek, Felton, Santa 
Cruz County, California., 79-2098 

San Lorenzo River, Boulder Creek, Fel- 
ton, Santa Cruz County, California., 
79-2098 

Floodplains — Tennessee — Bartlett. 

Flood plain information Harrington 
Creek and tributaries ; vicinity of Bart- 
lett, Tennessee., 79-2095 


Harrington Creek and tributaries, vicinity 
of Bartlett, Tennessee., 79-2095 


Floods — California — Sacramento Valley. 
Flood hydrology of Butte Basin 1973 and 
1974 water years Sacramento Valley, 
California : a progress report /, 79- 
2643 


Floods — Colorado — Pueblo. 
Flood plain information 
vicinity of Pueblo, 
2097 


Salt Creek, vicinity of Pueblo, Colorado., 
79-2097 


Floods — Colorado — South Platte River 
watershed. 
South Platte River, volume II, Morgan 
County - Washington County, 
Colorado., 79-2099 


Salt Creek, 
Colorado., 79- 


Special flood hazard information report : 
South Platte River, volume II, Morgan 
County - Washington County, 
Colorado., 79-2099 

Flow of funds — United States — 

Accounting. 

Flow of funds accounts, 1946-1975 : an- 
nual total flows & year-end assets and 
liabilities., 79-2392 

Flue gases. 

Lime-limestone scrubbing sludge charac- 
terization : Shawnee Test Facility /, 
79-2377 

Flue gases — Desulphurization. 

Effective control of secondary water pol- 
lution from flue gas desulfurization 
systems /, 79-2374 

Fluidized-bed combustion versus flue gas 
desulfurization., 79-2378 


Page I-418 





Subject Index 


Utility boiler design/cost comparison 
fluidized-bed combustion versus flue 
gas desulfurization /, 79-2378 


Fluid dynamic measurements. 
Simulation of turbulent wall pressure / 
Robert L. Ash., 79-2712 


Fluid dynamics. 

Seacon II strumming predictions ; R.A. 
Skop, O. M. Griffin, S. E. Ramberg., 
79-2143 

Fluidization. 

Alternatives to calcium-based SO, sor- 
bents for fluidized-bed combustion 
conceptual evaluation /, 79-2381 


Expanded bed biological treatment /, 
79-2349 


Fluidized-bed combustion versus flue gas 
desulfurization., 79-2378 


Utility boiler design/cost comparison 
fluidized-bed combustion versus flue 
gas desulfurization /, 79-2378 


Fluidization — Congresses. 
Proceedings of the Fuel Switching 
Forum, June 6-7, 1977, Pittsburgh, 
Pennsylvania /, 79-2169 


Fluidized-bed furnaces. 
Alternatives to calcium-based SO, sor- 
bents for fluidized-bed combustion 
conceptual evaluation /, 79-2381 


Disposal of solid residue from fluidized- 
bed combustion engineering and 
laboratory studies /, 79-2382 


Erosion/corrosion of turbine airfoil 
materials in the high-velocity effluent 
of a pressurized fluidized coal com- 
bustor /, 79-2788 


Evaluation of a pressurized-fluidized bed 
combustion (PFBC) combined cycle 
power plant conceptual design., 79- 
2249 


Fluorescence spectroscopy. 

Measurement of reactor tube cladding 
thickness by X-ray fluorescence spec- 
trometry /, 79-2230 

Flutter (Aerodynamics) 

An experimental and analytical investiga- 
tion of proprotor whirl flutter /, 79- 
2748 

Foamed materials. 

Evaluation of a low-density polyimide 
foam in a dynamic high-temperature 
environment /, 79-2749 

Fog. 

Atmospheric waterdrop size distribution 
at Capistrano Test Site (CTS) from 16 
April through 11 May 1974 /, 79- 
2117 

Food — Caloric content. 

The Effects of caloric density of the food 
on running endurance and general 
condition of rats and _ hamsters 
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Storage study of individual servings of 
subsistence at various temperatures /, 
79-2111 


Food — Storage. 
Storage study of individual servings of 
subsistence at various temperatures /, 
79-2111 


Food — Transportation. 


Efficient use of modularization in trans- 
portation systems /, 79-2113 


Food, Irradiated. 

Effect of salt, phosphates and other cur- 
ing ingredients on _ water-holding 
capacity of lean pork meat and the 
quality of radappertized ham /, 79- 
2115 


Food handling. 
Keeping food safe to eat : 
homemakers /, 79-1743 


Food industry and trade — United States. 
European Economic Community restric- 
tions on U.S. exports of certain 
processed fruits and vegetables : report 
to accompany H. Res. 238., 79-3153 


restricted 
libitum/, 


intake or fed ad 


a guide to 


Food prices. 
What causes food prices to rise? : 
can be done about it? : 
Congress /, 79-2410 


Food relief — Law and legislation — United 

States. 

An act to amend the Foreign assistance 
act of 1961 to authorize development 
and economic assistance programs for 
fiscal year 1979, to make certain 
changes in the authorities of the act 
and the Agricultural trade develop- 
ment and assistance act of 1954, to 
improve coordination and administra- 
tion of United States development-re- 
lated policies and programs, and for 
other purposes., 79-3362 


Food relief, American — Philippines. 

Agricultural commodities : transfer under 
Title I agreement between the 
United States of America and the 
Philippines signed at Manila January 4 
and 7, 1977 and amending agreement 
signed at Manila May 25 and June 6, 
1977., 79-2857 


Food service. 


Food buying guide for child care centers 
/, 79-1795 


Food stamp program — Law and legislation 
— United States. 
An act to amend the pilot project work- 
fare provisions of the Food stamp act 
of 1977., 79-3352 


Foreign trade regulation — United States. 
CoCom list review proposals of the 
United States., 79-3100 
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European Economic Community restric- 
tions on U.S. exports of certain 
processed fruits and vegetables : report 
to accompany H. Res. 238., 79-3153 


Export licensing : CoCom list review 
proposals of the United States 
hearings before the Subcommittee on 
International Economic Policy and 
Trade of the Committee on Interna- 
tional Relations, House of Representa- 
tives, Ninety-fifth Congress, second 
session, June 14 and 26, 1978., 79- 
3100 


Report covering the six months ended 
December 31, 1977, on reviews and 
hearings arising from complaints of un- 
fair trade practices by foreign govern- 
ments pursuant to section 301(d) (2) 
of the Trade act of 1974 /, 79-3136 


Foreign trade regulation — United States — 
Periodicals. 
Annual report of the President of the 
United States on the trade agreements 
program., 79-2792 


Forest fires — Pennsylvania. 


Forest fires in Pennsylvania /, 79-1747 


Forest management — Canada — British 

Columbia. 

Utilization and management of alder : 
proceedings of a symposium, held at 
Ocean Shores, Washington, April 25- 
27,1977 /, 79-1771 


Forest management — Northwest, Pacific. 
Utilization and management of alder : 
proceedings of a symposium, held at 
Ocean Shores, Washington, April 25- 
27,1977 /, 79-1771 


Forest reproduction — Colorado. 
Effects of cattle grazing on ponderosa 
pine regeneration in central Colorado 
/, 79-1754 


Forest reproduction — Oregon. 
Origin and development of vegetation 
after spraying and burning in a coastal 
Oregon clearcut /, 79-1762 


Forest reserves — Illinois. 
Availability of forest and associated land 
resources in Illinois /, 79-1756 


Forest surveys — California. 
Forest area and timber resources of the 
San Joaquin area, California /, 79- 
1766 


Forestry law and legislation — United 

States. 

An act to authorize the Secretary of 
Agriculture to provide cooperative 
forestry assistance to States and others, 
and for other purposes., 79-3322 


Forests and forestry — Environmental 
aspects — Oregon. 
Burnt Powder Planning Unit., 
79-1779 


79-1778, 





January 1979 


Draft environmental statement : Burnt 
Powder Planning Unit : a land manage- 
ment plan., 79-1778, 79-1779 


Final environmental statement : Silvies- 
Malheur Planning Unit Malheur- 
Ochoco National Forest, Region 6., 
79-1775 


Klamath Basin working circle : final en- 
vironmental statement : Winema and 
Fremont National Forests timber 
resource plan., 79-1776 


Silvies-Malheur Planning Unit., 
79-1776 
Forests and forestry, Cooperative — United 

States. 

An act to authorize the Secretary of 
Agriculture to provide cooperative 
forestry assistance to States and others, 
and for other purposes., 79-3322 


79-1775 


Timber resource plan., 


Foster, Meeja Sa. 
Meeja Sa Foster : report to accompany 
H.R. 3217., 79-3443 


Fracture mechanics. 
Preliminary investigation of crack arrest 
in composite lamninates containing 
buffer strips /, 79-2729 


A study of ship hull 
systems /, 79-3016 


France — Description and travel. 
France : post report., 79-2813 


Freedom of information — United States. 
An act to amend chapter 21 of title 44, 
United States Code, to include new 
provisions relating to the acceptance 
and use of records transferred to the 
custody of the Administrator of 
General Services., 79-3359 


Freedom of information act requests for 
business data and_ reverse-FOIA 
lawsuits twenty-fifth report /, 79- 
3208 


Freight and freightage — United States. 

Oversight of freight rate competition in 
the motor carrier industry : hearings 
before the Subcommittee on Antitrust 
and Monopoly of the Committee on 
the Judiciary, United States Senate, 
Ninety-fifth Congress, first and second 
sessions ..., 79-3106 


Fremont National Forest, Or. 

Klamath Basin working circle : final en- 
vironmental statement : Winema and 
Fremont National Forests timber 
resource plan., 79-1776 


79-1776 


Frequencies of oscillating systems. 
Experimental studies of effects of tilt and 
structural asymmerty on_ vibration 
characteristics of thin-wall circular 
cylinders partly filled with liquid /, 
79-2696 


crack arrester 


Timber resource plan., 


Do not order from index; see indicated entry 





Friction. 

Roie of alloying elements in adhesive 
transfer and friction of copper-base al- 
loys /, 79-2784 

Fuel, Colloidal — Congresses. 

Proceedings of the Fuel Switching 
Forum, June 6-7, 1977, Pittsburgh, 
Pennsylvania /, 79-2169 

Fundamental education — Research grants 

— United States. 

Basic skills research grants announce- 
ment : summer 1977., 79-2505 
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Gabon — Description and travel. 
Gabon : post report., 79-2814 
Galindo, Lily Lirio. 
Lily Lirio Galindo : report to accompany 
H.R. 6664., 79-3451 
Gallizio, Elisabetta Basso. 
Elisabetta Basso Gallizio 
company H.R. 4530., 


: report to ac- 
79-3446 


Gambia — Description and travel. 


Gambia : post report., 79-2815 


Gambling — United States. 
Gambling in major 
American cities : executive summary /, 
79-2670 


law enforcement 


Gas, Natural — Law and legislation — 
United States. 
Natural gas : conference report to ac- 
company H.R. 5289., 79-3288 


Gas, Natural — United States — Pipe lines. 
National gas flow patterns, 1975 : geo- 
graphic flow patterns & intercompany 


relationships : a staff report., 79-2391 
Gas companies — United States — Job 
descriptions. 
Career opportunities in the 


power and gas utilities industries., 79- 
2685 


electric 


Opportunities in the electric power and 
gas utilities industries., 79-2685 


Gas cooled reactors. 
High velocity continuous-flow reactor for 
the production of solar grade silicon., 
79-2225 


Metallurgical examination of primary cir- 
cuit components from the Peach Bot- 
tom HTGR /, 79-2252 

Gas distribtuion — Gas-pipes. 

National gas flow patterns, 1975 : geo- 
graphic flow patterns & intercompany 
relationships : a staff report., 79-2391 

Gas flow — Tables, etc. 

National gas flow patterns, 1975 : geo- 
graphic flow patterns & intercompany 
relationships : a staff report., 79-2391 
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Gas-lubricated bearings. 

Experimental evaluation of foil-supported 
resilient-pad gas-lubricated thrust bear- 
ing /, 79-2745 

Gas-turbine power-plants. 

Second interim report : diagnostics as- 
sessment for advanced power systems 
/, 79-2292 

Gas-turbi nes. 

Cold-air performance of a_ 12.766-cen- 
timeter-tip aixial-flow cooled turbine /, 
79-2746 

Gas-turbines — Combustion. 

Reverse-flow combustor for small gas 
turbines with pressure-atomizing fuel 
injectors /, 79-2786 

Gas wells. 


LLL gas 
2309 


stimulation program /, 79- 


Gases — Thermal properties. 
Burner design criteria NOX control from 
low-BTU gas combustion /, 79-2373 


Gases, Asphyxiating and poisonous. 

Trace element study at a primary copper 
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Pascua Yaqui Indians, Ariz., extension of 
Federal benefits : [an act to provide 
for the extension of certain Federal 
benefits, services, and assistance to the 
Pascua Yaqui Indians of Arizona, and 
for other purposes]., 79-3337 


Indians of North America — Art — 
Directories. 
Fact sheet : sources of reproductions of 
works by contemporary native Amer- 
ican artists., 79-2632 


Sources of reproductions of works by 
contemporary native American artists., 
79-2632 

Indians of North America — Children. 

Special needs of handicapped Indian 
children and Indian women’s 
problems., 79-2645 


Indians of North America — Children — 

Legal status, laws, etc. 

Establishing standards for the placement 
of Indian children in foster or adoptive 
homes, to prevent the breakup of Indi- 
an families, and for other purposes : 
report together with dissenting views 
to accompany H.R. 12533., 79-3211 


Indians of North America — Education — 

Law and legislation. 

Tribally controlled community college 
act : hearings before the Subcommittee 
on Postsecondary Education of the 
Committee on Education and Labor, 
House of Representatives, Ninety-fifth 
Congress, second session, on H.R. 
9158 ... May 18, and June 14, 1978., 
79-3063 


Indians of North America — Government 
relations. 

Indian fishing rights : hearing before the 
Subcommittee on Fisheries and Wil- 
dlife Conservation and the Environ- 
ment of the Committee on Merchant 
Marine and Fisheries, House of 
Representatives, Ninety-fifth Congress, 
second session ... January 13, 1978., 
79-3109 


Indians of North America — Great Lakes 
region —— Fishing. 

Indian fishing rights : hearing before the 
Subcommittee on Fisheries and Wil- 
dlife Conservation and the Environ- 
ment of the Committee on Merchant 
Marine and Fisheries, House of 
Representatives, Ninety-fifth Congress, 
second session ... January 13, 1978., 
79-3109 


Indians of North America — Legal status, 
laws, etc. 
Commending the American Indians par- 
ticipating in the longest walk : report 
to accompany S. Res. 502., 79-3374 





Providing for the distribution of certain 
judgement funds awarded by the Indi- 
an Claims Commission to the Con- 
federated Tribes and Bands of the 
Yakima Indian Nation : report to ac- 
company H.R. 10581., 79-3187 

Indians of North America — New Mexico — 

Land tenure. 

Declaring that the United States holds in 
trust for the Pueblo of Santa Ana cer- 
tain public domain lands : report to ac- 
company H.R. 3924., 79-3172 


Declaring that the United States holds in 
trust for the Pueblo of Zia certain 
public domain lands : report to accom- 
pany H.R. 10240., 79-3173 

Indians of North America — New Mexico — 

Land transfers. 

Declaring that the United States holds in 
trust for the Pueblo of Santa Ana cer- 
tain public domain lands : report to ac- 
company H.R. 3924., 79-3172 


Declaring that the United States holds in 
trust for the Pueblo of Zia certain 
public domain lands : report to accom- 
pany H.R. 10240., 79-3173 


Indians of North America — Rhode Island 

— Legal status, laws, etc. 

An act to settle Indian land claims within 
the State of Rhode Island and 
Providence Plantations, and for other 
purposes., 79-3348 


Indians of North America — Washington — 

Legal status, laws, etc. 

Providing for the disposition of funds ap- 
propriated to pay a judgement in favor 
of the Cowlitz Tribe of Indians in Indi- 
an Claims Commission docket num- 
bered 218, and for other purposes : re- 
port to accompany H. R. 5523., 79- 
3222 


Indians of North America — Washington 
(State) — Civil rights. 
American Indian issues in the State of 
Washington, hearing., 79-1853 


Hearing before the United States Com- 
mission on Civil Rights : American In- 
dian issues in the State of Washington 
: hearing held in Seattle, Washington, 
October 19-20, 1977., 79-1853 


Indians of North America — Women. 
Special needs of handicapped 
children and Indian 
problems., 79-2645 


Induction heating. 
Natural convection heat transfer in beds 
of inductively heated particles /, 79- 
2999 


Industrial equipment — Abstracts — 
Periodicals. 
Engineering and equipment, 


Indian 
women’s 


79-2971 


USSR and Eastern Europe scientific ab- 
Stracts., 79-2971 
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Industrial hygiene. 
Development of a prototype service-life 
indicator for organic vapor respirators 
/, 79-2557 
Industrial hygiene — Standards — United 
States. 
Criteria for a recommended standard, 
occupational exposure to _ benzyl 
chloride., 79-2545 


Criteria for a recommended standard, 
occupational exposure to glycidyl 
ethers., 79-2546 


Criteria for a recommended standard, 
occupational exposure to hydrazines., 
79-2547 


Criteria for a recommended standard, 
occupational exposure to inorganic 
lead., 79-2548 


Criteria for a recommended standard, 
occupational exposure to ketones., 
79-2549 


Criteria for a recommended standard, 
occupational exposure to nitroglycerin 
and ethylene glycol dinitrate., 79- 
2550 


Criteria for a recommended standard, 
occupational exposure to o-tolidine., 
79-2551 


Occupational 
chloride., 


exposure to 
79-2545 


Occupational exposure to 
ethers., 79-2546 


Occupational exposure to hydrazines., 
79-2547 


Occupational exposure to ketones., 79- 
2549 


benzyl 


glycidyl 


Occupational exposure to nitroglycerin 
and ethylene glycol dinitrate., 79- 
2550 


Occupational exposure to o-tolidine., 
79-2551 


Occuptional exposure to inorganic lead : 
revised criteria, 1978., 79-2548 


Industrial hygiene — Study and teaching — 
United States. 


Catalogue of courses., 79-2542 


NIOSH Division of Training & Man- 
power Development /, 79-2542 


Industrial productivity — United States. 
Improving productivity in the courts : a 
primer for clerks of court /, 79-2672 


Industrial productivity — United States — 

Handbook, manuals, etc. 

Improving productivity : a self-audit and 
guide for Federal executives and 
managers., 79-3011 

Industrial productivity — United States — 

Periodicals. 

Annual report of the National Center for 
Productivity and Quality of Working 
Life., 79-3006 
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Productivity in the changing world of the 
1980's: the final report of the National 
Center for Productivity and Quality of 
Working Life, 79-3006 

Industrial productivity centers — United 

States — Directories. 

Directory of productivity and quality of 
working life centers., 79-3012 


Industrial relations — United States. 
Recent initiatives in labor-management 
cooperation., 79-3007 


Starting a labor-management committee 
in your organization : some pointers 
for action., 79-3008 


A summary of the role of third parties in 
labor-management cooperative en- 
deavors., 79-3009 


Industrial research — United States. 
Government involvement in the innova- 
tion process : a contractor's report to 


the Office of Technology Assessment., 
79-3019 


Industrial safety — Study and teaching — 
United States. 


Catalogue of courses., 79-2542 


NIOSH Division of Training & Man- 
power Development /, 79-2542 


Industrial safety — United States. 
National occupational hazard survey., 
79-2544 


Industry and state — Europe, Eastern — 
Periodicals. 
Economic and 

2946, 


industrial 
79-2947 


affairs, 79- 


Translations on Eastern Europe., 79- 
2946, 79-2947 


Infant formulas. 

Marketing and promotion of infant for- 
mula in the developing nations, 1978 : 
hearing before the Subcommittee on 
Health and Scientific Research of the 
Committee on Human _ Resources, 
United States Senate, Ninety-fifth Con- 
gress,second session ... May 23, 1978., 
79-3084 


Infants — Nutrition. 

Marketing and promotion of infant for- 
mula in the developing nations, 1978 : 
hearing before the Subcommittee on 
Health and Scientific Research of the 
Committee on Human _ Resources, 
United States Senate, Ninety-fifth Con- 
gress,second session ... May 23, 1978., 
79-3084 

Inflammable te xtiles. 

Statistical studies on fire incidents involv- 

ing textiles / Henry Tovey., 79-1845 


Information net works. 
Information flow for military construc- 
tion /, 79-2102 
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Information services — Use studies. 
Data, information, decisions : the Indi- 
anapolis experience., 79-1804 
Injectors. 
Combustion of hydrogen in a two-dimen- 


sional duct with step fuel injectors /, 
79-2766 


Reverse-flow combustor for small gas 
turbines with pressure-atomizing fuel 
injectors /, 79-2786 

Insects — Chile. 

Neotropical Microlepidoptera, XXI : new 
genera and species of Oecophoridae 
from Chile /, 79-2876 


Insects — Classification. 
Neotropical Microlepidoptera, XXI : new 
genera and species of Oecophoridae 
from Chile /, 79-2876 


Instrument landing systems. 
3D/4D area navigation system design, 
development, and implementation /, 
79-2922 


Insulation (Heat) 
Evaluation of a low-density polyimide 
foam in a dynamic high-temperature 
environment /, 79-2749 


Thermal performace of gaseous-helium- 
purged tank-mounted mulitlayer insu- 
lation system during ground-hold and 
space-hold thermal cycling and expo- 
sure to water vapor /, 79-2759 


Insurance, Disability — United States. 
Department of Labor black lung supple- 
mental appropriation : report to ac- 
company H. J. Res. 945., 79-3142 


Joint resolution making an urgent ap- 
propriation for the black lung program 
of the Department of Labor, and for 
other purposes, for the fiscal year end- 
ing September 30, 1978., 79-3326 


A plan for improving the disability deter- 
mination process by bringing it under 
complete Federal management should 
be developed : report /, 79-2434 


Insurance, Flood — Arizona — Bisbee. 
City of Bisbee, Arizona, Cochise Coun- 
ty., 79-2599 


Flood insurance study : city of Bisbee, 
Arizona, Cochise County., 79-2599 


Insuraace, Flood — California — Merced 
County. 
Flood insurance study : Merced County, 
California, unincorporated areas., 79- 
2616 


Merced County, California, 
porated areas., 79-2616 


Insurance, Flood — California — Mill 
Valley. 
City of Mill Valley, California, Marin 
County., 79-2617 


unincor- 
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Flood insurance study : city of Mill Val- 
ley, California, Marin County., 79- 
2617 

Insurance, Flood — California — Redlands. 

City of Redlands, San Bernardino Coun- 

ty, California., 79-2622 


Flood insurance study : city of Redlands, 
San Bernardino County, California., 
79-2622 

Insurance, Flood — California — Stockton. 

City of Stockton, California, San Joaquin 

County., 79-2625 


Flood insurance study : city of Stockton, 
California, San Joaquin County., 79- 
2625 

Insurance, Flood — Colorado — Archuleta 

County. 

Flood insurance study : town of Pagosa 
Springs and unincorporated areas of 
Archuleta County, Colorado., 79- 
2620 


Town of Pagosa Springs and unincor- 
porated areas of Archuleta County, 
Colorado., 79-2620 


Insurance, Flood — Connecticut — New 
London County. 
Flood insurance study : town of Lymne, 
Connecticut, New London County., 
79-2614 


Town of Lyme, Connecticut, New Lon- 
don County., 79-2614 


Insurance, Flood — Connecticut — Windsor 
Locks. 
Flood insurance study : town of Windsor 
Locks, Connecticut, Hartford County., 
79-2631 


Town of Windsor Locks, Connecticut, 
Hartford County., 79-2631 


Insurance, Flood — Kansas — Bonner 
Springs. 
City of Bonner Springs, Kansas, Wyan- 
dotte County., 79-2600 


Flood insurance study : city of Bonner 
Springs, Kansas, Wyandotte County., 
79-2600 


Insurance, Flood — Kansas — Chanute. 
City of Chanute, Kansas, Neosho Coun- 
ty., 79-2602 


Flood insurance study : city of Chanute, 
Kansas, Neosho County., 79-2602 


Insurance, Flood — Kansas — Nickerson. 
City of Nickerson, Kansas, Reno Coun- 
ty., 79-2619 


Flood insurance study : city of Nicker- 
son, Kansas, Reno County., 79-2619 


Insurance, Flood — Kentucky — 
Catlettsburg. 
City of Catlettsburg, 
County., 79-2601 


Kentucky, Boyd 
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Flood insurance study : city of Catlett- 
sburg, Kentucky, Boyd County., 79- 
2601 


Insurance, Flood — Mississippi — Grenada 
County. 
Flood insurance study : Grenada County, 
Mississippi, unincorporated areas., 
79-2610 


Grenada County, Mississippi, unincor- 
porated areas., 79-2610 


Insurance, Flood — Mississippi — Indianola. 
City of Indianola, Mississippi, Sunflower 
County., 79-2613 


Flood insurance study : city of Indianola, 
Mississippi, Sunflower County., 79- 
2613 


Insurance, Flood — Missouri — 
Fredericktown. 
City of Fredericktown, Missouri, Madis- 
on County., 79-2607 


Flood insurance study : city of Frede- 
ricktown, Missouri, Madison County., 
79-2607 


Insurance, Flood — Missouri — Greenwood. 
City of Greenwood, Missouri, Jackson 
County., 79-2609 


Flood insurance study : city of Green- 
wood, Missouri, Jackson County., 79- 
2609 


Insurance, Flood — Missouri — Sugar 
Creek. 
City of Sugar Creek, Missouri, Jackson 
County., 79-2626 


Flood insurance study : city of Sugar 
Creek, Missouri, Jackson County., 
79-2626 


Insurance, Flood — New Hampshire — 
Hudson. 
Flood insurance study : town of Hudson, 
New Hampshire, Hillsborough County., 
79-2612 


Town of Hudson, New Hampshire, Hill- 
sborough County., 79-2612 


Insurance, Flood — New York (State) — 
Dryden. 
Flood insurance study village of 
Dryden, New York, Tompkins Coun- 
ty., 79-2604 
Village of Dryden, New York, Tompkins 
County., 79-2604 


Insurance, Flood — New York (State) — 
Onondaga County. 
Flood insurance study : town of Pompey, 
New York, Onondaga County., 79- 
2621 


Town of Pompey, New York, Onondaga 
County., 79-2621 


Insurance, Flood — North Carolina — 
Durham. 
City of Durham, North Carolina, Dur- 
ham County., 79-2605 





Flood insurance study : city of Durham, 
North Carolina, Durham County., 79- 
2605 


Insurance, Flood — North Carolina — Wake 
County. 
Flood insurance study : Wake County, 
North Carolina, unincorporated areas., 
79-2629 


Wake County, North Carolina, unincor- 
porated areas., 79-2629 


Insurance, Flood — Pennsylvania — Beaver 
County. 
Flood insurance study : township of Har- 
mony, Pennsylvania, Beaver County., 
79-2611 


Township of Harmony, Pennsylvania, 
Beaver County., 79-2611 


Insurance, Flood — Pennsylvania — 
McKeesport. 
City of McKeesport, Pennsylvania, Al- 
legheny County., 79-2615 


Flood insurance study city of 
McKeesport, Pennsylvania, Allegheny 
County., 79-2615 


Insurance, Flood — Pennsylvania — 
Montgomery County. 
Flood insurance study 

Upper Dublin, 
gomery County., 


township of 
Pennsylvania, Mont- 
79-2628 
Township of Upper Dublin, 
vania, Montgomery County., 


Pennsyl- 
79-2628 


Insurance, Flood — Vermont — Morristown. 
Flood insurance study : town of Mor- 
ristown, Vermont, Lamoille County., 
79-2618 


Town of Morristown, Vermont, Lamoille 
County., 79-2618 


Insurance, Flood — Virginia — Covington. 
City of Covington, Virginia, independent 
city., 79-2603 


Flood insurance study : city of Coving- 
ton, Virginia, independent city., 79- 
2603 

Insurance, Flood — Virginia — Greensville 

County. 

Flood insurance 
County, 
areas., 


Greensville 
unincorporated 


study 
Virginia, 

79-2608 

Greensville County, Virginia, unincor- 
porated areas., 79-2608 


Insurance, Flood — Virginia — Rockbridge 
County. 
Flood insurance study 
County, Virginia, 
areas., 79-2623 


Rockbridge County, Virginia, unincor- 
porated areas., 79-2623 


Insurance, Flood — Virginia — Scott 
County. 
Flood insurance study : town of Weber 
City, Virginia, Scott County., 79- 
2630 


Rockbridge 
unincorporated 
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Town of Weber City, Virginia, Scott 
County., 79-2630 


Insurance, Flood — West Virginia — 
Spencer. 
City of Spencer, West Virginia, Roane 
County., 79-2624 


Flood insurance study : city of Spencer, 
West Virginia, Roane County., 79- 
2624 


Insurance, Flood — Wisconsin — Fond Du 
Lac. 
City of Fond Du Lac, Fond Du Lac 
County, Wisconsin., 79-2606 


Flood insurance study : city of Fond Du 
Lac, Fond Du Lac County, Wisconsin., 
79-2606 


Insurance, Flood — Wyoming — Uinta 
County. 
Flood insurance study : Uinta County, 
Wyoming, unincorporated areas., 79- 
2627 


Uinta County, Wyoming, unincorporated 
areas., 79-2627 


Insurance, Government employees’ health — 

United States. 

Civil Service needs to improve claims 
review process under the Federal em- 
ployees health benefits program : re- 
port by the Comptroller General of the 
United States., 79-2430 


Insurance, Health — United States — 

Adjustment of claims. 

Civil Service needs to improve claims 
review process under the Federal em- 
ployees health benefits program : re- 
port by the Comptroller General of the 
United States., 79-2430 


Insurance, Mortgage guaranty — United 

States. 

Examination of financial statements, in- 
surance operations of the Federal 
Housing Administration : communica- 
tion from the Comptoller General of 
the United States .... 79-3144 


Insurance, Unemployment — Law and 
legislation — United States. 
Eligibility period for extended benefits : 
report to accompany H. R. 12380., 
79-3181 


Insurance, Unemployment — United States. 
Eligibility for extended unemployment 
benefits : report to accompany H.R. 
12380., 79-3382 
Insurance, Unemployment — United States 

— States. 

Eligibility period for extended benefits : 
report to accompany H. R. 12380., 
79-3181 

Intakes (Hydraulic engineering) 

Powerhouse intake gate catapult study : 
Big Bend Dam, South Dakota, and 
Stockton, Harry S. Truman, and 
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Clarence Cannon Dams, Missouri 
hydraulic model investigation, final re- 
port /, 79-2083 


Intelligence service — United States. 

The erosion of law enforcement intel- 
ligence, capabilities, public security : 
hearings before the Subcommittee on 
Criminal Laws and Procedures of the 
Committee on the Judiciary, United 
States Senate, Ninety-fifth Congress, 
first session ..., 79-3107 


Erosion of law inforcement intelligence 
and its impact on the public security., 
79-3107 


Foreign intelligence surveillance act of 
1978 : conference report to accom- 
pany S. 1566., 79-3273 


Intelligence and intelligence-related ac- 
tivities authorization act for fiscal year 
1979 : [an act to authorize appropria- 
tions for fiscal year 1979 for intel- 
ligence and intelligence-related activi- 
ties of the United States Government 
..J)., 79-3334 


Interferometer. 
Performance limits of a dual-acoustic- 
channel surface-acoustic-wave (SAW) 
interferometer /, 79-2137 


Intergovernmental fiscal relations — United 

States. 

Supplementary fiscal assistance of 1978 : 
hearings before a subcommittee of the 
Committee on Government Opera- 
tions, House of Respresentatives, 
Ninety-fifth Congress, second session, 
on H.R. 12293 ... May 4, 5, and 9, 
1978., 79-3078 


Intergovernmental fiscal relations — United 
States — Bibliography. 


Intergovernmental relations., 79-2467 


Internal security — United States. 

The erosion of law enforcement intel- 
ligence, capabilities, public security : 
hearings before the Subcommittee on 
Criminal Laws and Procedures of the 
Committee on the Judiciary, United 
States Senate, Ninety-fifth Congress, 
first session ..., 79-3107 


Erosion of law inforcement intelligence 
and its impact on the public security., 
79-3107 


International business enterprises. 
U.S. foreign relations and multinational 
corporations : what's the connection? : 
report to the Congress /, 79-2450 


International finance. 
IMF supplementary financing facility 
conference report to accompany H.R. 
9214., 79-3233 


International Monetary Fund. 
IMF supplementary financing facility 
conference report to accompany H.R. 
9214., 79-3233 
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Investments, Foreign — Law and legislation 

— United States. 

An act to authorize appropriations for 
the fiscal year 1979 under the Interna- 
tional investment survey act of 1976, 
and for other purposes., 79-3339 


Ionization. 
Morphology of gold and copper ion- 
plated coatings /, 79-2787 


Irrigation — United States. 
Identification and initial evaluation of ir- 
rigation return flow models /, 79- 
2358 


Socio-economic and institutional factors 
in irrigation return flow quality control 
/, 79-2366 


Isotopes — Environmental aspects. 
Isotope applications in the environmental 
field /, 79-2269 


Isotopes shift. 

Quadrupole mass-filter sensitivities of H,, 
HD, D,, and T,, and the kinetics of 
beta-particle induced exchange 
between H,, D,, and T,, at 25.4 C /, 
79-2319 


J 


Jack-pine — Diseases and pests — Control 
— Minnesota. 
Alternate host of jack pine needle rust in 
northern Minnesota /, 79-1757 


Jamaica — Description and travel. 
Jamaica : post report., 79-2818 


Japan — Air defenses, Military. 

Defense : production and acquisition of 
improved Hawk missile system : agree- 
ment between the United States of 
America and Japan effected by 
exchange of notes signed at Tokyo 
July 12, 1977., 79-2866 


Japan — Periodicals. 


Translations on Japan., 79-2952 


Japan — Relations (general) with the United 
States. 
U.S. parliamentary exchange program 
with Japan : report to accompany S.J. 
Res. 111., 79-3386 


U.S. participation in parliamentary con- 
ference with Japan : hearing before the 
Subcommittee on East Asian and 
Pacific Affairs of the Committee on 
Foreign Relations, United States 
Senate, Ninety-fifth Congress, second 
session, on S.J. Res. Ill ... August 11, 
1978., 79-3069 


Japanese-Americans — Legal status, laws, 
etc. — United States. 

An act to amend title 5, United States 
Code, to provide that Japanese-Amer- 
icans shall be allowed civil service 
retirement credit for time spent in 
World War II interment camps., 79- 
3340 
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Jean, Susanna Shu-Hui. 
Susanna Shu-Hui Jean : report to accom- 
pany S. 2248., 79-3251 


Jefferis, Margaret Somerville. 
Margaret Somerville Jefferis : report to 
accompany H.R. 7604., 79-3457 


Jenkins, Howard, 

Nomination : hearing before the Com- 
mittee on Human Resources, United 
States Senate, Ninety-fifth Congress, 
second session, on Howard Jenkins, 
Jr., of Maryland, to be a Member of 
the National Labor Relations Board, 
September 7, 1978., 79-3086 


Jensen, Elvi Engelsmann. 
Elvi Engelsmann Jensen : report to ac- 
company S. 1401., 79-3254 


Jet nozzles. 
Experimental and analytical investigation 
of a nonaxisymmetric and wedge noz- 
zle at static conditions /, 79-2769 


Jet planes — Noise. 
Application of second-order turbulent 
modeling to the prediction of radiated 
aerodynamic sound /, 79-2727 


Interaction of a _ turbulent-jet 
source with transverse modes 
rectangular duct /, 79-2782 


noise 
in a 


Jet propulsion. 
ALtitude calibration of an F100, S/N 
P680063, turbofan engine /, 79-2778 


Jet stream. 
Experimental investigation of effect of jet 
decay rate on jet-induced pressures on 
a flat plate /, 79-2721 


Jet transports. 
Experimental results of winglets on first, 
second, and third generation jet trans- 
ports /, 79-2698 


Job analysis. 

Comprehensive occupational data analy- 
sis programs (CODAP) : use of REX- 
ALL to identify divergent raters /, 
79-2157 


Determination of officer grade require- 
ments by management engineering 
teams /, 79-2150 


Johnson, John F 
John F. Johnson : 
H.R. 9075., 


Jones, Miriama. 
Miriama Jones : report to accompany S. 
337., 79-3262 


Jormigos, Hermina. 
Hermina Jormigos : report to accompany 
H.R. 9660., 79-3269 


Judicial review of administrative acts — 

United States. 

VA administrative procedure and judicial 
review act : hearings before the Com- 
mittee on Veterans’ Affairs, United 
States Senate, Ninety-fifth Congress, 


report to accompany 
79-3240 
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first session, on S. 364 and related bills 
.-» 79-3134 


Jukeboxes. 

Replacement certificates for coin- 
operated phonorecord players., 79- 
2694 


Jumalon, Maria Elena. 
Maria Elena Jumalon : report to accom- 
pany S. 1166., 79-3255 


Juniper — Congresses. 

Proceedings of the Western Juniper 
Ecology and Management Workshop, 
Bend, Oregon, January 1977., 79- 
1773 


Jury — United States. 
Jury system improvements act of 1978 : 
report to accompany S. 2075., 79- 
3243 


Jury — United States — Bibliography. 
Jury reform : a selected bibliography /, 
79-2671 


Juvenile delinquency — United States — 

Prevention. 

Oversight hearing on the Juvenile justice 
and delinquency prevention act : hear- 
ing before the Subcommittee on Equal 
Opportunities of the Committee on 
Education and Labor, House of 
Representatives, Ninety-fifth Congress, 
second session, on Public Law 93-415 
... June 27, 1978., 79-3060 


School crime and disruption : prevention 
models., 79-2503 


Juvenile justice, Administration of — United 

States. 

Oversight hearing on the Juvenile justice 
and delinquency prevention act : hear- 
ing before the Subcommittee on Equal 
Opportunities of the Committee on 
Education and Labor, House of 
Representatives, Ninety-fifth Congress, 
second session, on Public Law 93-415 
... June 27, 1978., 79-3060 


K 


Kaiser Steel Corporation, Fontana, Calif. 
Final environmental impact statement : 
Port of Grays Harbor/Kaiser Steel Cor- 
poration, permit application no. 071- 
OYB-1-002533, Hoquiam, Washing- 
ton., 79-2108 


Port of Grays Harbor/Kaiser Steel Corp., 
79-2108 


Kennedy, Nora L 
Nora L. Kennedy : report to accompany 
H.R. 2658., 79-3435 


Ketones — Safety measures. 
Criteria for a recommended standard, 
occupational exposure to ketones., 
79-2549 


Occupational exposure to ketones., 79- 
2549 





Kim, Kwi Bok. 
Peter Neal Smith : report to accompany 
H.R. 3625., 79-3445 


Kim, Young Gun. 
Young Gun Kim 
H.R. 2553., 


Kim, Young-Shik. 
Young-Shik Kim : report to accompany 
S.973., 79-3259 


Kitchens — Safety measures. 
Kitchen safety : student readings., 79- 
2937 


Kitchen safety 
2938 


Korea — Defenses. 

Hearings on review of the policy decision 
to withdraw United States ground 
forces from Korea before the In- 
vestigations Subcommittee, also the 
Committee on Armed Services, House 
of Representatives, Ninety-fifth Con- 
gress, first and second sessions ..., 79- 
3034 


Korea — Description and travel. 
Korea : post report., 79-2819 


: report to accompany 
79-3433 


teacher’s guide., 79- 


L 


Labor and laboring classes — United States 
— Statistics. 
An error profile : employment as mea- 
sured by the current population survey 
/, 79-1803 


Major programs 1977 Bureau of Labor 
Statistics., 79-2677 


Labor laws and legislation — United States. 

Labor law reform act of 1978 : hearing 

before the Committee on Human 

Resources, United States Senate, 

Ninety-fifth Congress, second session, 

on H.R. 8410 ... June 29, 1978., 79- 
3085 


Labor-management committees — United 
States. 
Establishing a communitywide labor- 
management committee., 79-3010 


Starting a labor-management committee 
in your organization : some pointers 
for action., 79-3008 


Labor-management committees — United 

States — Directories. 

Directory of productivity and quality of 
working life centers., 79-3012 

Labor productivity — United States. 

Full potential to achieve savings by in- 
vesting in fast payback productivity 
enhancing capital equipment not real- 
ized : report /, 79-2417 

Labor productivity — United States — 

Handbooks, manuals, etc. 

Improving productivity : a self-audit and 
guide for Federal executives and 
managers., 79-3011 
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Labor productivity — United States — 

Periodicals. 

Annual report of the National Center for 
Productivity and Quality of Working 
Life., 79-3006 

Productivity in the changing world of the 
1980's: the final report of the National 
Center for Productivity and Quality of 
Working Life, 79-3006 

Labor supply — Southern States. 

Executive summary : labor markets in 
the rural South : a study based on four 
rural southern counties /, 79-2682 


Labor markets in the rural South, a study 
based on four rural southern counties., 
79-2682 

Labor supply — United States. 

Public hearings before the National 
Commission on Employment and 
Unemployment Statistics ... : report of 
the Joint Economic Committee, Con- 
gress of the United States., 79-3056 


Labor supply — United States — Statistical 
services. 
Major programs 1977 Bureau of Labor 
Statistics., 79-2677 


Laguna Niguel, Calif. Chet Holifield 


Building. 
Chet Holifield Building 


company H.R. 12138., 


: report to ac- 

79-3171 

Lake Murray Recreational Demonstration 

Area, Okla. 

Relating to the disposition of certain 
recreational demonstration project 
lands by the State of Oklahoma : re- 
port to accompany H.R. 4691., 79- 
3160 

Lakes — Nebraska. 

Glenn Cunningham Lake and Standing 
Bear Lake : 
7041., 


report to accompany H.R. 
79-3158 
Lakes — Virginia. 

Gathright Dam and Lake Moomaw : re- 


port to accompany H.R. 12112., 79- 
3387 


Lake Moomaw : report to accompany 
H.R. 12112., 79-3154 


Lalley, Jodelyn Buccat. 

Joselyn Buccat Lalley and Jodelyn Buc- 
cat Lalley : report to accompany S. 
2294., 79-3250 

Lalley, Joselyn Buccat. 
Joselyn Buccat Lalley and Jodelyn Buc- 


cat Lalley : 
2294., 


report to accompany S. 
79-3250 
Laminated materials. 
Preliminary investigation of crack arrest 
in composite 
buffer strips /, 


lamninates 
79-2729 


containing 
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Land titles — Registration and transfer — 

Alaska. 

Authorizing the Secretary of the Interior 
to convey all right, title, and interest of 
the United States in and to a tract of 
land located in the Fairbanks Record- 
ing District, State of Alaska, to the 
Fairbanks North Star Borough, and for 
other purposes : report to accompany 
H.R. 6997., 79-3148 

Land titles — Registration and transfer — 

District of Columbia. 

Transfer of real property of the United 
States to the District of Columbia 
Redevelopment Land Agency : report 
to accompany H.R. 13224., 79-3195 

Land titles — Registration and transfer — 

Wyoming. 

Providing for the conveyance of title and 
ownership to 2.58 acres within the 
Bridger-Teton National Forest, Wyo., 


to Ben Boshetto, Jr. : report to accom- 
pany H.R. 10160., 79-3161 


Land use — California — Fresno County. 
Summary, Fresno/San Benito manage- 
79-2662 


Land use — California — San Benito 
County. 
Summary, 

ment framework plan., 


ment framework plan., 


Fresno/San Benito manage- 
79-2662 


Land use — Georgia — Cumberland Island 
National Seashore. 
Cumberland Island National 

79-2633 


Seashore, 
Georgia., 
Draft environmental statement, general 
management plan, wilderness study, 


July 1977 : Cumberland Island Na- 
tional Seashore, Georgia., 79-2633 


Draft environmental statement, general 
management plan, wilderness study, 
July 1977 [addendum]., 79-2634 


Landforms. 

Regions of the continental United States 
susceptible to eolian action /, 79- 
2286 

Landing aids (Aeronautics) 

Flight-test evaluation of two electronic 
display formats for approach to land- 
ing under instrument conditions /, 
79-2754 

Landsat satellites. 

Digital computer processing of LAND- 
SAT data for North Alabama /, 79- 
2711 

The verification of Landsat data in the 
geographical analysis of wetlands in 
west Tennessee /, 79-2734 

Landscape — United States. 

Plotting landscape perspectives of clear- 

cut units /, 79-1772 
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Language and languages — Study and 
teaching. 

Study of foreign languages and related 
areas : Federal support, administration, 
need : report to the Congress /, 79- 
2440 

Lapointe, Johanne. 

Johanne Lapointe : 

H.R. 7550., 


Laser beams. 
Theory for laser-induces breakdown over 
a vaporizing target surface /, 79-2317 
Time-dependent propagation of high- 
energy laser beamd through the at- 
mosphere, III /, 79-2315 


Laser Doppler velocimeter. 
On the feasibility of detecting low level 
acoustic signals in the ocean by use of 
a laser heterodyne detector /, 79- 
2141 


Laser materials. 
Optimization of Nd: glass lasers with 
phosphate-laser glass /, 79-2145 


report to accompany 
79-3456 


Laser plasmas. 
Design of a submillimeter laser Thomson 
scattering system for measurement of 
ion temperature in Summa /, 79-2719 


Lasers. 
Development of spectrophones for CW 
and pulsed radiation sources /, 79- 
2123 


Laser program annual report, 1976 /, 
79-2308 


Latin America — Periodicals. 
Translations on Latin America., 79- 
2953 


Law — Study and teaching — United States. 

Legal assistant program a suggested 

two-year post-high school curriculum /, 
79-2496 


Law enforcement — United States. 
Bank robbery : the Federal law enforce- 
ment role should be reduced : report 
to the Congress /, 79-2427 


The erosion of law enforcement intel- 
ligence, capabilities, public security : 
hearings before the Subcommittee on 
Criminal Laws and Procedures of the 
Committee on the Judiciary, United 
States Senate, Ninety-fifth Congress, 
first session ..., 79-3107 


Erosion of law inforcement intelligence 
and its impact on the public security., 
79-3107 


Gambling law enforcement in major 
American cities : executive summary /, 
79-2670 


The national manpower survey of the 
criminal justice system., 79-2667 
Lawns. 
Make your lawn easier (and safer) to 
mow., 79-2936 
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Lawrence Livermore Laboratory. Organic 
Materials Division. 
Organic Materials Division quarterly re- 
port /, 79-2307 


Lead — Safety measures. 
Criteria for a recommended standard, 
occupational exposure to inorganic 
lead., 79-2548 


Occuptional exposure to inorganic lead : 
revised criteria, 1978., 79-2548 
Lead-poisoning. 
Preventing lead poisoning in young chil- 
dren : a statement by the Center for 
Disease Control., 79-2562 


Learning disabilities. 
Children with learning disabilities., 79- 
2583 


Mainstreaming preschoolers children 
with learning disabilities : a guide for 
teachers, parents, and others who work 
with learning disabled preschoolers /, 
79-2583 

Leather good. 

Determining whether to remove leather 
wearing apparel from the list of arti- 
cles eligible for the generalized system 
of perferences, report to the President 
on investigation no. 332-79(3) under 
section 332 of the Tariff act of 1930., 
79-2882 


Information for use in determining 
whether to remove leather wearing ap- 
parel from the list of articles eligible 
for the generalized system of 
preferences : report to the President 
on investigation no. 332-79(3) under 
section 332 of the Tariff act of 1930., 
79-2882 

Lee, So Ryung. 

Lee So Ryung 

H.R. 1936., 


: report to accompany 
79-3426 


Legal assistance to servicemen — United 
States. 
Legal assistance handbook., 
79-2053 


Legal assistants — United States. 
Legal assistant program a suggested 


two-year post-high school curriculum /, 
79-2496 


Legislative auditing — United States. 
Federaly sponsored research at educa- 
tional institutions a need for im- 


proved accountability : report /, 79- 
2454 


79-2052, 


Profiles of military assistance advisory 


groups in 15 countries : study /, 79- 
2442 


Lesotho — Description and travel. 
Lesotho : post report., 79-2820 
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Levees — Environmental aspects — Missouri 

River. 

Final environmental statement : Missouri 
River levee system, unit L-611-614 
(Mosquito-Keg Creek Levees) /, 79- 
2107 

Missouri River levee system, unit L-611- 
614., 79-2107 


Libraries and education — Directories. 
Directory of library research & demon- 
stration projects — 1966-1975 /, 79- 
2492 


Library resources — United States — 
Directories. 
Directory of library research & demon- 
stration projects — 1966-1975 /, 79- 
2492 


Life-saving at fires. 
Latest ideas on fire safety for homes, 
apartments, and mobile homes., 79- 
2598 


People & fire : latest ideas on fire safety 
for homes, apartments, and mobile 
homes., 79-2598 

Lignin. 

Bioconversion of plant 

ethanol., 79-2201 
Lignite. 

Chemistry of lignite liquefaction., 79- 

2240 
Lignite — Gulf States. 

Environmental overview of Texas lignite 

development /, 79-2380 


biomass to 


Lime. 
Lime-limestone scrubbing sludge charac- 
terization : Shawnee Test Facility /, 
79-2377 


Limestone. 
Lime-limestone scrubbing sludge charac- 
terization : Shawnee Test Facility /, 
79-2377 


Limnology — Mead, Lake, Nev. and Ariz. 
Limnological aspects of Lake Mead, 
Nevada-Arizona /, 79-2651 


Liquid metal fast breeder reactors — 

Congresses. 

First Joint U.S./Japan LMFBR Steam 
Generator Seminar, February 1978, 
Japan., 79-2175 

Liquified gases — Safety factors. 

Liquified energy gases safety : report to 

the Congress /, 79-2411 
Liquified natural gas — Safety measures. 

Liquified energy gases safety : report to 

the Congress /, 79-2412 
Liquified petroleum gas — Safety measures. 

Liquified energy gases safety : report to 

the Congress /, 79-2412 
Loans — United States. 

Lending functions of the Federal Reserve 

banks: a history /, 79-2393 





Loaas, American. 
Agency for International Development's 
housing investment guaranty program : 
report to the Congress /, 79-2439 


Multilateral and bilateral assistance for 
developing foreign mineral projects : 
report /, 79-2441 


Loans, Personal — United States. 
What truth in lending means to you., 
79-2395 


Local finance — United States. 
Supplementary fiscal assistance of 1978 : 
hearings before a subcommittee of the 
Committee on Government Opera- 
tions, House of Respresentatives, 
Ninety-fifth Congress, second session, 
on H.R. 12293 ... May 4, 5, and 9, 
1978., 79-3078 
Local officials and employees — United 
States — Pensions. 
Pension Task Force report on public em- 
ployee retirement systems /, 79-3062 


Public employee retirement systems., 
79-3062 


Local transit. 
Auto restricted zone/mu!ti-user vehicle 
system study /, 79-2928 


Logging — Tongass National Forest, Alaska. 

Potential impact of easing the log export 

restriction on the Tongass National 
Forest, Alaska /, 79-1767 


Long Beach, Calif. — Harbor. 
Los Angeles and Long Beach harbors 
model study : report 4, model design /, 
79-2079 


Los Angeles, Calif. — Harbor. 
Los Angeles and Long Beach harbors 
model study : report 4, model design /, 
79-2079 


Low temperatures. 
Cryogenic-coolant He4 superconductor 
interaction /, 79-2715 


Lower Old River, La. 
Old River existing low-sill control struc- 
ture, Louisiana : hydraulic model in- 
vestigation : final report /, 79-2081 


Lubrication and lubricants. 
Surface temperature and glassy state in- 
vestigations in tribology /, 79-2737 


Lungs — Diseases — Research — Periodicals. 
Analysis of current pulmonary research 
programs supported by the National 
Heart, Lung, and Blood Institute., 79- 
2522 


Lungs — Diseases — Research grants — 

United States — Periodicals. 

Analysis of current pulmonary research 
programs supported by the National 
Heart, Lung, and Blood Institute., 79- 
2522 


Fact book for fiscal year., 79-2524 
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The National Heart, Lung and Blood In- 
stitute’s fact book for fiscal year., 79- 
2524 


Lungs — Dust diseases. 

Department of Labor black lung supple- 
mental appropriation : report to ac- 
company H. J. Res. 945., 79-3142, 
79-3368 


Luxembourg — Description and travel. 
Luxembourg : post report., 79-2821 


M 


Machine, Knitting. 

Knitting machines for ladies’ seamless 
hoisery, from Italy : determination of 
no injury or likelihood thereof or 
prevention of establishment ofan in- 
dustry in the United States in in- 
vestigation no AA1921-160 under the 
Antidumping act, 1921, as amended, 
together with the information obtained 
in the investigation., 79-2881 


Machine parts. 

Duty classification of ball or roller bear- 
ing pillow block, flange,take-up, car- 
tridge and hanger units : report to ac- 
company H. R. 8755., 79-3200 


Making specific provisions for ball or 
roller bearing pillow block, flange, 
takeup, cartridge, and hanger units in 
the tariff schedules of the United 
States, and other matters : report to 
accompany H.R. 8755., 79-3393 


Machine-tools — Catalogs. 
Secondary metal forming and cutting 
machines., 79-2030 


Machine-tools — Marketing. 
Market research summary for metal 
working equipment : the Republic of 
China on Taiwan., 79-1843 


Metalworking equipment, the Republic 
of China on Taiwan., 79-1843 


Machine-tools — Numerical control — 
Technological innovations. 
New technologies and training in metal- 
working., 79-3013 


Magnesium salts. 
Fracture initiation in Irdome grade MgF2 
/, 79-2146 


Magnetohydrodynamic generators. 

Design of superconducting magnets for 
MHD aplications : final technical re- 
port, February 1976-June 1977 /, 79- 
2243 

Magnetohydrodynamic generators — 

Congresses. 

MHD, fourth U.S.-U.S.S.R. Colloquium 
on Magnetohydrodynamic Electrical 
Power Generation, October 5-6, 1978, 
Washington, D.C., 79-2176 
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Mail-order business — Law and legislation 
— United States. 
Amending title 39 of United States Code 
: report to accompany S. 2543., 79- 
3379 
Fradulent advertising : report to accom- 
pany H.R. 13369., 79-3216 


Maintenance. 
Hard data sources concerning more cost 
effective maintenance /, 79-2156 


Malawi — Description and travel. 
Malawi : post report., 79-2822 


Malaysia — Description and travel. 
Malaysia : post report., 79-2823 


Malheur National Forest, Or. 

Final environmental statement : Silvies- 
Malheur Planning Unit Malheur- 
Ochoco National Forest, Region 6., 
79-1775 


Silvies-Malheur Planning Unit., 79-1775 


Managnese. 

Friction and wear of single-cystal and 
polycrystalline managenese-zinc ferrite 
in contact with various metals /, 79- 
2750 

Manpower policy. 

Integration and application of human 
resource technologies in weapon 
system design : coordination of five 
human resource technologies /, 79- 
2165 


Manpower policy — United States. 
Comprehensive employment and training 
act amendments of 1978 : conference 
report to accompany S. 2570., 79- 
3298, 79-3422 


Marinas — Environmental aspects — 

Oregon — Yaquina Bay. 

Final environmental impact statement : 
South Beach Marine : Yaquina Bay 
small boat basin, Lincoln County, 
Oregon., 79-2109 


Marine aquarimes, Public. 
Oceanariums., 79-1821 


Marine engines — Design and construction. 

Marine heavy-duty gas turbine develop- 

ment project : executive summary re- 
port., 79-1818 


Marine gas-turbines. 
Marine heavy-duty gas turbine develop- 
ment project : executive summary re- 

port., 79-1818 


Marine mineral resources — Congresses. 
Proceedings of the Marine Minerals 
Workshop, March 23-25, 1976, Silver 
Spring, Md. /, 79-1822 
Marine pollution — Law and legislation — 
United States. 
Intervention on the high seas act amend- 


ments report to accompany H.R. 
188., 79-3176 
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Marine resources and state — United States. 
U.S. ocean policy in the 1970s : status 
and issues., 79-1801 


U.S. ocean policy in the 1970s : status 
and issues policy overview., 79- 
1800 

Marine resources conservation — Law and 
legislation — United States. 

Outer continental shelf lands act amend- 
ments of 1978 : conference report to 
accompany S.9., 79-3381 


Maritime law — United States. 
Ocean shipping act of 1978 : report to 
accompany H.R. 9998., 79-3396 


Marriage — United States. 
Handbook on marriage registration., 
79-2537 


Marsh ecology. 
Propagation and use of Spartina alter- 
niflora for shoreline erosion abatement 

/, 79-2094 


Marshes — Environmental aspects — 

Connecticut — Branford. 

Maintenance dredging and = marsh 
development project, Branford Harbor, 
Conn. : proposed final environmental 
impact statement., 79-2106 


Martinique — Description and travel. 
Martinique : post report., 79-2824 


Mass media — Political aspects — United 
States. 
New directions in mass communications 
policy : implications for citizen educa- 
tion and participation /, 79-2485 


Mass spectrometry. 

Characterization of coal-derived liquids 
and other fossil fuel related materials 
employing mass spectrometry., 79- 
2250 

Materials — Dynamic testing. 

Structural integrity of water reactor pres- 
sure boundary components : progress 
report ending 31 May 1976 /, 79- 
2142 


Materials — Measurement. 
Preliminary concepts for materials mea- 
surement and accounting in critical 

facilities /, 79-2259 


Materials research — United States. 

A national policy for materials, research 
and resources : hearings before the 
Subcommittee on Science, Research, 
and Technology of the Committee on 
Science and Technology, U.S. House 
of Representatives, Ninety-fifth Con- 
gress, first and second sessions ..., 79- 
3127 


Materials testing reactors. 

Preliminary concepts for materials mea- 
surement and accounting in critical 
facilities /, 79-2259 

Mathematics — Bibliography. 

Mathematics., 79-2458 
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Mauritania — Description and travel. 
Mauritania : post report., 79-2825 


Max, Jonathan Winston. 
Jonathan Winston Max : report to ac- 
company H.R. 5933., 79-3450 


McAdams, Francis H , 

Nomination, National Transportation 
Safety Board hearing before the 
Committee on Commerce, Science, 
and Transportation, United States 
Senate, Ninety-fifth Congress, second 
session, On nomination of Francis H. 
McAdams, to be a Member of the Na- 
tional Transportation Board, July 31, 
1978., 79-3052 


McCord, Renate Irene. 
Renate Irene McCord : report to accom- 
pany H.R. 9568., 79-3238, 79-3465 


McGiffin, Andree Marie Helene. 
Andree Marie Helene McGiffin : report 
to accompany H.R. 8192., 79-3459 


Meat, Frozen. 
Objective methodology to differentiate 
between fresh and frozen-and-thawed 
meats /, 79-2112 


Meat industry and trade — Law and 
legislation — United States. 
Facts about new 

stockyards _regulations 
producer., 79-1793 


New packers and stockyards regulations 
and the producer., 79-1793 


Packers and _ stockyards act, 1921, 
amendments : [an act to amend the 
Packers and stockyards act, 1921, and 
for other purposes]., 79-3356 


Meat industry and trade — United States. 
Facts about livestock sellers’ rights 
under P&S trust provision., 79-1792 
Livestock sellers’ rights under P&S trust 
provision., 79-1792 


packers and 
and the 


Mechanical wear. 
Friction and wear behavior of single- 
crystal silicon carbide in contract with 
titanium /, 79-2747 


Medal of Honor. 

Hearings on H. R. 7161 ... and H.R. 
3307 ... before the Military Personnel 
Subcommittee of the Committee on 
Armed Services, House of Representa- 
tives, Ninety-fifth Congress, second 
session, May 24, June 14, and July 11, 
1978., 79-3036 


Medals — Law and legislation — United 

States. 

Presentation of gold medal to Lt. Gen. 
Ira C. Eaker : report to accompany S. 
425., 79-3231 

Mediation and conciliation, Industrial — 

United States. 

A summary of the role of third parties in 
labor-management cooperative en- 
deavors., 79-3009 
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Medicaid. 
Medicaid, medicare, which is which?, 
79-2575 


Medicaid — Law and legislation — United 

States. 

Medicaid amendments relating to Puerto 
Rico, the Virgin Islands, and Guam : 
report together with additional views 
to accompany H.R. 9434., 79-3415 


Medical care — Afghanistan. 

Basic health services agreement 
between the United States of America 
and Afghanistan signed at Kabul Sep- 
tember 28, 1977., 79-2870 

Medical care — Law and legislation — 

United States. 

Health services amendments of 1978 : 
hearings before the Subcommittee on 
Health and the Environment of the 
Committee on Interstate and Foreign 
Commerce, House of Representatives, 
Ninety-fifth Congress, second session 
on H.R. 10553 ... February 21, 22, and 
23, 1978., 79-3090 


Health services extension act of 1978 : 
hearings before the Subcommittee on 
Health and Scientific Research of the 
Committee on Human _ Resources, 
United States Senate, Ninety-fifth Con- 
gress, second session on S. 2474, to 
amend the Public health service act ..., 
February 9 and March 1, 1978., 79- 
3083 


Medical care — United States. 
Health services research, health statistics, 
and health care technology act : report 
/, 79-3167 


Medical care — United States — Finance. 
Methods for use by HSAs and SHPDAs 
in developing and maintaining financial 
data : final report., 79-2534 


Medical care, Cost of — Accounting. 
Methods for use by HSAs and SHPDAs 
in developing and maintaining financial 
data : final report., 79-2534 


Medical colleges — United States — 

Entrance requirements. 

Trend study of coordinated transfer ap- 
plication system (COTRANS) partici- 
pants, 1970 thru 1976 : final report /, 
79-2533 


Medical education — United States. 
influence of preceptorship and other fac- 
tors on the education and career cho- 
ices of physicians : executive summa- 
ry., 79-2540 
A report to the President & Congress on 
the status of health professions person- 
nel in the United States., 79-2541 
Medical emergencies. 
Model legislation for emergency medical 
services., 79-2933 





Medical instruments and apparatus — 
Standards — Periodicals. 
Bureau of Medical Device standards sur- 
vey., 79-2531 
Medical devices standards survey, 79- 
2531 


Medical laboratories — Law and legislation 

— United States. 

Clinical laboratory improvement act of 
1978 : hearing before the Subcommitte 
on Health of the Committee on Ways 
and Means, House of Representatives, 
Ninety-fifth Congress, second session, 
on H.R. 10909 ... May 9, 1978., 79- 
3138 


Medical laboratories — Safety measures. 
Health Services Administration. 
practices., 79-2532 


Medical personnel — United States. 
A report to the President & Congress on 
the status of health professions person- 
nel in the United States., 79-2541 


*Medical personnel — United States — 
Supply and demand. 
Report of the ADAMHA Manpower Pol- 
icy Analysis Task Force., 79-2564 


Medical radiology — Safety measures — 
Catalogs. 
Diagnostic radiology quality assurance 
catalog : supplement /, 79-2528 


Medical research — Asia, Southeastern — 

International cooperation. 

Research institute of medical sciences : 
agreement between the United States 
of America and Thailand modifying 
and continuing the agreements of 
December 23, 1960 and April 1 and 
25, 1963 effected by exchange of 
notes signed at Bangkok January 19 
and 28, 1977., 79-2855 


Medical research — Law and legislation — 

United States. 

Biomedical research and research train- 
ing amendments of 1978 : hearings be- 
fore the Subcommittee on Health and 
the Environment of the Committee on 
Interstate and Foreign Commerce, 
House of Representatives, Ninety-fifth 
Congress, second session on H.R. 
10908 H.R. 10062 ... and H.R. 
10190, March 1, 2, and 3, 1978., 79- 
3091 


safe 


Biomedical research and research train- 
ing amendments of 1978 : report /, 
79-3168 


Medical research — Moral and religious 
aspects. 
Research involving children : 
report and 
2942 


Medical students, Foreign — United States. 
Trend study of coordinated transfer ap- 
plication system (COTRANS) partici- 


appendix to 
recommendations., 79- 
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pants, 1970 thru 1976 : final report /, 
79-2533 


Medical technology — Evaluation. 
Assessing the efficacy and safety of 
medical technologies., 79-3020 


Medical technology — Safety measures. 
Assessing the efficacy and safety of 
medical technologies., 79-3020 


Medical technology — United States — 
Directories. 
Biotechnology resources : a _ research 
resources directory /, 79-2512 


Medicare. 
Medicaid, medicare, which is which?, 
79-2575 


Medicine — Specialities and specialists. 
Influence of preceptorship and other fac- 
tors on the education and career cho- 
ices of physicians : executive summa- 
ry., 79-2540 
Membranes (Technology) 
Evaluation of ultrafiltration membranes 
for treating low-level radioactive con- 
taminated liquid waste /, 79-2265 


Mental health — Bibliography. 
Mental health administration an an- 
notated bibliography /, 79-2567 


Mental health — United States — 
Bibliography. 


Mental health., 79-2466 


Mental health services — Administration — 
Bibliography. 
Mental health administration : an an- 
notated bibliography /, 79-2567 


Mental health services — District of 

Columbia. 

St. Elizabeths Hospital and District of 
Columbia are improving their mental 
health services : report to the Congress 
/, 79-2429 


Mental hygiene — Bibliography. 
Bibliography on racism, 1972-1975., 
79-2568 


Mentally handicapped children — Education 
— United States. 
Children with emotional disturbance., 
79-2581 


Mainstreaming preschoolers children 
with emotional disturbance : a guide 
for teachers, parents, and others who 
work with emotionally disturbed 
preschoolers /, 79-2581 

Menus — Planning. 

School breakfast menu planning guide : 
energize your day with breakfast., 79- 
1794 

Merchant marine — United States — 

Medals, badges, decorations, etc. 

Maritime medals : report to accompany 
H. R. 13235., 79-3197 
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Metal cladding. 
A survey of fastening techniques for 
shipbuilding /, 79-3014 
Metal cladding — Measurement. 
Measurement of reactor tube cladding 
thickness by X-ray fluorescence spec- 
trometry /, 79-2230 


Metal-work — Handbooks, manuals, etc. 
Metalworker., 79-2038 
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Materials for oxygenated wastewater 
treatment plant construction /, 79- 
2352 


Sewage disposal plants — France — Rennes. 
European waste-to-energy systems : case 
study of Rennes, France /, 79-2254 


Sewage disposal plants — United States. 
Preliminary listing of municipal waste 
water treatment capacities /, 79-1819 
Sewage sludge. 
Reclamation of a landfill with digested 
sewage sludge /, 79-2350 


Sewage sludge : how do we cope with it? 
: report to the Congress /, 79-2405 


Sewage sludge — Analysis. 

Laboratory measurements of radiance 
and reflectance spectra of dilute 
secondary-treated sewage sludge /, 
79-2755 
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Sewage sludge — Drying. 
Sludge dewatering and drying on sand 
beds /, 79-2355 


Sewage sludge digestion. 

Use of solar energy to heat anaerobic 
digesters part I, technical and 
economic feasibility study part Il, 
economic feasibility throughout the 
United States /, 79-2346 


Sewerage. 
The swirl primary separator : develop- 
ment and pilot demonstration /, 79- 

2351 


Sex discrimination against women — Law 
and legislation — United States. 
Pregnancy disability : conference report 

to accompany S. 995., 79-3311 

Sex discrimination in education — United 
States. 

Administrator’s role; outline and partici- 
pant materials for session A and B for 
administrators., 79-2499 


Content of Title [X; outlines participant's 
materials for generic session one., 79- 
2500 


Implementing Title IX and attaining sex 
equity : a workshop package for post- 
secondary educators : the administra- 
tor’s role outlines and participant 
materials for sessions A and B for ad- 
ministrators /, 79-2499, 79-2500, 
79-2501, 79-2502 

Teacher educator’s role; outline and par- 
ticipants’ materials for application ses- 
sions for teacher educators., 79-2502 

Shale oils. 
Mechanical characteristics 
79-2245 


Shear strength of soils. 

Endochronic constitutive law for 

liquefaction of sand /, 79-2090 
Shielding (Radiation) 

Shielding and control materials for the 
gas-cooled fast breeder reactor /, 79- 
2251 

Ship-building. 

Review of ship structural details /, 79- 

3017 


of antrim 
shale., 


Ship propulsion — Bibliography. 
Bibliography for the study of propeller- 
induced vibration in hull structural ele- 
ments /, 79-3018 


Shipping — United States — Rates. 
Ocean shipping act of 1978 : report to 
accompany H.R. 9998., 79-3396 
Ships, Iron and steel. 
Review of ship structural details /, 79- 
3017 
Shock waves. 
Simplifed sonic-boom prediction /, 79- 
2760 
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Shore-lines — North Carolina. 

Physical model simulation of the hydrau- 
lics of Masonboro Inlet, North 
Carolina /, 79-2092 

Shore protection. 
Propagation and use of Spartina alter- 


niflora for shoreline erosion abatement 
/, 79-2094 


Shorthand — Bibliography. 
Stenography, typing and writing., 79- 
2464 
Shoshone National Forest, Wyo. 
DuNoir Basin addition to the Washakie 
Wilderness : report to accompany H.R. 
12349., 79-3412 


Providing for the Du Noir basin addition 
to the Washakie Wilderness : report to 
accompany H.R. 12349., 79-3192 


Sickle cell anemia. 
Adolescents with sickle cell anemia and 
sickle cell trait., 79-2523 


Sierra Leone — Description and travel. 
Sierra Leone : post report., 79-2836 


Silane. 
Synthesis of silane and silicon in a non- 
equalibrium plasma jet... /, 79-2213 


Silicates — Electric properties. 
An apparatus for simultaneously measur- 
ing electrical conductivity and oxygen 
fugacity /, 79-2320 


Silicon. 

Development of a process for high 
capacity arc heater production of sil- 
icon for solar arrays : low cost solar 
array project : silicon materials task., 
79-2214 


Heat exchanger method, ingot casting, 
fixed abrasive method, multi-wire slic- 
ing : phase Il silicon sheet growth 
development for the large area sheet 
task of the low cost silicon array pro- 
ject., 79-2209 


High velocity continuous-flow reactor fo r 
the production of solar grade silicon., 
79-2225 


Large area silicon sheet by EFG., 79- 
2206 


Novel duplex  vapor-electrochemical 
method for silicon solar cells., 79- 
2211 


Phase 2, automated array assembly, task 
IV low-cost silicon solar array project., 
79-2224 

Silicon halide-alkali metal flames as a 
source of solar grade silicon., 79- 
2215 


Silicon-on-ceramic coating process : sil- 
icon sheet growth development for the 
large-area silicon sheet and _ cell 
development tasks of the low-cost sil- 
icon solar array project., 79-2207 
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Synthesis of silane and silicon in a non- 
equalibrium plasma jet ... /, 79-2213 


Thin films of silicon on low-cost sub- 
strates., 79-2300 


Silicon — Congresses. 

Proceedings of the semiannual review 
meeting, Silicon Technology Programs 
Branch, Williamsburg, Virginia, August 
23-15, 1977 /, 79-2170 

Silicon alloys. 

Ash fouling and erosion of silicon-based 
ceramic expanders in coal fired power 
plants /, 79-2318 


Silicon carbide. 

Friction and wear behavior of single- 
crystal silicon carbide in contract with 
titanium /, 79-2747 

Silicon compounds. 

Development and evaluation of die and 

container matcrials., 79-2220 
Silicon crystals. 

LSA large area silicon sheet task con- 
tinuous liquid feed Czochralski 
growth., 79-2223 

Silver. 
You can save precious silver., 
Silver City, Idaho. 

Final environmental statement : 
City, Idaho., 79-2635 

Silver City, Idaho., 79-2635 


Silver coins — Prices — United States. 
Carson City silver dollar sales 
ference report 

9937., 79-3320 


Carson City silver dollar sales : report to 
accompany H.R. 9937., 79-3229 
Singapore — Description and travel. 
Singapore : post report., 79-2837 


79-1866 


Silver 


: con- 
to accompany H.R. 


Sirens (Signalling devices) 
Effectiveness of audible warning devices 
on emergency vehicles /, 79-2886 


Sisseton Indian Reservation, S.D. and N.D. 

An act to provide that members of the 
Sisseton-Wahpeton Sioux Tribe may 
request the Secretary of the Interior to 
acquire certain lands, and to provide 
that the tribe shall have a preference 
right to purchase certain lands held in 
trust by the United States for tribal 
members., 79-3351 


Sisseton-Wahpeton Sioux Tribe land con- 
solidation : report to accompany S. 
3069., 79-3371 


Sisseton Indians — Land transfers. 

An act to provide that members of the 
Sissecton-Wahpeton Sioux Tribe may 
request the Secretary of the Interior to 
acquire certain lands, and to provide 
that the tribe shall have a preference 
right to purchase certain lands held in 
trust by the United States for tribal 
members., 79-3351 
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Sisseton-Wahpeton Sioux Tribe land con- 
solidation : report to accompany S. 
3069., 79-3371 


Site index (Forestry) — Michigan. 

Site index curves for northern hardwoods 
in northern Wisconsin and upper 
Michigan /, 79-1749 

Site index (Forestry) — Wisconsin. 

Site index curves for northern hardwoods 
in northern Wisconsin and upper 
Michigan /, 79-1749 

Skin friction (Aerodynamics) 

Turbulent boundary layers over nonsta- 

tionary plane boundaries /, 79-2701 


Small business. 

Miscellaneous amendments to Small 
Business Administration programs : re- 
port to accompany H.R. 13418., 79- 
3206 


What is a small business? : the Small 
Business Administration needs to reex- 
amine its answer : report /, 79-2404 


Small business — Finance. 

Capital formation : hearings before the 
Select Committee on Small Business, 
United States Senate, Ninety-fifth Con- 
gress, second session ..., 79-3129 


H.R. 12666 : hearings before the Com- 
mittee on Capital, Investment, and 
Business Opportunities of the Commit- 
tee on Small Business, House of 
Respresentatives, Ninety-fifth Con- 
gress, second session ... July 18, 19, 
and 20, 1978., 79-3128 


Small business — Law and legislation — 
United States. 
Amending the Small business act and the 
Small business investment act of 1958 
: conference report to accompany H.R. 
11445., 79-3246 


H.R. 12666 : hearings before the Com- 
mittee on Capital, Investment, and 
Business Opportunities of the Commit- 
tee on Small Business, House of 
Respresentatives, Ninety-fifth Con- 
gress, second session ... July 18, 19, 
and 20, 1978., 79-3128 


The Regulatory flexibility act : report to 
accompany S. 1974., 79-3420 


Small colleges — United States — Finance. 
Problems and outlook of small private 
liberal arts colleges : report to the 
Congress /, 79-2432 


Smelting — Environmental aspects — United 
States. 
Trace element study at a primary copper 
smelter /, 79-2342 


Smithsonian Institution. 

Authorizing the Smithsonian Institution 
to acquire the Museum of African Art, 
and for other purposes : report to ac- 
company H.R. 10792., 79-3220 
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Smithsonian Institution museum support 
facilities : hearing before the Subcom- 
mittee on Public Buildings and 
Grounds of the Committee on Public 
Works and Transportation, House of 
Representatives, Ninety-fifth Congress, 
second session, on S. 1029 ... August 
14, 1978., 79-3121 


Smoke. 


Smoke detector design and smoke pro- 
perties /, 79-1813 
Smoking. 
Helping smokers quit 
physicans., 79-2520 


a guide for 


Smuggling. 
Customs’ cargo processing, fewer but 
more intensive inspections are in order 
: report to the Congress /, 79-2426 


Snow crystals. 

Estimation of snow temperature and 
mean crystal radium from remote mul- 
tispectral passive microwave measure- 
ments /, 79-2783 


Social change. 
The dynamics of neighborhood change., 
79-2596 


Social security — Bahamas — International 
cooperation. 

Social security : agreement between the 
United States of America and the 
Bahamas effected by exchange of 
notes signed at Nassau October 27, 
1976 and May 6 and September 23, 
1977., 79-2872 


Social security — United States. 

Help : I'm a number., 79-2480 
79-2483 
Social security — United States — 

Bibliography. 

Social security., 


If you become disabled., 


79-2465 


Social security — United States — Finance. 
Short-term financing of the Social 
Security trust funds, subcommittee 
draft legislation /, 79-3135 


Social security — United States — 

International cooperation. 

Social security : agreement between the 
United States of America and the 
Bahamas effected by exchange of 
notes signed at Nassau October 27, 
1976 and May 6 and September 23, 
1977., 79-2872 


Social security taxes — United States. 
Additional IRS actions needed to make 
sure that individuals pay the correct 
social security tax : report /, 79-2425 


Social service — United States. 
National study of social services to chil- 
dren and their families : overview /, 
79-2587 


Stimulating human services reform /, 
79-2481 





Social services — United States. 
Developing workload standards for chil- 
dren and family social services /, 79- 
2591 


Socially handicapped children — Education 
— United States. 
A review of Head Start research since 
1969 and an annotated bibliography /, 
79-2580 


Soil consolidation. 


Finite element analyses of stresses and 
movements in Birch Dam /, 79-2089 


Soil fertility. 

Red maple (Acer rubrum L.) growth and 
foliar nutrient responses to soil fertility 
level and water regime /, 79-1751 

Soil mechanics. 

Bonding study on layered soil-cement /, 

79-2649 


Endochronic constitutive law for 
liquefaction of sand /, 79-2090 


Materials quality specialist., 79-2033 


Soil penetration test. 

Liquefaction potential of dams and foun- 
dations : report 1, Laboratory standard 
penetration tests on Reid Bedford 
model and Ottawa sands /, 79-2088 


Soil pollution. 
Chemical and physical effects of mu- 
nicipal landfills on underlying soils and 
groundwater /, 79-2343, 79-2344 


Soil research — Wisconsin. 
Thirty years of soil and water research 
by the Forest Service in Wisconsin's 
driftless area : a history and annotated 
bibliography /, 79-1769 
Soils — California — Orange County — 
Maps. 
Soil survey of Orange County, 


western part of Riverside County, 
California /, 79-1787 


Soils — California — Riverside County — 
Maps. 
Soil survey of Orange County, 
western part 
California /, 


and 


and 
of Riverside County, 
79-1787 
Soils — Indiana — Marion County — Maps. 
Soil survey of Marion County, Indiana /, 
79-1785 
Soils — Kansas — Gove County — Maps. 
Soil survey of Gove County, Kansas /, 
79-1782 
Soils — Kansas — Smith County — Maps. 
Soil survey of Smith County, Kansas /, 
79-1788 
Soils — Louisiana — Iberia Parish — Maps. 
Soil survey of Iberia Parish, Louisiana /, 
79-1783 
Soils — Maine — Kennebec County — Maps. 
Soil survey of Kennebec County, Maine 
/, 79-1784 
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Soils — Michigan — Eaton County — Maps. 
Soil survey of Eaton County, Michigan /, 
79-1780 


Soils — New York (State) — Steuben County 
— Maps. 
Soil survey of Steuben County, New 
York /, 79-1789 


Soils — Oregon — Analysis. 
Physical and chemical properties of some 
Blue Mountain soils in the northeast- 
ern Oregon /, 79-1752 


Soils — South Dakota — Meade County — 
Maps. 
Soil survey of Meade County, South 
Dakota, Southern part /, 79-1786 
Soils — Testing. 
Influence of sample disturbance on sand 
response to cyclic loading /, 79-2091 


Soils — Texas — Floyd County — Maps. 
Soil survey of Floyd County, Texas /, 
79-1781 


Solar air conditioning. 
Basking Ridge, New Jersey, Environmen- 
tal Education Center commercial 
solar demonstration., 79-2302 


Solar energy alternatives for the United 
States Embassy and for rural develop- 
ment projects within the Republic of 
Upper Volta /, 79-2200 


Solar heating and cooling demonstration 
program contractor’s review, New Or- 
leans, Louisiana, December 5-7, 1977 : 
sponsored by Department of Energy, 
Office of the Assistant Secretary for 
Conservation and Solar Applications /, 
79-2174 


Solar air conditioning — Law and legislation 
— United States. 
Legal barriers to solar heating and cool- 
ing of buildings., 79-2256 
Solar air conditioning — Specifications — 
United States. 
Interim performance criteria for solar 
heating and coolig systems in com- 
mercial buildings., 79-1816 


Solar batteries. 


Automated array assembly., 79-2205 


Automated array assembly : phase 2., 
79-2222 


Development of a process for high 
capacity are heater production of sil- 
icon for solar arrays : low cost solar 
array project : silicon materials task., 
79-2214 


Development of pulsed processes for the 
manufacture of solar cells., 79-2216 

Epitaxial silicon growth for solar cells., 
79-2217 

Evaluation of materials for high per- 


formance solar arrays (status report 
no. 1)/, 79-2774 
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High efficiency, long life terrestrial solar 
panel., 79-2218 


Improved semiconductors for photovolta- 
ic solar cells, CulnSe,., 79-2304 


Integral glass encapsulation for solar ar- 
rays., 79-2212 

Large area silicon sheet by EFG., 79- 
2206 


Low-cost silicon solar array project., 
79-2203 


LSA large area silicon sheet task con- 
tinuous liquid feed Czochralski 
growth., 79-2223 


LSSA : low-cost silicon solar array pro- 
ject., 79-2203 


Phase 2 of the automated array assembly 
task of the low cost silicon solar array 
project., 79-2219 


Photovoltaic module design : qualifica- 
tion and testing specification, LSA en- 
gineering area., 79-2204 

Silicon halide-alkali metal flames as a 


source of solar grade 
2215 


silicon., 79- 
Silicon-on-ceramic solar cell develop- 
ment : solar cell development for the 
cell development task of the low-cost 
solar array project., 79-2208 


Thin film CdS/Cu2S solar cells by chemi- 
cal spraying : final report /, 79-2186 


Thin films of silicon on low-cost sub- 
strates., 79-2300 


Solar batteries — Testing. 
Accelerated/abbreviated test methods for 
predicting life of solar cell encapsu- 
lants to Jet Propulsion Laboratory, 
California Institute of Technology, for 
the encapsulation task of the low-cost 
solar array project /, 79-2210 
Solar cells. 
Novel duplex 
method for silicon solar 
2211 


vapor-electrochemical 
cells., 79- 


Silicon-on-ceramic coating process : sil- 
icon sheet growth development for the 
large-area. silicon sheet and cell 
development tasks of the low-cost sil- 
icon solar array project., 79-2207 


Solar collectors. 

Accelerated/abbreviated test methods for 
predicting life of solar cell encapsu- 
lants to Jet Propulsion Laboratory, 
California Institute of Technology, for 
the encapsulation task of the low-cost 
solar array project /, 79-2210 


Central receiver solar thermal power 
system : phase |, CDRL item 2: pilot 
plant preliminary design report /, 79- 
2288 
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Phase 2, automated array assembly, task 
IV low-cost silicon solar array project., 
79-2224 


Silicon-on-ceramic coating process : sil- 
icon sheet growth development for the 
large-area silicon sheet and cell 
development tasks of the low-cost sil- 
icon solar array project., 79-2207 


Silicon-on-ceramic solar cell develop- 
ment : solar cell development for the 
cell development task of the low-cost 
solar array project., 79-2208 


Study of corrosion and its control in alu- 
minum solar collectors /, 79-2192 


Solar collectors — Congresses. 

Proceedings of the Solar Thermal Con- 
centrating Collector Technology Sym- 
posium held in Denver, Colorado, June 
14 and 15, 1978 /, 79-2293 


Solar collectors — Design and construction. 
Heat exchanger method, ingot casting, 
fixed abrasive method, multi-wire slic- 
ing : phase Il silicon sheet growth 
development for the large area sheet 
task of the low cost silicon array pro- 
ject., 79-2209 


Solar energy. 
Application of solar energy to industrial 
drying or dehydration processes : final 
report., 79-2285 


Residential energy from the sun : a 
description of the solar heating & 
cooling demonstration program., 79- 
2594 


Solar energy house in Linkoping /, 79- 
2283 


Solar energy — Abstracting and indexing. 
Energy information data base : guide to 
abstracting and indexing., 79-2296 


Solar energy — Congresses. 

Proceedings a conference on Solar 
Energy for Heating Greenhouses and 
Greenhouses-Residential Combina- 
tions, March 20-23, 1977, Cleveland, 
Ohio /, 79-2168 


Solar energy for heating greenhouses and 
greenhouse-residential combinations: 
Proceedings of a conference on., 79- 
2168 


Solar energy — Experiments. 

Basking Ridge, New Jersey, Environmen- 
tal Education Center commercial 
solar demonstration., 79-2302 

Solar energy research — Law and legislation 

— United States. 

Establishment of a solar photovoltaic 
energy research, devclopment and 
demonstration program : report to ac- 
company H.R. 12874., 79-3184 

Solar energy research — United States. 

Use of solar energy to heat anaerobic 

digesters part I, technical and 
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economic feasibility study : part Il, 
economic feasibility throughout the 
United States /, 79-2346 


Solar filaments. 
Phase 2, automated array assembly, task 


IV low-cost silicon solar array project., 
79-2224 


Solar heating. 
Basking Ridge, New Jersey, Environmen- 
tal Education Center commercial 
solar demonstration., 79-2302 


Building environmental systems evalua- 
tion for the National Security and 
Resources Study Center /, 79-2260 


Solar energy house in Linkoping /, 79- 
2283 


Solar heating and cooling demonstration 
program contractor’s review, New Or- 
leans, Louisiana, December 5-7, 1977 : 
sponsored by Department of Energy, 
Office of the Assistant Secretary for 
Conservation and Solar Applications /, 
79-2174 


Solar heating — Congresses. 

Proceedings a conference on Solar 
Energy for Heating Greenhouses and 
Greenhouses-Residential Combina- 
tions, March 20-23, 1977, Cleveland, 
Ohio /, 79-2168 


Proceedings of the Solar Thermal Con- 
centrating Collector Technology Sym- 
posium held in Denver, Colorado, June 
14 and 15, 1978 /, 79-2293 


Solar energy for heating greenhouses and 
greenhouse-residential combinations: 
Proceedings of a conference on., 79- 
2168 


Solar heating — Law and legislation — 
United States. 
Legal barriers to solar heating and cool- 
ing of buildings., 79-2256 
Solar heating — Specifications — United 
States. 
Interim performance criteria for solar 
heating and cooling systems in com- 
mercial buildings., 79-1816 


Solar houses. 


Solar energy house in Linkoping /, 79- 
2283 


Solar power plants. 

Central receiver solar thermal power 
system : phase 1, CDRL item 2 : pilot 
plant preliminary design report /, 79- 
2288 

Solar pilot plant, phase 1 
design report., 79-2289 

Somalia — Description and travel. 

Somalia : post report., 79-2838 


: preliminary 


Sonic boom. 
Simplifed sonic-boom prediction /, 79- 
2760 
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Sorbents. 
Alternatives to calcium-based SO, sor- 
bents for fluidized-bed combustion : 
conceptual evaluation /, 79-2381 


Development of ultrafiltration and inor- 
ganic adsorbents for reducing volumes 
of low-level and_ intermediate-level 
liquid waste., 79-2278, 79-2281 


Sorgo. 


Fuels from sugar crops., 79-2298 


Sound — Mathematics. 
A mathematical structure for refinement 
of sound ranging estimates /, 79-2125 


South Africa — Description and travel. 
South Africa : post report., 79-2839 


South Platte River, Neb. and Colo. — 
Floods. 
South Platte River, volume II, Morgan 
County - Washington County, 
Colorado., 79-2099 


Special flood hazard information report : 
South Platte River, volume II, Morgan 
County - Washington County, 
Colorado., 79-2099 


Southern Pacific Railroad Company. 
Confirming a conveyance of certain real 
property by the Southern Pacific Rail- 
road Co. to M. L. Wicks : report to 
accompany H.R. 7588., 79-3146 


Southern Pacific Transportation Company. 
Validating the conveyance of certain 
land in the State of California by the 
Southern Pacific Transportation Co. : 
report to accompany H.R. 7971., 79- 
3147 


Space biology — Bibliography — Catalogs. 

Publications of the space biology pro- 
gram for 1975-1977 : a special bibliog- 
raphy /, 79-2708 

Space vehicles — Attitude control systems — 

Computer programs. 

A digital computer program for the 
dynamic interaction simulation of con- 
trols and structure (DISCOS) /, 79- 
2773 


Space vehicles — Auxiliary power supply. 
Concept report : microprocessor control 
of electric power system /, 79-2741 


Space vehicles — Thermodynamics — 

Computer programs. 

A digital computer program for the 
dynamic interaction simulation of con- 
trols and structure (DISCOS) /, 79- 
2773 


Spain — Description and travel. 
Spain : post report., 79-2840 


Spatial analysis (Statistics) 

An optical profilometer for 
characterization of 
surfaces /, 79-2740 


spatial 
three-dimensioal 





Special prosecutors — United States. 

Special prosecutor act of 1978 : report 
together with additional and dissenting 
views to accompany H.R. 9705., 79- 
3188 

Specifications — Indexes. 

Index of Federal specifications and stan- 

dards., 79-2478 


Spectrophone. 
Development of spectrophones for CW 
and pulsed radiation sources /, 79- 
2123 


Spectrophotometer. 

An evaluation of electrochemical Con- 
centration Cell (ECC) sonde measure- 
ments of atmospheric ozone /, 79- 
2718 


Total ozone measurement intercom- 
parison of prototype New Zealand 
filter instrument and Dobson spec- 
trophotometer /, 79-2789 

Spectrum analysis. 

Computer programs for maximum spec- 
tral analysis of real and complex sin- 
gle-channel time series (with microfilm 
plots) /, 79-1837 


Laboratory measurements of radiance 
and reflectance spectra of dilute 
secondary-treated sewage sludge /, 
79-2755 

Spices. 

Quality evaluation of herbs and spices in 

the military food system /, 79-2116 
Sports — Law and legislation — United 

States. 

Amateur sports act of 1978 report 
together with dissenting views to ac- 
company S. 2727., 79-3236 

Spraying. 

Origin and development of vegetation 
after spraying and burning in a coastal 
Oregon clearcut /, 79-1762 

Sputtering (Physics) 
Cadmium sulfide/copper 


heterojunction cell 
2291 


Sri Lanka — Description and travel. 
Sri Lanka : post report., 79-2841 


Stability. 

Transonic static and dynamic stability 
characteristics of a finned projectile 
configuration /, 79-2699 

Stability of airplanes. 

Pilot evaluation of sailplane handling 
qualities /, 79-2713 

Stability of numerical integration 
techniques for transient rotor dynamic 
/, 79-2757 

Stability of ships. 

Estimation of the natural roll frequency 

of a ship in a confused sea /, 79-2132 


sulfide 
research., 79- 
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Stability of space vehicles — Computer 
programs. 

A digital computer program for the 
dynamic interaction simulation of con- 
trols and structure (DISCOS) /, 79- 
2773 

State governments — Officials and 
employees — Pensions. 

Pension Task Force report on public em- 
ployee retirement systems /, 79-3062 


Public employee retirement systems., 
79-3062 


Statics. 

Transonic static and dynamic stability 
characteristics of a finned projectile 
configuration /, 79-2699 

Steam boilers — Congresses. 

First Joint U.S./Japan LMFBR Steam 
Generator Seminar, February 1978, 
Japan., 79-2175 

Steam-boilers — Safety measures. 

Radiological assessment of steam genera- 
tor removal and replacement /, 79- 
2992 

Steam power-plants. 
Ash fouling and erosion of silicon-based 


ceramic expanders in coal fired power 
plants /, 79-2318 


Fossil superheating in geothermal steam 
power plants /, 79-2196 


Geothermal 
steam power plants /, 


preheating in _fossil-fired 
79-2197 


Steam power-plants — Water-supply. 
Water recycle/reuse alternatives in coal- 
fires steam-electric power plants /, 
79-2383 


Steel, Stainless. 
Benchmark experiments to test plutoni- 


um and stainless steel cross sections /, 
79-2993 


Steel, Structural — Brittleness. 


A study of ship hull 
systems /, 79-3016 


Stems (Botany) 
Stem deformity in black cherry /, 79- 
1750 


crack arrester 


Stephan, Boulos Hanna. 
Boulos Stephan : 
H.R. 2292., 


Stilling basins. 
Old River existing low-sill control struc- 
ture, Louisiana : hydraulic model in- 
vestigation : final report /, 79-2081 


report to accompany 
79-3432 


Stock ranges — Arizona. 

Department of the Interior final environ- 
mental statement : Upper Gila - San 
Simon /, 79-2636 

Upper Gila - San Simon grazing environ- 
mental statement, final., 79-2636 
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Stock-yards — Law and legislation — United 
States. 
Facts about 
stockyards 
producer., 


new 


regulations 
79-1793 


New packers and stockyards regulations 
and the producer., 79-1793 


Stockholders’ voting — United States. 

Voting rights in major corporations : a 
staff study /, 79-3366 

Stockton Dam, Mo. 

Powerhouse intake gate catapult study : 
Big Bend Dam, South Dakota, and 
Stockton, Harry S. Truman, and 
Clarence Cannon Dams, Missouri 
hydraulic model investigation, final re- 
port /, 79-2083 


Storms. 
Objectives and accomplishments of the 
NSSL 1975 spring program /, 79- 

1835 


Stratosphere. 
Horizontal eddy diffusivities in the 
northern hemispheric stratosphere and 
lower mesosphere /, 79-2732 


Stratospheric wind shear computed from 
satellite thermal sounder measure- 
ments /, 79-2122 


Strikes and lockouts — Air lines — United 
States. 
Certain former employees of Western 
Airlines : report to accompany H. Res. 
83., 79-3152 


Strip mining — Environmental aspects — 
Texas. 
Texas lignite environmental planning 
opportunities /, 79-2661 


Strip mining — Law and legislation — 

United States. 

Amending the Surface mining control 
and reclamation act of 1977 (Public 
Law 95-87) raising certain authorized 
funding levels contained therein, and 
for other purposes : report together 
with dissenting views to accompany H. 
R. 11827., 79-3163 


Structured programming. 
User’s guide for SFTRAN/360 /, 79- 
2739 


Student aid — Law and legislation — United 

States. 

Middle income student assistance act : 
hearings before the Subcommittee on 
Postsecondary Education of the Com- 
mittee on Education and Labor, House 
of Representatives , Ninety-fifth Con- 
gress, second session on H.R. 10854 
.-, 79-3061 


*Study environment. 
Territoriality in carrel design /, 


packers and 
and the 


79-2158 


Subject headings — Medicine — Periodicals. 
Medical subject headings, annotated 
alphabetic list., 79-2526 
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Subpoena — United States. 

Providing for nationwide service of sub- 
poenas in all suits involving the False 
claims act, and for other purposes : re- 
port to accompany H.R. 12393., 79- 
3224 

Subways — Design and construction. 

Feasibility analysis of urban transporta- 


tion systems with special reference to 
tunnels /, 79-2887 


Sudan — Description and travel. 
Sudan : post report., 79-2842 


Sugar beet. 


Fucls from sugar crops., 79-2298 


Sugar-cane. 


Fuels from sugar crops., 79-2298 


Sugarcane production residues 
technologic and economic assessment 
of methods for conversion to utilizable 
energy forms., 79-2303 


Sugar laws and legislation — United States. 
The Sugar stabilization act of 1978 : re- 
port to accompany H.R. 7108., 79- 
3401 


Sugar maple. 
Vacuum transfer system increases sugar 
maple sap yield /, 79-1761 


Suh, Jin Syen. 
Jin Syen Suh : report to accompany S. 
1154., 79-3257 


Superconducting magnets. 

Design of superconducting magnets for 
MHD aplications : final technical re- 
port, February 1976-June 1977 /, 79- 
2243 


Superconductors. 
Cryogenic-coolant He4 superconductor 
interaction /, 79-2715 


Superheaters. 
Fossil superheating in geothermal steam 
power plants /, 79-2196 


Supersonic nozzles. 

Effects of spanwise nozzle geometry and 
location on the longitudinal 
aerodynamic characteristics of a vec- 
tored-engine-over-wing configuration 
at subsonic speeds /, 79-2772 


Wind tunnel performance test of coannu- 
lar plug nozzles /, 79-2724 


Supplemental security income program — 

United States. 

Elimination of work disincentives under 
SSI programs : report of the Commit- 
tec on Ways and Means, House of 
Representatives, together with addi- 
tional views ... to accompany H. R. 
12972., 79-3198 


Presumptive disability for supplemental 
security income : report to accompany 
H.R. 10848., 79-3416 
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Presumptive disability under SSI program 
: report to accompany H.R. 10848., 
79-3185 


Supplemental security income disability 
benefits : report to accompany H.R. 
12972., 79-3417 


Support (Domestic relations) — United 

States. 

An act to amend titie 5, United States 
Code, to authorize the Civil Service 
Commission to comply with the terms 
of a court decree, order, or property 
settlement in connection with the 
divorce, annulment, or legal separation 
of a Federal employee who is under 
the civil service retirement system, and 
for other purposes., 79-3332 


Surgery, Outpatient — Arizona — Phoenix 

— Evaluation. 

Comparative evaluation of costs, quality 
and system effects of ambulatory sur- 
gery performed in alternative settings : 
final report /, 79-2576 


Surgical instruments and apparatus — 
Specifications. 


Surgical needles., 79-2006 


Surplus agricultural commodities, American 

— Bangladesh. 

Agriculture commodities agreement 
between the United States of America 
and Bangladesh signed at Dacca April 
1, 1977 with agreed minutes and 
amending agreements effected by 
exchange of notes signed at Dacca 
June 30, 1977 and exchange of notes 
signed at Dacca August 8, 1977 and 
exchange of notes signed at Dacca 
September 21, 1977., 79-2864 


Surplus agricultural commodities, American 

— Philippines. 

Agricultural commodities : transfer under 
Title Il agreement between the 
United States of America and the 
Philippines signed at Manila January 4 
and 7, 1977 and amending agreement 
signed at Manila May 25 and June 6, 
1977., 79-2857 


Surplus government property, American. 

Increasing public use and benefits from 
surplus Federal real property : report /, 
79-2446 

Survivors’ benefits — United States. 

An act to amend title 10, United States 
Code, to make certain changes in the 
Retired Serviceman’s Protection Plan 
and the Survivor Benefit Plan as 
authorized by chapter 73 of that title, 
and for other purposes., 79-3350 


Retirement and survivor benefits for 
reservists : Military Compensation Sub- 
committee deliberation and full com- 
mittee consideration of H. R.10340 
(H.R. 11823) and H. R. 10348 (H.R. 
11797) /, 79-3039 


Do not order from index; see indicated entry 





Veterans’ Administration analysis and 
evaluation of the non-service-con- 
nected pension program : a report /, 
79-3133 


Veterans’ and survivors’ pension im- 
provement act of 1978 : conference 
report to accompany H.R. 10173., 
79-3300, 79-3423 


Switzerland — Description and travel. 
Switzerland : post report., 79-2843 


Synthetic fuels. 


Fuels from sugar crops., 79-2298 


Synthetic training devices. 
Advanced simulator performance specifi- 
cation for an F-111 test station /, 79- 
2147 


Syria — Description and travel. 


Syrian Arab Republic : post report., 79- 
2844 


T 


Taiwan — Commerce — United States. 
Market research summary for metal 
working equipment : the Republic of 
China on Taiwan., 79-1843 


Metalworking equipment, the Republic 
of China on Taiwan., 79-1843 


Taiwan — Description and travel. 
Taiwan : post report., 79-2845 


Tam, John Alexis L S 
Dr. John Alexis L. S. Tam and Yeut 


Shum Tam : report to accompany H.R. 
2558., 79-3434 


Tam, Yeut Shum. 
Dr. John Alexis L. S. Tam and Yeut 


Shum Tam : report to accompany H.R. 
2558., 79-3434 


Tan, Derrick Mariano. 
Derrick Mariano Tan : 
pany H.R. 2939., 


Tanks. 

Thermal performace of gaseous-helium- 
purged tank-mounted mulitlayer insu- 
lation system during ground-hold and 
space-hold thermal cycling and expo- 
sure to water vapor /, 79-2759 


report to accom- 
79-3439 


Tannins. 
Duty-free treatment for certain dyeing 
and tanning materials : report to ac- 
company H. R. 11409., 79-3201 


Tanzania — Description and travel. 
Tanzania : post report., 79-2846 


Tariff — United States. 

Making specific provisions for ball or 
roller bearing pillow block, flange, 
takeup, cartridge, and hanger units in 
the tariff schedules of the United 
States, and other matters : report to 
accompany H.R. 8755., 79-3393 





Tariff — United States — Terminology and 
classification. 

Duty classification of ball or roller bear- 
ing pillow block, flange,take-up, car- 
tridge and hanger units : report to ac- 
company H.R. 8755., 79-3200 


Tariff on dyestuffs — United States. 
Duty-free treatment for certain dyeing 
and tanning materials : report to ac- 
company H.R. 11409., 79-3201 


Tariff on mushrooms — United States. 
Mushrooms : report to the President on 
investigation no. TA-201-17 under sec- 
tion 201 of the Trade act of 1974., 
79-2883 


Tariff on textile fabrics — United States. 
Carson City silver dollar sales con- 
ference report to accompany H.R. 
9937., 79-3320 


Tax auditing — United States. 

The effectiveness of the Internal 
Revenue Service’s income information 
document matching program and tax 
collection and other problems caused 
by bank-issued “numbered” bonds or 
certificates of deposit : hearing before 
a subcommittee of the Committee on 
Government Operations, House of 
Representatives, Ninety-fifth Congress, 
second session, March 9, 1978., 79- 
3073 


Tax credits — United States. 
Foreign tax credits claimed by 
petroleum companies : 
report /, 79-3177 


Tuition tax credit act of 1978 : con- 
ference report to accompany H.R. 
12050., 79-3312 


Taxation — District of Columbia. 

An act to permit any State the reciprocal 
right to sue in the Superior Court of 
the District of Columbia to recover 
taxes due such State., 79-3343 


Taxation — United States — Bibliography. 
Internal revenue commulative bulletins., 
79-2460 


Taxation — United States — Law. 

Bankruptcy reform act of 1978 : hearing 
before the Subcommittee on Taxation 
and Debt Management Generally of 
the Committee on Finance, United 
States Senate, Ninety-fifth Congress, 
second session, on sections 346 ... of 
2266, August 4, 1978., 79-3065 


Miscellaneous tax bills : hearing before 
the Subcommittee on Miscellaneous 
Revenue Measures of the Committee 
on Ways and Means, House of 
Representatives, Ninety-fifth Congress, 
second session ... June 14, 1978., 79- 
3137 


Revenue act of 1978 : conference report 
to accompany H.R. 13511., 79-3316 


US. 
twenty-fourth 





January 1979 


Revenue act of 1978 : hearings before 
the Committee on Finance, United 
States Senate, Ninety-fifth Congress, 
second session, on H.R. 13511 ..., 
79-3067 


Revenue act of 1978 report of the 
Committee on Finance, United States 
Senate, together with additional and 
supplemental views, on H.R. 13511., 
79-3397 


Tax treatment of returns of magazines, 
paperbacks, and records : report to ac- 
company H.R. 3050., 79-3400 


Taxation of Americans abroad 
ference report 
9251., 79-3315 


Taxation — United States — States. 

An act to permit any State the reciprocal 
right to sue in the Superior Court of 
the District of Columbia to recover 
taxes due such State., 79-3343 


Taxation of bonds, securities, etc. — United 

States. 

The’ effectiveness of the Internal 
Revenue Service’s income information 
document matching program and tax 
collection and other problems caused 
by bank-issued “numbered” bonds or 
certificates of deposit : hearing before 
a subcommittee of the Committee on 
Government Operations, House of 
Representatives, Ninety-fifth Congress, 
second session, March 9, 1978., 79- 
3073 


Technological innovations — United States. 
Government involvement in the innova- 
tion process : a contractor’s report to 
the Office of Technology Assessment., 
79-3019 


Technology — Russia. 
Physical sciences and technology, 79- 
2966 


Translations on USSR 
technology:, 79-2966 


Technology transfer — Statistics. 

U.S. statistics on international technology 
transfer, need for additional measures : 
report by the Comptroller General of 
the United States., 79-2437 


con- 
to accompany H.R. 


science and 


Telecommunication. 

The US Army Intelligence School ap- 
prenticeship program for the trade of 
electronic communication technician., 
79-2066 


Telecommunication — Apparatus and 
supplies. 

The US Army Signal School apprentice- 
ship program for the trade of line in- 
staller-repairer., 79-2063 

Telecommunication — Apparatus and 
supplies — Maintenance and repair. 

Tactical wire operations specialist., 79- 
2044 
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Telecommunication — Law and legislation 
— United States. 
Public telecommunications financing act 
of 1978 : conference report to accom- 
pany H.R. 12605., 79-3302 


Telecommunication — Periodicals. 
Translations on telecommunications pol- 
icy, research and development., 79- 
2960 


Telecommunication — United States — 
Finance. 
Public telecommunications financing act 
of 1978 : conference report to accom- 
pany H.R. 12605., 79-3302 


Telephone switchboards — Maintenance and 
repair — Handbooks, manuals, etc. 
Maintenance and repair parts for con- 

sumption planning guide for contingen- 
cy operations electronics 
switchboard, SB-22A/PT., 79-2048 


Telephone switching systems, Electronic — 
Maintenance and repair — Handbooks, 
manuals, etc. 

Maintenance and repair parts for con- 
sumption planning guide for contingen- 
cy operations electronics 
switchboard, SB-22A/PT., 79-2048 


Telescopes. 
Theoretical contamination of cryogenic 
satellite telescopes /, 79-2768 


Teletype — Maintenance and repair — 

Handbooks, manuals, etc. 

Maintenance and repair parts consurip- 
tion planning guide for contingency 
operations :_ teletypewriter: 7T- 

76/GGC & TT-98/FG., 79-2046 


Television — Economic aspects. 

Television receivers, color and 
monochrome, assembled or not assem- 
bled, finished or not finished, and sub- 
assemblies thereof : report to the Pre- 
sident on investigation no. TA-201-19 
under section 201(b) of the Trade act 
of 1974., 79-2884 


Television — Interference. 
A preliminary estimate of the effects of 
spread-spectrum interference on TV., 
79-1847 


Television — Receivers and reception. 

Television receivers, color and 
monochrome, assembled or not assem- 
bled, finished or not finished, and sub- 
assemblies thereof : report to the Pre- 
sident on investigation no. TA-201-19 
under section 201(b) of the Trade act 
of 1974., 79-2884 


Television broadcasting. 

The US Army Signal School apprentice- 
ship program for the trade of produc- 
tion coordinator (television and radio 
broadcast)., 79-2067 


Television relay systems. 
Maintenance of television 
link equipment., 79-2919 


microwave 
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Temperature. 
Experimental study of the relationship 
between radiosonde temperatures and 


radiometric-area temperatures /, 79- 
2121 


A study of the effects of temperature 
variations on radio wave absorption /, 
79-2126 


Tennessee — Maps. 
The verification of Landsat data in the 
geographical analysis of wetlands in 
west Tennessee /, 79-2734 


Territorial waters — Canada. 

An act to amend the Fishery conserva- 
tion zone transition act in order to give 
effect to the Reciprocal Fisheries 
Agreement for 1978 between the 
United States and Canada., 79-3323 


Territorial waters — United States. 

An act to amend the Fishery conserva- 
tion zone transition act in order to give 
effect to the Reciprocal Fisheries 
Agreement for 1978 between the 
United States and Canada., 79-3323 


*Territoriality (Zoology) 


Territoriality in carrel design /, 79-2158 


Teton National Forest, Wyo. 

Providing for the conveyance of title and 
ownership to 2.58 acres within the 
Bridger-Tcton National Forest, Wyo., 
to Ben Boshetto, Jr. : report to accom- 
pany H.R. 10160., 79-3161 


Textile industries — Law and legislation — 

United States. 

Trade in textiles : agreements between 
the United States of America and India 
amending and extending the agreement 
of August 6, 1974, as modified ef- 
fected by exchange of notes signed at 
Washington September 28 and 29, 
1977 and exchange of notes at 
Washington October 28, 1977 and 
exchange of notes signed at Washing- 
ton November 29, 1977., 79-2869 


Textile industry — Law and legislation — 

China. 

Trade in textiles : agreement between the 
United States of America and the 
Republic of China modifying the 
agreement of May 21, 1975, as 
modified effected by exchange of let- 
ters signed at Washington July 18 and 
25, 1977., 79-2863 


Textile industry — Law and legislation — 

India. 

Trade in textiles : agreements between 
the United States of America and India 
amending and extending the agreement 
of August 6, 1974, as modified ef- 
fected by exchange of notes signed at 
Washington September 28 and 29, 
1977 and exchange of notes at 
Washington October 28, 1977 and 
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exchange of notes signed at Washing- 
ton November 29, 1977., 79-2869 


Textile industry — Law and legislation — 

Philippines. 

Trade in textiles : agreement between the 
United States of America and the 
Philippines amending the agreement of 
October 15, 1975, as amended ef- 
fected by exchange of notes signed at 
Manila July 25 and 28, 1977., 79- 
2860 

Textile industry — Law and legislation — 

United States. 

Trade in textiles : agreement between the 
United States of America and the 
Philippines amending the agreement of 
October 15, 1975, as amended ef- 
fected by exchange of notes signed at 
Manila July 25 and 28, 1977., 79- 
2860, 79-2863 

Thailand — Description and travel. 

Thailand : post report., 79-2847 


Thin films. 
Thin films of silicon on low-cost sub- 
strates., 79-2300 


Thomson effect. 

Design of a submillimeter laser Thomson 
scattering system for measurement of 
ion temperature in Summa /, 79-2719 

Thunderstorms. 

Turbulent transport model of wind shear 
in thunderstorm gust fronts and warm 
fronts /, 79-2731 

Tidal waves. 

Effect of source orientation and location 
in the Peru-Chile Trench on tsunami 
amplitude along the Pacific Coast of 
the Continental United States /, 79- 
2087 

Tides — Florida — Tampa Bay. 

Tampa Bay circulatory survey, 1963 /, 

79-1839 


Timber — California. 
Forest area and timber resources of the 
San Joaquin area, California /, 79- 
1766 


Time series analysis. 

Computer programs for maximum spec- 
tral analysis of real and complex sin- 
gle-channel time series (with microfilm 
plots) /, 79-1837 

Time-sharing computer syst 

Guidelines for the measurement of in- 
teractive computer service response 
time and turnaround time., 79-1814 

Tires, Rubber — Design. 

Friction characteristics of three 30 x 

11.5-14,5, type VIII, aircraft tires with 


various tread groove patterns and 
rubber compounds /, 79-2753 





Do not order from index; see indicated entry 





Titanium. 

Friction and wear behavior of single- 
crystal silicon carbide in contract with 
titanium /, 79-2747 

Titanium alloys — Testing. 

Erosion and fatigue behavior of coated 
titanium alloys for gas trubine engine 
compressor applications /, 79-2071 


Togo — Description and travel. 
Togo : post report., 79-2848 


Tolidine — Safety measures. 
Criteria for a recommended standard, 
occupational exposure to o-tolidine., 
79-2551 


Occupational exposure to o-tolidine., 
79-2551 


Tornadoes. 
Three scales of motions associated with 
tornadoes /, 79-2997 


Tornadoes — Statistics. 
Normalized indices of destruction 
deaths by tornadoes /, 79-1834 


Tourist trade — United States. 
Authorization for U.S. Travel Service : 
hearing before the Subcommittee on 
Transportation and Commerce of the 
Committee on Interstate and Foreign 
Commerce, House of Representatives, 
Ninety-fifth Congress, second session, 
on H.R. 11869 and H.R. 11870 ... 
April 4, 1978., 79-3096 
Tow-phase flow. 
Wind tunnel performance test of coannu- 
lar plug nozzles /, 79-2724 


Toys — Production standards. 
Toy safety [errata]., 79-1810 


and 


Toys — Safety measures. 


Toy safety [errata]., 79-1810 


Trace elements. 
Trace element study at a primary copper 
smelter /, 79-2342 


Tracking radar. 
Formulation of a_ platform-to-platform 
radar integration system /, 79-2144 


Trade adjustment assistance — Law and 
legislation — United States. 
Trade adjustment assistance amendments 
: report to accompany H.R. 11711., 
79-3418 


Trade union meetings. 

Conventions 1976 : national unions, em- 
ployee associations, and State labor 
bodies., 79-2676 

Trade-unions — United States. 

Labor law reform act of 1978 : hearing 
before the Committee on Human 
Resources, United States Senate, 
Ninety-fifth Congress, second session, 
on H.R. 8410 ... June 29, 1978., 79- 
3085 





Traffic engineering. 
Auto restricted zone/multi-user vehicle 
system study /, 79-2928 


Traffic engineering — United States. 
Liveable urban streets : managing auto 
traffic in neighborhoods /, 79-2892 


Traffic flow. 
Non-random sampling in the calibration 


of disaggregate choice models /, 79- 
2890 


Trails — Law and legislation — United 

States. 

Amending the National Trails System act 
of 1968 (82 Stat. 919), as amended, 
designating the Oregon National 
Historic Trail and Travelway as a unit 
of the National Trails System : report 
to accompany H. R. 6900., 79-3151 


Trails — Pennsylvania. 
Hiker preferences for trail features and 
maps /, 79-1759 


Transpiration (Physics) 
Effects of mass addition on blunt-body 
boundary-layer transition and _ heat 
transfer /, 79-2764 


Transport planes. 
Studies of advanced transport aircraft /, 
79-2706 


Transportation. 

“Effects of Energy Constraints on Trans- 
portation Systems” : proceedings of 
the Fourth National Conference held 
at Union College, Aug. 1-5, 1977 /, 
79-2171 


Transportation — Laws and regulations — 

United States. 

Revision of title 49, United States Code, 
“Transportation” : report of the Com- 
mittee on the Judiciary, House of 
Representatives, on H.R. 10965 ..., 
79-3214 


Transportation — Northeastern States. 
Northeast corridor improvement project : 
hearings before a Subcommittee on the 
Committee on Government Opera- 
tions, House of Representatives, 
Ninety-fifth Congress, second session, 

June 15 and 19, 1978., 79-3077 


Transportation — United States — 
Accidents. 
Regulatory and other responsibilities as 
related to transportation accidents /, 
79-2974 


Transportation — United States — Energy 
conservation. 
Energy conservation in ground transpor- 
tation : a comparison of alternative 
strategies., 79-2891 


Transportation, Automotive — Laws and 
regulations. 
Class I and class Il common and contract 
motor carriers of property., 79-2666 





January 1979 


49 C.F.R. 1207, uniform system of ac- 
counts :, 79-2666 


Transportation, Automotive — United 
States. 
Energy conservation in ground transpor- 
tation : a comparison of alternative 
strategies., 79-2891 


Transportation, Automotive — United States 
— Freight. 
The impact on small communities of 
motor carriage regulatory revision /, 
79-3050 


Oversight of freight rate competition in 
the motor carrier industry : hearings 
before the Subcommittee on Antitrust 
and Monopoly of the Committee on 
the Judiciary, United States Senate, 
Ninety-fifth Congress, first and second 
sessions ..., 79-3106 


Transportation, Military. 


Efficient use of modularization in trans- 
portation systems /, 79-2113 


Trautvetter, Ricky Lee. 
Ricky Lee Trautvetter : 
pany H.R. 2944., 


report to accom- 
79-3441 


Travel agents — Congresses. 
Evaluation of the ABTA/Miami Beach 
convention., 79-1820 


Treaties. 
United States treaties and other interna- 
tional agreements., 79-2874 


Tree-rings. 
The reliability of determining age of red 
alder by ring counts /, 79-1763 


Trees — Puerto Rico. 
Trees of the Caribbean National Forest, 
Puerto Rico /, 79-1746 


Trichloroethylene. 
Special occupational hazard review of 
trichloroethylene /, 79-2559 


Trinidad and Tobago — Description and 
travel. 
Trinidad and Tobago : post report., 79- 
2849 


Tritium. 
An atmospheric tritium and carbon-14 
monitoring system /, 79-2998 


Tritium half-life /, 79-2266 


Tritium waste control., 79-2280 


Tritium — Environmental aspects — United 
States. 
Mound Laboratory tritium environmental 
study, 1976-1977 /, 79-2273 
Tritium — Testing. 
A tritium systems test facility /, 79- 
2279 
*Tuberculosis — Occurrence — U.S. — 
Periodicals. 
Tuberculosis in the United States., 79- 
2563 
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Tuberculosis — United States — Statistics — 
Periodicals. 
Tuberculosis in the United States., 79- 
2563 


Tunneling. 
Feasibility analysis of urban transporta- 
tion systems with special reference to 
tunnels /, 79-2887 


Turbines. 

Cold-air performance of a 12.766-cen- 
timeter-tip aixial-flow cooled turbine /, 
79-2746 

Turbines — Aerodynamics. 

Effect of cooling-hole geometry on 
aerodynamic performance of a film- 
cooled turbine van tested with cold air 


in a two-dimensional cascade /, 79- 
2763 


Turbines — Blades — Cooling. 

Effect of cooling-hole geometry on 
aerodynamic performance of a film- 
cooled turbine van tested with cold air 
in a two-dimensional cascade /, 79- 
2763 


Turbomachines — Bearings. 
Experimental evaluation of foil-supported 
resilient-pad gas-lubricated thrust bear- 
ing /, 79-2745 
Turbulence. 
Application of second-order turbulent 
modeling to the prediction of radiated 
aerodynamic sound /, 79-2727 


Influence of free-stream disturbances on 
boundary-layer transition /, 79-2703 


A review of the theory of trailing edge 
noise /, 79-2736 


Turbulence — Mathematical models. 

Transitional boundary-layer solutions 
using a mixing-length and a two-equa- 
tion turbulence model /, 79-2722 

Turbulent boundary layer. 

Representation of turbulent shear stress 
by a product of mean velocity dif- 
ferences /, 79-2744 

Simulation of turbulent wall pressure / 
Robert L. Ash., 79-2712 

Transitional boundary-layer solutions 
using a mixing-length and a two-equa- 
tion turbulence model /, 79-2722 

Turbulent boundary layers over nonsta- 
tionary plane boundaries /, 79-2701 


Turbulent diffusion (Meteorology) 
Horizontal eddy diffusivities in the 
northern hemispheric stratosphere and 
lower mesosphere /, 79-2732 


U 


Uganda — Description and travel. 
Uganda : post report., 79-2850 
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Uganda — Foreign relations — United 

States. 

Condemning violations of human rights 
by the Government of Uganda : report 
together with supplementary views to 
accompany H. Con. Res. 612., 79- 
3174 

Ultrafiltration. 

Development of ultrafiltration and inor- 
ganic adsorbents for reducing volumes 
of low-level and intermediate-level 
liquid waste., 79-2278, 79-2281 


Evaluation of ultrafiltration membranes 
for treating low-level radioactive con- 
taminated liquid waste /, 79-2265 


Underdeveloped areas — Agriculture. 
The Sahel developmemt program 
progress and constraints : report to the 
Congress /, 79-2436 


Underdeveloped areas — Child welfare. 

Marketing and promotion of infant for- 
mula in the developing nations, 1978 : 
hearing before the Subcommittee on 
Health and Scientific Research of the 
Committee on Human _ Resources, 
United States Senate, Nincty-fifth Con- 
gress,second session ... May 23, 1978., 
79-3084 


Underground construction. 
Feasibility analysis of urban transporta- 
tion systems with special reference to 
tunnels /, 79-2887 


Underwater acoustics. 
On the feasibility of detecting low level 
acoustic signals in the ocean by use of 
a laser heterodyne detector /, 79- 
2141 


Unemployed — Texas. 

Effectiveness of economic stimulus pro- 
grams : hearings before the Task Force 
on Economic Policy of the Committee 
on the Budget, House of Representa- 
tives, Ninety-fifth Congress, second 
session, February 18 and 20, 1978, 
(Dallas, Tex., and Mesquite, Tex.)., 
79-3049 


Unemployed — United States. 

Public hearings before the National 
Commission on Employment and 
Unemployment Statistics ... : report of 
the Joint Economic Committee, Con- 
gress of the United States., 79-3056 


Union City, Okla. — Tornado, 1973. 
The Union City, Oklahoma, tornado of 
24 May, 1973 /, 79-1836 


United States. Agency for International 

Development. 

Agency for International Development's 
housing investment guaranty program : 
report to the Congress /, 79-2439 

Changes needed in personnel practices of 
the Agency for International Develop- 
ment: report /, 79-2438 
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United States, Agricultural Stabilization and 
Conservation Service — Appropriations 
and expenditures. 

Joint resolution making urgent supple- 
mental appropriations for the Depart- 
ment of Agriculture, Agricultural 
Stabalization and Conservation Ser- 
vice, and for other purposes for the 
fiscal year ending September 30, 
1978., 79-3325 


Urgent supplemental appropriations for 
the Department of Agriculture : report 
to accompany H. J. Res. 1024., 79- 
3196, 79-3373 


United States. Agricultural Trade Office. 
Agricultural trade act of 1978 : con- 


ference report to accompany S. 3447., 
79-3291, 79-3419 


United States — Air defenses, Military. 
Defense : production and acquisition of 
improved Hawk missile system : agree- 
ment between the United States of 
America and Japan effected by 
exchange of notes signed at Tokyo 
July 12, 1977., 79-2866 


United States. Air Force — Examinations. 
Navigator-observer selection research 
development of new Air Force officer 
qualifying test navigator-technical 
composite /, 79-2159 


United States. Air Force — Job descriptions. 
Some key problems concerning the 
specification, development and use of 


task identification and analyses /, 79- 
2155 


United States. Air Force — Officer efficiency 
reports. 
Comparisons between abbreviated and 
controlled officer effectiveness reports 
/, 79-2154 


United States. Air Force — Officers. 
Matching job education requirements 
with candidates’ educational attain- 
ments : a pilot methodological study /, 
79-2149 


United States. Air Force — Personnel 
management. 

Integrated simulation evaluation model 
(ISEM) of the Air Force manpower 
and personnel system : requirements 
and concepts /, 79-2161 


Short tour rotation indices for identifying 
airman overseas skill imbalance /, 79- 
2151 

United States. Air Force. Reserve Officers 

Training Corps. 

A procedure for estimating enrollment 
and cost factors at potential AFROTC 
host-sites : interim technical memoran- 
dum for period February 1975 - June 
1975 /, 79-2148 
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United States. Air Force — Supplies and 
stores. 

The Air Force can reduce inventories by 
eliminating unneeded stock levels : De- 
partment of Defense /, 79-2443 

United States. Airway Facilities Service — 

Personnel management. 

Airway Facilities career planning pro- 
gram., 79-2917 


Airway Facilities maintenance personnel 
certification program., 79-2916 


United States — Appropriations and 
expenditures. 

Magnitude of nonappropriated fund and 
related activities in the executive 
branch study by the staff of the 
United States General Accounting Of- 
fice., 79-2420 


Waiver of section 303(a) of the Congres- 
sional budget act with respect to con- 
sideration of amendment no.— to H.R. 
13511 : report to accompany S. Res. 
576., 79-3414 


Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 3392 : report to ac- 
company S. Res. 566., 79-3403 


Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of H.R. 10587 : report to 
accompany S. Res. 567., 79-3404 


Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 3309 : report to ac- 
company S. Res. 572., 79-3405 


Waiver of section 402(a) of the Congres- 
sional budget act with respect to con- 
sideration of S. 857 : report to accom- 
pany S. Res. 574., 79-3471 


United States — Appropriations and 

expenditures, 1978. 

Joint resolution making an urgent ap- 
propriation for the black lung program 
of the Department of Labor, and for 
other purposes, for the fiscal year end- 
ing September 30, 1978., 79-3326 


United States — Appropriations and 

expenditures, 1979. 

An act making appropriations for the 
legislative branch for the fiscal year 
ending September 30, 1979, and for 
other purposes., 79-3346 


An act making appropriations for the 
Treasury Department, the United 
States Postal Service, the Executive 
Office of the President, and certain in- 
dependent agencies, for the fiscal year 
ending September 30, 1979, and for 
other purposes., 79-3364 


An act to authorize appropriations to 
carry out the Fishery conservation and 
management act of 1976 during fiscal 
year 1979, to provide for the regula- 





tion of foreign fish processing vessels 
in the fishery conservation zone, and 
for other purposes., 79-3329 


Department of Housing and Urban 
Development, and certain independent 
agencies appropriations for fiscal year 
1979 : hearings before a subcommittee 
of the Committee on Appropriations, 
United States Senate, Ninety-fifth Con- 
gress, second session, on H.R. 12936 
ey 79-3033 


Department of Housing and Urban 
Development, independent agencies 
appropriation bill, 1979 : report to ac- 
company H.R. 12936., 79-3377 


Foreign relations authorization for fiscal 
year 1979 : hearings before the Sub- 
committee on International Operations 
of the Committee on _ International 
Relations, House of Representatives, 
Ninety-fifth Congress, second session 
wy» 79-3101 


Hud-independent agencies appropria- 
tions, 1979 (H.R. 12936)., 79-3033 


Making appropriations for the Depart- 
ment of the Interior and related agen- 
cies : conference report to accompany 
H.R. 12932., 79-3247 


Making appropriations for the Depart- 
ments of Labor, and Health, Educa- 
tion, and Welfare, and related agencies 
: conference report to accompany H.R. 
12929., 79-3283 


Making appropriations for Treasury De- 
partment, U.S. Postal Service, Execu- 
tive Office of the President, and cer- 
tain independent agencies, fiscal year 
1979 : conference report to accom- 
pany H.R. 12930., 79-3248 


Making appropriations, foreign 
assistance, fiscal year, 1979 con- 
ference report to accompany H.R. 
12931., 79-3290 


United States — Armed Forces. 

Hearings on H.J. Res. 1002 ... H.R. 3532 
... H.R. 8471 ... H.R. 12498 ... before 
the Investigations Subcommittee of the 
Committee on Armed Services, House 
of Representatives, Ninety-fifth Con- 
gress, second session, June 21, 1978., 
79-3035 


United States — Armed Forces — American 

Samoa — Reserves. 

Broadening eligibility for the Junior 
Reserve Officers’ Training Corps pro- 
gram report to accompany H.R. 
7161., 79-3212 


United States — Armed Forces — Barracks 
and quarters. 

Extension of expiring authorities 
other legislative proposals : hearing on 
H.R. 6276 ... and H.R. 6277 ... before 
the Military Compensation Subcom- 


and 
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mittee of the Committee on Armed 
Services, House of Representatives, 
Ninety-five Congress, second session, 
March 22, 1978., 79-3040 


United States — Armed Forces — 
Commissariat. 
Quality evaluation of herbs and spices in 
the military food system /, 79-2116 


United States — Armed Forces — Dental 
care. 

Hearing on H.R. 6038 and H.R. 11687 ... 
before the Military Compensation Sub- 
committee of the Committee on 
Armed Forces, House of Representa- 
tives, Ninety-fifth Congress, second 
session, April 5, 1978., 79-3041 

United States — Armed Forces — Korea. 

Hearings on review of the policy decision 
to withdraw United States ground 
forces from Korea before the In- 
vestigations Subcommittee, also the 
Committee on Armed Services, House 
of Representatives, Ninety-fifth Con- 
gress, first and second sessions ..., 79- 
3034 


United States — Armed Forces — Medical 
care. 

Military medical health and research : 
hearings before a Subcommittee on the 
Committee on Government Opera- 
tions, House of Representatives, 
Ninety-fifth Congress, second session, 
July 26 and 27, 1978., 79-3076 


United States — Armed Forces — Messes. 
Quality evaluation of herbs and spices in 
the military food system /, 79-2116 


United States — Armed Forces — Military 
construction operations. 

An act making appropriations for milita- 
ry construction for the Department of 
Defense for the fiscal year ending Sep- 
tember 30, 1979, and for other pur- 
poses., 79-3336 


United States — Armed Forces — Officers. 
Certain nominations in the Army, Navy, 

Air Force, and the Marine Corps 
hearing before the Committee on 
Armed Services, United States 
Senate,Ninety-fifth Congress, second 

session ... June 29, 1978., 79-3043 


United States — Armed Forces — 

Procurement. 

Authorizing appropriations for fiscal year 
1979 for military procurement, 
research and development, active duty, 
selected reserve, and civilian personnel 
strengths, civil defense, and for other 
purposes report to accompany S. 
3486., 79-3391 


United States — Armed Forces — 
Procurement — Handbooks, manuals, etc. 
Data bank interrogations/search., 79- 

1902 
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Defense integrated data system (DIDS) 
procedures manual : data bank inter- 
rogations / search., 79-1902 


Defense integrated data system (DIDS) 
procedures manual : development and 
maintenance of item logistics data 
tools., 79-1899, 79-1907 

Defense integrated data system (DIDS) 
procedures manual : document identi- 
fier code (DIC) input/output (1/0) for- 
mats (fixed length)., 79-1904, 79- 
1905 

Defense integrated data system (DIDS) 
procedures manual edit/validation 
criteria., 79-1906 

Defense integrated data system (DIDS) 
procedures manual : general and ad- 
ministrative information., 79-1897 

Defense integrated data system (DIDS) 
procedures manual : identifica- 
tion., 79-1900, 

Defense integrated data system (DIDS) 
procedures manual : multiple applica- 
tion procedures., 79-1898 


item 
79-1901 


Defense integrated data system (DIDS) 
procedures manual 
79-1910 


publications., 


Defense integrated data system (DIDS) 
procedures manual 
Statistics., 79-1908, 


reports and 
79-1909 
Defense integrated data system (DIDS) 
procedures manual : supply manage- 
ment., 79-1903 
Development and maintenance of item 
logistics data 79-1899, 79- 
1907 


tools., 


(DIC) 
(fixed 


Document identifier code 
input/output (I/O) 


length), 79-1904 
Document identifier 


input/output (1/O) 
length), 79-1905 


formats 


(DIC) 
(variable 


code 
formats 
Edit/validation criteria., 79-1906 
General and administrative information., 
79-1897 


Item identification., 79-1900, 79-1901 


Multiple 
1898 


Publications. , 


application procedures., 79- 


79-1910 


Reports and statistics., 79-1908, 79- 


1909 
Supply management., 79-1903 


United States — Armed Forces — Reserves. 
Retirement and benefits for 
reservists : Military Compensation Sub- 
committee deliberation and full com- 
mittee consideration of H. R.10340 
(H.R. 11823) and H. R. 10348 (H.R. 
11797) /, 79-3039 


survivor 
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United States — Armed Forces — Samoa — 


Reserves. 

An act to amend title 10, United States 
Code, to allow nationals, as well as 
citizens, of the United States to par- 
ticipate in the Junior Reserve Officers’ 
Training Corps program., 79-3330 

Broadening eligibility for the Junior 
Reserve Officers’ Training Corps pro- 


gram : report to accompany H.R. 
7161., 79-3385 


Hearings on H. R. 7161 ... and H.R. 
3307 ... before the Military Personnel 
Subcommittee of the Committee on 
Armed Services, House of Representa- 
tives, Ninety-fifth Congress, second 
session, May 24, June 14, and July 11, 
1978., 79-3036 


*United States — Armed Forces — Supplies 
and stores — Classification. 
Agricultural supplies., 79-1867 


Attenuator, fixed., 79-1868 


Badges and insignias /, 79-1869, 79- 
1870, 79-1871 


Bands, markers, plates, and signs /, 79- 
1872 


Biologicals., 79-1873 


Books, maps, and other publications., 
79-1874 


Bottles and jars., 79-1875 
Boxes, electrical components., 79-1876 


Cable assemblies, electrical and elec- 
tronic., 79-1877 


Capacitor, variable., 79-1879 
Capacitors, fixed /, 79-1880 


Cartridge and_ propellant actuated 
devices and components., 79-1881 


Chemical products., 79-1883 
Chemicals., 79-1882 

Circuit breaker., 79-1884 

Cloth., 79-1885 

Coats and coat-like garments., 79-1886 
Coils and transformers., 79-1887 


Compounds and greases - cutting, 
lubricating, and hydraulic., 79-1889 


Conduit components., 79-1890 
Connector, electrical /, 79-1891 


Connectors and couplers, electronic and 
electrical., 79-1893 


Consoles, switchboards, and panels., 
79-1892 


Converters, electrical, nonrotating /, 
79-1894 


Couplings., 79-1895 


Cutting tools for machine tools., 79- 
1896 


Decades, electrical., 79-1911 
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Delay lines., 79-1912 


Distributors, and magnetos, ignition., 
79-1913 


Drill bits, counterbores, and countersinks 


/, 79-1914 


Electric and electronic bases, holders, 


and supports /, 79-1923 


Electric and electronic properties mea- 
suring and testing instruments., 79- 


1922 


Electrical cable, cord, wire, and assem- 


blies /, 79-1918, 79-1919 


Electrical connector parts., 79-1917 


Electrical/electronic groups, sets, and as- 


semblies., 79-1915, 79-1916 


Electrical posts, splices, and terminals., 
79-1924 


Engine electrical system components., 
79-1925 


Engine fuel and cooling system com- 


ponents., 79-1926 
Fiber cordage., 79-1927 
Filters, electrical., 79-1928 
Fire fighting equipment /, 79-1929 


Food-cooking, baking-serving 
ment., 79-1931 


Footwear., 79-1930 


Gases - compressed and liquefied., 79- 


1932 


Glass, fabricated and window, observa- 


tion., 79-1933, 79-1934 


Goggles and related protective devices., 
79-1935 


Guns and related components., 79-1936 


Handcranks and handwheels /, 79-1937 


Hardware - bands, straps, strapping, and 


components., 79-1940 


Hardware - 
1939 


Hazard-detecting instruments and ap- 


paratus., 79-1941 
Headset, electrical., 79-1942 


Heating elements, electrical, immersion, 


and nonimmersion., 79-1943 
Hinges /, 79-1944 


Holder, electrical contact brush., 79- 


1945 


Holders, supports, and brackets, electri- 


cal and electronic., 79-1946 


Hose, air duct and air breathing /, 79- 


1947 
Hose, pipe, and tube fittings., 79-1949 
Hose, pipe, and tubing., 79-1948 
Jacks and plugs., 79-1950 


Laboratory vessels, adapters and connec- 


tors /, 79-1951 
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clamps., 79-1938, 79- 





Laundry and dry cleaning equipment., 
79-1952 


Leggings, socks, and related items., 79- 
1953 


Light-switch assembly., 79-1954 
Lights /, 79-1955 


Liquid and gas flow, liquid level,. and 
mechanical motion measuring instru- 
ments /, 79-1956 

Loudspeakers and 
microphone., 79-1957 


loudspeaker- 


Lumber, plywood, and related products 
/, 79-1958 


Medical and dental assemblies, kits, sets, 
and units., 79-1962 


Microcircuit devices /, 79-1963 


Miscellaneous capacitors, resistors, and 
attenuators /, 79-1878 


Miscellaneous communication 
ment., 79-1888 


Miscellaneous controls., 79-1964 


equip- 


Miscellaneous electrical and electronic 
components., 79-1920, 79-1921 


Miscellaneous items /, 79-1965 


Miscellaneous maintenance and repair 
shop equipment., 79-1959 

Miscellaneous materials handling equip- 
ment., 79-1960 


Miscellaneous transmission components., 
79-2017 

Miscellaneous welding, soldering, and 
brazing supplies and accessories., 79- 
2027 

Motor vehicle maintenance and repair 
shop equipment /, 79-1966 

Musical instruments, phonographs and 
home radios., 79-1967 

Notions and apparel findings., 79-1968 

Optical instruments., 79-1969, 79- 
1970 

Opticians instruments equipment and 
supplics., 79-1971, 79-1972 

Paving breaker and rock drill accesso- 
ries., 79-1973 

Pharmaceutical dosage 
sules/tablets., 79-1974 


Pharmaceutical dosage 
liquids/semisolids., 79-1975 


forms, cap- 
forms, 


Photogrammetric and X-ray apparatus., 
79-1976 


Photographic equipment and accessories 
/, 79-1977 


Pipe and tube metallic., 79-1978 


Post, electrical-mechanical equipment., 
79-1979, 79-1980 


Pressure, temperature, humid measure- 
control instruments., 79-1981 
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79-1982 


Pumps, liquid, general purpose /, 79- 
1983, 79-1984 


Recreational and athletic equipment., 
79-1985 


Relays, electromagnetic, reed, and reso- 
nant reed /, 79-1986 


79-1987 


Propellers and test clubs., Washers /, 


Waveguide /, 


79-2024, 
79-2026 


Wrenches and components, hand, non- 
powered /, 79-2028 
X-ray equipment and supplies: medical, 
dental, and veterinary., 79-2029 
United States. Aimy. 
The Army can improve peacetime use of 
Rivets, rivet caps, and collars /, 79- deployable enlisted personnel : report 
1988 /, 79-2423 
United States. Army — Bibliography — 
Catalogs. 
Index of administrative publications., 
79-2055 


Index of doctrinal, training, and or- 
ganizational publications., 79-2056 
United States. Army — Commissariat. 
Army food service operations., 79-2039 


United States. Army. Corps of Engineers — 

Bibliography. 

U.S. Army Corps of Engineers publica- 
tions., 79-2476 

United States. Army. Corps of Engineers. 

Kansas City District — History. 

Taming the mighty Missouri : a history of 
the Kansas City District, Corps of En- 
gineers, 1907-1971 /, 79-2073 

United States. Army. Corps of Military 

Police. 

Military police combat support : 
of operations., 79-2045 

United States. Army — Facilities. 

Facilities engineering management hand- 

book., 79-2059 
United States. Army — Handbooks, 
manuals, etc. 

Army food service operations., 


79-2025 Materials quality specialist., 
79-2038 


Military police combat support : 
of operations., 79-2045 


room specialist 
79-2036 


Radio teletype operator., 


79-2033 
Metalworker., 


theater 


Operating 
manual., 


soldier's 


79-2043 


Soldier’s manual : operating room spe- 
cialist., 79-2036 

Subsistence supply specialist., 
79-2041 

Tactical wire operations specialist., 79- 
2044 


Technical engineering supervisor., 79- 
2034 


United States. Army — Military 
construction operations. 
Information flow for military construc- 
tion /, 79-2102 


United States. Army — Personnel 
management. 

Continuous management attention 
needed for Army to improve combat 
unit personnel requirements : report /, 
79-2422 

United States. Army — Personnel 
management — Data processing. 

SIDPERS user manual : Standard Instal- 
lation/Division Personnel System : mili- 
tary personnel office level procedures., 
79-2060 

United States. Army — Procurement. 

Management information systems : user's 
guide for indentifying automatic data 
processing equipment (ADPE) require- 
ments., 79-2050, 79-2051 


User's guide for identifying automatic 


Resistor, thermal., 


Roller assembly, journal bearing., 79- iia 


1989 
Safety and rescue equipment., 79-1990 


reactors and magnetic am- 
79-1991 


Scales and balances., 


Saturable 
plifiers., 
79-1992 
Screening and fencing, mesh., 79-1993 
79-1995 


Semiconductor devices and associated 
hardware., 79-1994 


Sets, kits, and outfits., 


Semiconductor devices /, 


79-1996 
Shielding gasket, electronic., 79-1997 
79-1998 

79-1999 


Socket, plug-in electronic components., 
79-2000 


Spark plugs., 


Simulators /, 


Soaps., 


79-2001 


Special measuring and indicating instru- 
ments., 79-1961 


Springs and component parts., 


theater 


79-2002 

79-2003 
79-2004 

79-2005 

79-2008 


Starter, engine, electrical., 
Strainer elements., 


Subassemblies /, 79-2039 


Surgical dressings., Lance., 79- 


Field artillery battalion, 


79-2006 
79-2007 
79-2009 
79-2010 
79-2011 


Surgical needles., 
Surgical sutures., 
Switch, nonrotary., 
Switch, sensing /, 
Synchros and resolvers., 
79-2012 


and_ chasers; 
79-2013 


79-2014 


Tableware., 


Taps, dies, 
machine /, 


hand and 


Terminal boards /, 
79-2015 
Time measuring instruments., 
79-2018 


Trousers and trouser-like garments /, 
79-2019 


Turnbuckles; clevis/connector rod ends 
and tie rods., 79-2020 


Vacuum pumps., 79-2021 
79-2022 


general 
79-2023 


Test sets., 
79-2016 


Transmission chain /, 


Valve scats., 
Valves, and drain 


cocks., 


purpose, 





2035 


United States. Army — Handbooks, 
manuals, etc. 
Airdrop of supplies and equipment 
general information for rigging airdrop 
platforms., 79-2042 


ATC chief., 79-2032 


Improved Hawk launcher and mechani- 
cal systems repairer., 79-2037 


Light air defense artillery crewman., 
79-2049 


Maintenance and repair parts consump- 
tion planning guide for contingency 
Operations : repeater set, radio: 
AN/TRC-113., 79-2047 

Maintenance and repair parts consump- 
tion planning guide for contingency 


operations : _ teletypewriter: TT- 
76/GGC & TT-98/FG., 79-2046 


Maintenance and repair parts for con- 
sumption planning guide for contingen- 
cy operations :_ electronics 
switchboard, SB-22A/PT., 79-2048 
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data processing equipment (ADPE) 
requirements., 79-2050, 79-2051 


United States. Army — Supplies and stores. 
Subsistence supply specialist., 79-2041 


United States. Army — Supplies and stores. 
Subsistence supply specialist., 79-2040 


United States. Army — Supplies and stores 
— Catalogs. 
Index of supply catalogs and supply 
manuals (excluding types 7, 8, and 9), 
79-2057, 79-2058 


Military publications : index of supply 
catalogs and supply manuals 
(excluding types 7, 8, and 9)., 79- 
2057, 79-2058 

United States. Army Air Defense School, 

Fort Bliss, Tex. — Curricula. 

The US Army Air Defense School ap- 
prenticeship program for the trade of 
electro-mechanical technician 
(weapons systems)., 79-2065 


The US Army Air Defense School ap- 
prenticeship program for the trade of 
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electronic technician 79- 


2064 


United States. Army Field Artillery School, 
Fort Sill, Okla. — Curricula. 
The US Army Field Artillery School ap- 
prenticeship program for the trade of 
surveyor (artillery)., 79-2062 


United States. Army Intelligence School, 

Fort Devens, Mass. — Curricula. 

The US Army Intelligence School ap- 
prenticeship program for the trade of 
electronic communication technician., 
79-2066 


United States. Army Missile and Munitions 
Center and School, Redstone Arsenal, 
Ala. — Curricula. 

The US Army Missile and Munitions 
Center and School apprenticeship pro- 
gram for the trade of electrical-instru- 
ment repairer., 79-2061 


United States. Army Reserve — Officers. 
United States Army Reserve officers per- 
sonnel development and utilization., 
79-2054 


United States. Army Signal School — 
Curricula. 
The US Army Signal School apprentice- 
ship program for the trade of line in- 
staller-repairer., 79-2063 


United States. Army Signal School, Fort 

Gordon, Ga. — Curricula. 

The US Army Signal School apprentice- 
ship program for the trade of control 
room technician (radio and television 
broadcasting)., 79-2068 


The US Army Signal School apprentice- 
ship program for the trade of elec- 
tronic mechanic (radar)., 79-2069 


The US Army Signal School apprentice- 
ship program for the trade of produc- 
tion coordinator (television and radio 
broadcast)., 79-2067 


(radar)., 


United States. Board for International 
Broadcasting — Appropriations and 
expenditures. 

An act to authorize appropriations for 
fiscal year 1979 for the Department of 
State, the International Communica- 
tion Agency, and the Board for Inter- 
national Broadcasting. to make 
changes in the laws relating to those 
agencies, to make changes in the 
Foreign Service personnel system, to 
establish policies and_ responsibilities 
with respect to science, technology, 
and American diplomacy, and for 
other purposes., 79-3363 

United States. Bureau of Indian Affairs. 
Federal management weaknesses cry out 

for alternatives to deliver programs 
and services to Indians to improve 
their quality of life : report to the Con- 
gress /, 79-2409 
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United States. Bureau of Land Management 

— Appropriations and expenditures. 

An act to authorize appropriations for 
activities and programs carried out by 
the Secretary of the Interior through 
the Bureau of Land Management., 
79-3328 


United States. Bureau of Land Management 
— Bibliography. 
Bureau of Land Management publica- 
tions., 79-2475 


United States. Bureau of Prisons — 
Appropriations and expenditures. 
Supplemental authorization of appropria- 

tions for fiscal year 1979 : hearing be- 
fore the Subcommittee on Penitentia- 
ries and Corrections of the Committee 
on the Judiciary, United States Senate, 
Ninety-fifth Congress, second session, 
on S. 3151 ... June 29, 1978., 79- 
3105 


United States. Bureau of Radiological 
Health. 


Resources and staffing., 79-2529 


United States. Bureau of Reclamation — 
Bibliography. 
Bureau of Reclamation publications., 
79-2474 


United States. Center for Fire Research — 

Appropriations and expenditures. 

Fire prevention and _ control, fire 
authorization hearings before the 
Subcommittee on Science, Research, 
and Technology of the Committee on 
Science and Technology, U.S. House 
of Representatives, Ninety-fifth Con- 
gress, second session, February 2, 7, 
1978., 79-3126 


United States. Central Intelligence Agency 
— Appropriations and expenditures. 
Intelligence and intelligence-related ac- 

tivities authorization act for fiscal year 
1979 : [an act to authorize appropria- 
tions for fiscal year 1979 for intel- 
ligence and intelligence-related activi- 
ties of the United States Government 
sash, - 99-3334 


United States. Central Intelligence Agency 

— Officials and employees. 

Justice Department treatment of criminal 
cases involving CIA personnel and 
claims of national security : hearings 
before a subcommittee of the Commit- 
tee on Government Operations, House 
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first session., 79-3111 


Opportunities for HEW to improve the 
administration of day care programs : 
report by the U.S. General Accouting 
Office., 79-2431 


United States. Dept. of Health, Education, 
and Welfare — Appropriations and 
expenditures. 

Making appropriations for the Depart- 
ments of Labor, and Health, Educa- 
tion, and Welfare, and related agencies 
: conference report to accompany H.R. 
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fiscal year 1979 for the Department of 
State, the International Communica- 
tion Agency, and the Board for Inter- 
national Broadcasting, to make 
changes in the laws relating to those 
agencies, to make changes in the 
Foreign Service personnel system, to 
establish policies and responsibilities 
with respect to science, technology, 
and American diplomacy, and for 
other purposes., 79-3363 


United States. Dept. of the Air Force — 
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by bank-issued “numbered” bonds or 
certificates of deposit : hearing before 
a subcommittee of the Committee on 
Government Operations, House of 
Representatives, Ninety-fifth Congress, 
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Administration. Office of Juvenile Justice 
and Deliquency Prevention. 

Oversight hearing on the Juvenile justice 
and delinquency prevention act : hear- 
ing before the Subcommittee on Equal 
Opportunities of the Committee on 
Education and Labor, House of 
Representatives, Ninety-fifth Congress, 
second session, on Public Law 93-415 
... June 27, 1978., 79-3060 


United States. Marine Corps — 

Bibliography. 

Marine Corps publications., 79-2471 

United States. Materials Transportation 

Bureau — Appropriations and 

expenditures. 

Hazardous materials transportation act 
authorization : hearing before the Sub- 
committee on Transportation and 
Commerce of the Committee on In- 
terstate and Foreign Commerce, House 
of Representatives, Ninety-fifth Con- 
gress, second session, H.R. 11871 and 
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United States. National Cancer Institute. 
Clinical research programs., 79-2516 


United States. National Fire Prevention and 
Control Administration — Appropriations 
and expenditures. 

Fire prevention and _ control, fire 
authorization hearings before the 
Subcommittee on Science, Research, 
and Technology of the Committee on 
Science and Technology, U.S. House 
of Representatives, Ninety-fifth Con- 
gress, second session, February 2, 7, 
1978., 79-3126 


United States. National Institute for 
Occupational Safety and Health. Division 
of Training & Manpower Development. 
Catalogue of courses., 79-2542 


NIOSH Division of Training & Man- 
power Development /, 79-2542 


United States. National Institutes of Health. 

NIH public advisory groups; authority, 

structure, functions, members., 79- 
2514 


United States. National Labor Relations 
Board — Appointments, promotions, 
salaries, etc. 

Nomination : hearing before the Com- 
mittee on Human Resources, United 
States Senate, Ninety-fifth Congress, 
second session, on Howard Jenkins, 
Jr., of Maryland, to be a Member of 
the National Labor Relations Board, 
September 7, 1978., 79-3086 


United States. National Labor Relations 
Board — Bibliography. 
National Labor Relations Board publica- 
tions., 79-2470 


United States. National Telecom munications 
and Information Administration — 
Appointsments, promotions, salaries, etc. 
Nomination of Assistant Secretary to the 

National Telecommunications and In- 
formation Administration hearings 
before the Committee on Commerce, 
Science, and Transportation, United 
States Senate, Ninety-fifth Congress, 
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second session .. 
3053 


United States. National Transportation 
Safety Board — Appointments, 
promotions, salaries, etc. 

Nomination, National Transportation 
Safety Board hearing before the 
Committee on Commerce, Science, 
and Transportation, United States 
Senate, Ninety-fifth Congress, second 
session, on nomination of Francis H. 
McAdams, to be a Member of the Na- 
tional Transportation Board, July 31, 
1978., 79-3052 


United States. National Transportation 
Safety Board — Appropriations and 
expenditures. 

Hazardous materials transportation act 
authorization : hearing before the Sub- 
committee on Transportation and 
Commerce of the Committee on In- 
terstate and Foreign Commerce, House 
of Representatives, Ninety-fifth Con- 
gress, second session, H.R. 11871 and 
H.R. 11872 ... April 10, 1978., 79- 
3095 


Hazardous materials transportation, Inde- 
pendent safety board act amendments : 
joint hearings before the Subcommit- 
tee on Aviation and the Subcommittee 
on Surface Transportation of the Com- 
mittee on Public Works and Transpor- 
tation, House of Representatives, 
Ninety-fifth Congress, second session, 
on H. R. 11871 and H.R. 11872 ... 
H.R. 12106 ... April 19 and 20, 1978., 
79-3119 


United States. Nautical Almanac Office. 
American ephemeris and nautical al- 
manac., 79-3035 


Hearings on H.J. Res. 1002 ... H.R. 3532 
.. H.R. 8471 ... H.R. 12498 ... before 
the Investigations Subcommittee of the 
Committee on Armed Services, House 
of Representatives, Ninety-fifth Con- 
gress, second session, June 21, 1978., 
79-3035 


United States. Naval Facilities Engineering 
Command — Bibliography. 
Naval Facilities Engineering Command 
publications., 79-2468 
United States. Navy. 
The Navy’s ship support improvement 
project : report /, 79-2449 
United States. Navy — Facilities. 
Inspection of shore facilities., 


. April 14, 1978.,  79- 


79-2130 


Navy facilities not identified and re- 
ported for possible use or disposal : re- 
port /, 79-2445 

United States. Northeast Corridor 

Transportation Project. 

Final programmatic environmental im- 
pact statement Northeast Corridor 
Improvement Project., 79-2906 
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United States. Nuclear Regulatory 

Commission. 

Accuracy of U.S. Nuclear Regulatory 
Commission _ testimony oversight 
hearing before the Subcommittee on 
Energy and the Environment of the 
Committee on Interior and Insular Af- 
fairs, House of Representatives, 
Ninety-fifth Congress, second session 
... February 27, 1978., 79-3097 


The Nuclear Regulatory Commission 
needs to aggressively monitor and in- 
dependently evaluate nuclear power- 
plant construction : report to the Con- 
gress /, 79-2416 


United States. Nuclear Regulatory 
Commission — Appointments, 
promotions, salaries, etc. 

Nomination of John F. Ahearne : hearing 
before the Committee on _ Public 
Works, United States Senate, Ninety- 
fifth Congress, second session, on the 
nomination of John F. Ahearne to be a 
Member of the Nuclear 
Commission, June 13, 
3114 


United States. Nuclear Regulatory 
Commission — Appropriations and 
expenditures. 

Authorizing appropriations, 
Regulatory Commission, fiscal year 
1979 : conference report to accom- 
pany S. 2584., 79-3313 


United States. Office of Education. 

An analysis of the role of the U.S. Office 
of Education and other selected 
federal agencies in citizen education /, 
79-2487 


United States. Office of Surface Mining, 
Reclamation, and Enforcement — 
Appropriations and expenditures. 
Amending the Surface mining control 

and reclamation act of 1977 (Public 
Law 95-87) raising certain authorized 
funding levels contained therein, and 
for other purposes : report together 
with dissenting views to accompany H. 
R. 11827., 79-3163 

United States — Officials and employees. 

Justice Department retention of private 
legal counsel to represent Federal em- 
ployees in civil lawsuits : staff report to 
the Subcommittee on Administrative 
Practice and Procedure of the Com- 
mittee on the Judiciary of the United 
States Senate., 79-3108 


United States — Officials and employees — 

Salaries, allowances, etc. 

Oversight hearings on the Federal em- 
ployee’s compensation act : hearings 
before the Subcommittee on Compen- 
sation, Health, and Safety of the Com- 
mittee on Education and Labor, House 
of Representatives, Ninety-fifth Con- 
gress, first session ..., 79-3058 


Regulatory 
1978., 79- 


Nuclear 
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United States — Officials and employees — 

Travel regulations. 

An act to amend section 2632 of title 10, 
United States Code, to provide the 
Secretary of the department in which 
the Coast Guard is operating with the 
authority to transport Coast Guard em- 
ployees to and from certain places of 
employment., 79-3331 


Transportation of Coast 
ployees : report to accompany H.R. 
185., 79-3175, 79-3384 

United States — Officials and employees, 

Retired — Employment. 

What rules should apply to post-Federal 
employment and how should they be 
enforced? : report to the Congress /, 
79-2421 

United States — Public lands. 

Amending certain provisions of law relat- 
ing to land claims by the United States 
in Riverside County, Calif., based upon 
the accretion or avulsion, and for 


other purposes : report to accompany 
H.R. 7101., 79-3150, 79-3402 


Authorizing the Secretary of the Interior 
to convey all right, title, and interest of 
the United States in and to a tract of 
land located in the Fairbanks Record- 
ing District, State of Alaska, to the 
Fairbanks North Star Borough, and for 
other purposes : report to accompany 
H.R. 6997., 79-3148 


Final environmental statement 
City, Idaho., 79-2635 


Improving the range conditions of the 
public grazing lands : Conference re- 
port to accompany H.R. 10587., 79- 
3282 

Public rangelands improvement act of 


1978 report to accompany H.R. 
10587., 79-3392 


Silver City, Idaho., 


Guard em- 


: Silver 


79-2635 


Transfer of real property of the United 
States to the District of Columbia 
Redevelopment Land Agency : report 
to accompany H.R. 13224., 79-3195 


Validating the conveyance of certain 
land in the State of California by the 
Southern Pacific Transportation Co. : 
report to accompany H.R. 7971., 79- 
3147 


United States. Railroad Retirement Board 
— Appropriations and expenditures. 
Department of Labor black lung supple- 

mental appropriation : report to ac- 
company H. J. Res. 945., 79-3368 

United States — Relations (general) with 
Japan. 

U.S. parliamentary exchange program 


with Japan : report to accompany S.J. 
Res. 111., 79-3386 
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U.S. participation in parliamentary con- 
ference with Japan : hearing before the 
Subcommittee on East Asian and 
Pacific Affairs of the Committee on 
Foreign Relations, United States 
Senate, Ninety-fifth Congress, second 
session, on S.J. Res. Ill ... August 11, 
1978., 79-3069 


United States — Rural conditions. 

The nation’s rural elderly : hearing be- 
fore the Special Committee on Aging, 
United States Senate, Ninety-fourth 
Congress, second session ..., 79-3024 


United States. Select Commission on 

Immigration and Refugee Policy. 

An act to amend section 201(a), 202(c), 
and 203(a) of the Immigration and na- 
tionality act, as amended, and to 
establish a Select Commission on Im- 
migration and Refugee Policy., 79- 
3358 


Worldwide ceiling on immigration : re- 
port to accompany H.R. 12443., 79- 
3169 


United States. Small Business 
Administration. 
What is a small business? : the Small 
Business Administration needs to reex- 
amine its answer : report /, 79-2404 


Women’s handbook : how SBA can help 
you go into business /, 79-2875 


United States. Small Business 
Administration — Appropriations and 
expenditures. 

Amending the Small business act and the 
Small business investment act of 1958 
: conference report to accompany H.R. 
11445., 79-3246 


United States. Small Business 
Administration — Officials and employees 
— Salaries, allowances, etc. 

Miscellaneous amendments to Small 
Business Administration programs : re- 
port to accompany H.R. 13418., 79- 
3206 


United States. Special Commission on the 
United States Military Academy. 
Hearings on service academies’ honor 

code before the Military Personnel 
Subcommittee of Armed _ Services, 
House of Representatives, Ninety-fifth 
Congress, first and second session, in- 
cluding reports by the service acade- 
mies on the Borman Commission 
study, October 5, 6, 1977, August 1, 
1978., 79-3038 


United States — Statistics. 
A framework for planning U.S. Federal 
statistics for the 1980’s., 79-1798 
United States — Statistics, Vital. 
Vital statistics of the United States., 79- 
2539 
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United States. Travel Service — 
Appropriations and expenditures. 
Authorization for U.S. Travel Service : 

hearing before the Subcommittee on 
Transportation and Commerce of the 
Committee on Interstate and Foreign 
Commerce, House of Representatives, 
Ninety-fifth Congress, second session, 
on H.R. 11869 and H.R. 11870 ... 
April 4, 1978., 79-3096 

United States. Treasury Dept. 

An act to authorize the issuance of sub- 
stitute Treasury checks without un- 
dertakings of indemnity, except as the 
Secretary of the Treasury may 
require., 79-3338 

Authorizing the issuance of substitute 
Treasury checks without undertakings 
of indemnity, except as the Secretary 
of the Treasury may require : report to 
accompany H.R. 13087., 79-3390 


Substitute treasury checks : report to ac- 
company H.R. 13087., 79-3191 


United States. Treasury Dept. — 
Procurement. 
Selling to the Department of the Treasu- 
ry., 79-2878 


United States. Veterans Administration. 

Legislative and oversight hearings on all 
Veterans Administration education and 
training programs except the voca- 
tional rehabilitation program : hearings 
before the Subcommittee on Education 
and Training of the Committee on 
Veterans’ Affairs, House of Represen- 
tatives, Ninety-fifth Congress, second 
session ... April 18, 25, and May 16, 
1978., 79-3131 


VA administrative procedure and judicial 
review act : hearings before the Com- 
mittee on Veterans’ Affairs, United 
States Senate, Ninety-fifth Congress, 
first session, on S. 364 and related bills 
wy 79-3134 


United States. Water Resources Council — 
Appropriations and expenditures. 
An act to amend the Water resources 
planning act (79 Stat. 244, as 
amended)., 79-3354 


United States Merchant Marine Academy. 
An act to amend section 216(b) of the 
Merchant marine act, 1936, to entitle 
the Delegates in Congress from the 
District of Columbia, Guam, and the 
Virgin Islands to make nominations for 
appointments to the Merchant Marine 
Academy, and for other purposes., 
79-3324 


United States Olympic Committee. 
Amateur sports act of 1978 report 
together with dissenting views to ac- 

company S. 2727., 79-3236 





Universities and colleges — United States — 

Accreditation. 

Colleges and universities offering ac- 
credited programs by accreditation 
field, including selected  charac- 
teristics., 79-2509 


Universities and colleges — United States — 

Statistics. 

Colleges and universities offering ac- 
credited programs by accreditation 
field, including selected  charac- 
teristics., 79-2509 


Unsteady flow (Aerodynamics) 
Computational flow development for un- 
steady viscous flows : foundation of 
the numerical method /, 79-2728 


Unsteady two dimensional airloads acting 
on oscillating thin airfoils in subsonic 
ventilated wind tunnels /, 79-2716 


Uranium. 

Authorizing the Secretary of Energy to 
enter into cooperative agreements with 
certain States respecting residual 
radioactive material at existing sites, 
providing for the regulation of uranium 
mill tailings under the Atomic energy 
act of 1954, and for other purposes : 
report to accompany H.R. 13650 /, 
79-3225 


Proposed export of low-enriched urani- 
um to India : adverse report together 
with dissenting views to accompany H. 
Con. Res. 599., 79-3189 


A radiometric study of rocks in three 
selected drainage basins in the spruce 
pine area, North Carolina /, 79-2228 


Uranium mill tailings radiation control 
act of 1978., 79-3225 


Uranium — Isotopes. 
Recovery and purification of uranium- 
234 from aged plutonium-238 /, 79- 
2271 


Uranium mines and mining — United States. 
Uranium mill tailings control : hearings 
before the Subcommittee on Energy 
and the Environment of the Commit- 

tee on Interior and Insular Affairs, 
House of Representatives, Ninety-fifth 
Congress, second session ..., 79-3098 


Urban renewal — District of Columbia. 
Amending the District of Columbia 
redevelopment act of 1945 : report to 
accompany H.R. 10311., 79-3194 


Urban renewal — United States. 
The dynamics of neighborhood change., 
79-2596 


Urban transportation — California — Los 
Angeles. 
The double deck bus demonstration pro- 
ject : executive summary /, 79-2926 
The Los Angeles double deck bus 


demonstration project : an evaluation 
/, 79-2925 
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Urban transportation — New York (City) 
The double deck bus demonstration pro- 
ject : executive summary /, 79-2926 


The New York City double deck bus 
demonstration project : an evaluation 
/, 79-2927 


Urban transportation — United States. 
Auto restricted zone/multi-user vehicle 
system study /, 79-2928 
Urban transportation policy — United 
States. 
Center city environment and transporta- 


tion : local government solutions /, 
79-2924 


Uruguay — Description and travel. 
Uruguay : post report., 79-2852 


Usages of trade — Austria — International 
cooperation. 
Customs assistance : agreement between 
the United States of America and Aus- 
tria signed at Vienna September 15, 
1976., 79-2856 


Usages of trade — United States — 
International cooperation. 
Customs assistance : agreement between 
the United States of America and Aus- 
tria signed at Vienna September 15, 
1976., 79-2856 


Used car trade. 
Sale of used motor vehicles : final staff 
report to the Federal Trade Commis- 


sion and proposed trade regulation 
rule (16 CFR part 455)., 79-2399 


Vv 


Valconos, Vasilios Georgios. 
Vasilios Georgios Valcanos : report to 
accompany H.R. 7419., 79-3455 


Vapors. 
Calculations for estimating the equilibri- 
um washout of tritium /, 79-2227 


Novel duplex  vapor-electrochemical 
method for silicon solar cells., 79- 
2211 


Theory for laser-induces breakdown over 
a vaporizing target surface /, 79-2317 


Vegetable gardening — Equipment and 
supplies. 


Minigardens for vegetables /, 79-1744 


Vegetable inspection — United States. 

Inspection standards of vegetable imports 
: hearings before the Subcommittee on 
Foreign Agricultural Policy of the 
Committee on Agriculture, Nutrition, 
and Forestry, United States Senate, 
Ninety-fifth Congress, second session 
5 79-3030 


Vegetable trade — United States. 
Inspection standards of vegetable imports 
: hearings before the Subcommittee on 
Foreign Agricultural Policy of the 
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Committee on Agriculture, Nutrition, 
and Forestry, United States Senate, 
Ninety-fifth Congress, second session 
.-» 79-3030 


Vegetables — Standards — United States. 

Inspection standards of vegetable imports 
: hearings before the Subcommittee on 
Foreign Agricultural Policy of the 
Committee on Agriculture, Nutrition, 
and Forestry, United States Senate, 
Ninety-fifth Congress, second session 
«+» 79-3030 


Vegetation and climate — Environmental 
aspects — Wisconsin. 
Vegetation management with herbicides 
in the Eastern Region : final environ- 
mental statement., 79-1777 


Venture capital — United States. 

Capital formation : hearings before the 
Select Committee on Small Business, 
United States Senate, Ninety-fifth Con- 
gress, second session ..., 79-3129 

Vermiculite. 


Vermiculite /, 79-2655 


Vertical wind shear. 
Turbulent transport model of wind shear 
in thunderstorm gust fronts and warm 
fronts /, 79-2731 


Veterans — Education — United States. 

Legislative and oversight hearings on all 
Veterans Administration education and 
training programs except the voca- 
tional rehabilitation program : hearings 
before the Subcommittee on Education 
and Training of the Committee on 
Veterans’ Affairs, House of Represen- 
tatives, Ninety-fifth Congress, second 
session ... April 18, 25, and May 16, 
1978., 79-3131 


Veterans — Law and legislation — United 

States. 

Authorizing the VA to furnish memorial 
markers to commemorate certain 
deceased veterans : report to accom- 
pany H.R. 12257., 79-3179 


Veterans — Laws and legislation — United 

States. 

Hearings to review the Veterans Ad- 
ministration marker program : hearing 
before the Subcommittee on Cemete- 
ries and Burial Benefits of the Com- 
mittee on Veterans’ Affairs, House of 
Representatives, Ninety-fifth Congress, 
second session ... H.R. 12732 and H.R. 
4538, July 26, 1978., 79-3132 


Providing an allowance to Siates or agen- 
cies or political subdivisions of States 
for expenses incurred in the burial of 
veterans : report to accompany H.R. 
12252., 79-3178 


Veterans’ and survivors’ pension im- 
provement act of 1978 : conference 
report to accompany H.R. 10173., 
79-3300, 79-3423 


Page 1-467 





Veterans — Loans — United States. 

Legislative and oversight hearings on all 
Veterans Administration education and 
training programs except the voca- 
tional rehabilitation program : hearings 
before the Subcommittee on Education 
and Training of the Committee on 
Veterans’ Affairs, House of Represen- 
tatives, Ninety-fifth Congress, second 
session ... April 18, 25, and May 16, 
1978., 79-3131 

Veterinary hygiene. 

The Effects of caloric density of the food 
on running endurance and_ general 
condition of rats and hamsters 
restricted in food intake or fed ad 
libitum/, 79-2114 

Vibration (Marine engineering) — 

Bibliography. 

Bibliography for the study of propeller- 
induced vibration in hull structural ele- 
ments /, 79-3018 


Victims of crime — United States. 
Victims of crime act of 1978 
ference 
7010., 


Video tapes. 

Photographic and video techniques use 
in the 1/5-scale Mark I boiling water 
pressure supression experiment /, 79- 
2313 


Vietnam — Foreign relations — Cambodia. 
Vietnam-Cambodia conflict report 
prepared at the request of the Sub- 
committee on Asian and Pacific Af- 
fairs of the Committee on International 
Relations /, 79-3102 


Vietnam — Periodicals. 
Translations on Vietnam., 


: con- 
report to accompany H.R. 
79-3296 


79-2968 


Vietnamese Conflict, 1961-1975. 

To pay tribute to members of the U.S. 
Armed Forces who served honorably 
in Southeast Asia during the Vietnam 
conflict : report to accompany H. R. 
12261., 79-3180 

Vinyl chloride. 

Vinyl chloride 

/, 79-2519 
Viscoplasticity. 

Gaussian step-pressure loading of rigid 

viscoplastic plates /, 79-2761 
Visibility — Bibliography. 

Toward the quantification of visibility : 

an annotated bibliography /, 79-2543 


: an information resource 


Vocational education. 
Evaluation design and reporting in career 
education., 79-2484 


Vocational rehabilitation — Law and 
legislation — United States. 
Comprehensive rehabilitation services 

amendments of 1978 : conference re- 
port to accompany H.R. 12467., 79- 
3306 
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Voting — United States — Bibliography. 
Voting and elections., 79-2473 


Voting, Absent — United States. 

Improving the administration and opera- 
tion of the Overseas citizens voting 
rights act of 1975, and for other pur- 
poses : report together with additional 
and dissenting views to accompany S. 
703., 79-3228 


Ww 


Wages — Automobile industry workers — 
United States. 
Wage chronology : Ford Motor Co. and 
the auto workers, volume II. 1973-79., 
79-2674 


Wages — Coal-miners — United States. 
Industry wage survey : bituminous coal, 
January 1976-March 1981., 79-2675 


Wages — Handicapped — United States. 

Application of the Fair labor standards 
act to blind and handicapped workers : 
hearings before the Subcommittee on 
Labor Standards of the Committee on 
Education and Labor, House of 
Representatives, Ninety-fifth Congress, 
second session, on H. R. 8104 ... May 
10 and 11, 1978., 79-3059 


Wages — Railroad — United States. 

How long does it take Conrail to process 
protected employees’ claims under the 
1973 Regional Rail Reorganization 
act? report by the Comptroller 
General of the United States., 79- 
2403 


Wages — United States — Research. 

Area wage surveys : this booklet contains 
the lists and descriptions of occupa- 
tions to be studied in the Bureau’s 
cross-industry area wage survey pro- 
gram., 79-2673 


Lists and descriptions of occupations to 
be studied in the Bureau’s cross-indus- 
try area wage survey program., 79- 
2673 

Occupations to be studied in the Bu- 
reau’s cross-industry area wage survey 
program., 79-2673 


Wahpeton Indians — Land transfers. 

An act to provide that members of the 
Sisseton-Wahpeton Sioux Tribe may 
request the Secretary of the Interior to 
acquire certain lands, and to provide 
that the tribe shall have a preference 
right to purchase certain lands held in 
trust by the United States for tribal 
members., 79-3351 


Sisseton-Wahpeton Sioux Tribe land con- 


solidation : report to accompany S. 
3069., 79-3371 
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Waiver. 

Cost waivers under the foreign military 
sales program : more attention and 
control needed : report to the Con- 
gress /, 79-2419 

Wakes (Aerodynamics) 

A comparison of wake characteristics of 
model and_ prototype buildings in 
transverse winds /, 79-2733 


Wallowa-Whitman National Forest, Or. 
Burnt Powder Planning Unit., 79-1778, 
79-1779 


Draft environmental statement : Burnt 
Powder Planning Unit : a land manage- 
ment plan., 79-1778, 79-1779 

Walter Bouldin Dam, Ala. 

Report to the Federal Energy Regulatory 
Commission Walter Bouldin Dam 
failure and reconstruction., 79-2323 


Walter Bouldin Dam failure and recon- 
struction., 79-2323 


War memorials — United States. 
To pay tribute to members of the US. 
Armed Forces who served honorably 
in Southeast Asia during the Vietnam 


conflict : report to accompany H. R. 
12261., 79-3180 


Warrants (Law) — United States. 

Justice Department policy concerning 
news media search warrants : hearing 
before a subcommittee of the Commit- 
tee on Governments Operations, 
House of Representatives, Ninety-fifth 
Congress, second session, June 26, 
1978., 79-3075 


Warships. 
The Navy’s ship support improvement 
project : report /, 79-2449 


Waste disposal in the ground — United 
States — Handbooks, manuals, etc. 
Guidance manual for minimizing pollu- 

tion from waste disposal sites /, 79- 
2356 


Waste disposal in the ocean. 

Laboratory measurements of radiance 
and reflectance spectra of dilute 
secondary-treated sewage sludge /, 
79-2755 


Waste products. 
Disposal of solid residue from fluidized- 
bed combustion engineering and 
laboratory studies /, 79-2382 


Waste products as fuel — Case studies. 

European waste-to-energy systems : case 
study of Ivry-sur-Seine, France /, 79- 
2255 

Water. 

Thirty years of soil and water research 
by the Forest Service in Wisconsin’s 
driftless area : a history and annotated 
bibliography /, 79-1769 





Water — Laws and legislation — United 
States. 
Land application of wastewater and state 
water law :, 79-2367 


Water — Pollution. 
Effective control of secondary water pol- 


lution from flue gas desulfurization 
systems /, 79-2374 


Impingement and entrainment of fishes 
at the Savannah River plant : an 
NPDES 316b demonstration /, 79- 
2234 


Simazine residues in canal water and 
crops resulting from experimental ap- 
plication for ditchbank weed control /, 


79-2652 


Source assessment : 
facture 


acrylic acid manu- 
: state of the art /, 79-2341 


Water/wastewater survey guidelines /, 
79-2101 


Water — Pollution — Erie, Lake. 
Entrainment at a once-through cooling 


system on western Lake Erie /, 79- 
2337 


Water — Pollution — Handbooks, manuals, 
etc. 

Algae and water pollution : an illustrated 
manual on the identification,  sig- 
nificance, and control of algae in water 
supplies and in polluted water /, 79- 
2328 


Water — Pollution — Law and legislation — 

United States. 

Federal water pollution control act 
authorizations for certain programs : 
report to accompany H. R. 12140., 
79-3156 


Water — Pollution — Posters. 


Water : a resource you can help restore 
/, 79-2388 


Water — Pollution — Savannah River. 
The pollution history of the Savannah 
River Estuary /, 79-2990 
Water — Purification. 
Wastewater treatment systems for safety 
rest areas /, 79-2895 


Water, Underground — Pollution — United 
States. 
Chemical and physical effects of mu- 
nicipal landfills on underlying soils and 
groundwater /, 79-2343, 79-2344 


Water, Underground — Research — Cape 

Cod — Massachusetts. 

Evaluation of data availability and exam- 
ples of modeling for ground-water 
management on Cape Cod, Mas- 
sachusetts /, 79-2642 


Water, Underground — Wyoming. 


Ground-water levels in Wyoming, 1977 /, 
79-2644 
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Water quality. 
Water/wastewater survey guidelines /, 
79-2101 


Water quality — Indiana. 
Distribution of phytoplankton in Indiana 
lakes /, 79-2340 


Water quality — Posters. 
Water : a resource you can help restore 
/, 79-2388 


Water quality — United States. 
Land application of wastewater and state 
water law :, 79-2367 


Sludge dewatering and drying on sand 
beds /, 79-2355 


Socio-economic and institutional factors 
in irrigation return flow quality control 
/, 79-2366 


Water resources development — Law and 
legislation — United States. 
An act to amend the Water resources 
planning act (79 Stat. 244, as 
amended)., 79-3354 


River basin authorizations : report to ac- 
company H.R. 12139., 79-3157 


Water resources development — Texas. 
Canadian river project Texas., 79- 
2646 


Water resources development — United 

States — Costs. 
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